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The  International  Library  of  Technology  is  the  outgrowth 
of  a  large  and  increasing  demand  that  has  arisen  lor  the 
Reference  Libraries  of  the  International  Correspondence 
Schools  on  the  part  of  those  who  are  not  students  of  the 
Schools.  As  the  volumes  composing  this  Library  are  all 
printed  from  the  same  plates  used  in  printing  the  Reference 
Libraries  above  mentioned,  a  few  words  are  necessary 
regarding  the  scope  and  purpose  of  the  instruction  imparted 
to  the  students  of — and  the  class  of  students  taught  by^ 
these  Schools,  in  order  to  afford  a  clear  understanding  of 
their  salient  and  unique  features. 

The  only  requirement  for  admission  to  any  of  the  courses 
offered  by  the  International  Correspondence  Schools,  is  that 
the  applicant  shall  be  able  to  read  the  English  language  and 
to  write  it  sufficiently  well  to  make  his  written  answers  to 
the  questions  asked  him  intelligible.  Each  course  is  com- 
plete in  itself,  and  no  textbooks  are  required  other  than 
those  prepared  by  the  Schools  for  the  particular  course 
selected.  The  students  themselves  are  from  every  class, 
trade,  and  profession  and  from  every  country;  they  are, 
almost  without  exception^  busily  engaged  in  some  vocation, 
and  can  spare  but  little  time  for  f%tudy,  and  that  usually 
outside  of  their  regular  working  hoiirs.  .The  inlorniation 
desired  is  such  as  can  be  immediately  applied  in  practice^  so 
that  the  student  may  be  enabled  to  exchr*Bge  his  present 
vocation  for  a  more  congenial  one,  or  to  rise  tx  a  higher  level 
in  the  one  he  now  pursues.  Furthermore,  -  he ,  wishes  to 
obtain  a  good  working  knowdedge  of  the  subjects  treated  in 
the  shortest  time  and  in  the  most  direct  maimer  possible. 
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In  meeting^  these  requirements,  we  have  produced  a  set  of 
books  that  in  many  respects,  and  particularly  in  the  general 
plan  followed,  are  absolutely  unique*  In  the  majority  of 
subjects  treated  the  knowledge  of  mathematics  required  is 
limited  to  the  simplest  principles  of  arithmetic  and  mensu- 
ration, and  in  no  case  is  any  greater  knowledge  of  mathe- 
matics needed  than  the  simplest  elementary  principles  of 
algebra^  geometry,  and  trigonometry,  with  a  thorough^ 
practical  acquaintance  with  the  use  of  the  logarithmic  table. 
To  effect  this  result,  derivations  of  rules  and  formulas  are 
omitted,  but  thorough  and  complete  instructions  are  given 
regarding  how,  when,  and  under  what  circumstances  any 
particular  rule,  formula,  or  process  should  be  applied;  and 
whenever  possible  one  or  more  examples,  such  as  would  be 
likely  to  arise  in  actual  practice — together  with  their  solu- 
tions— are  given  to  illustrate  and  explain  its  application. 

In  preparing  these  textbooks,  it  has  been  our  constant 
endeavor  to  ,view  the  matter  from  the  student's  standpoint, 
and  to  try  and  anticipate  everything  that  would  cause  him 
trouble.  The  utmost  pains  have  been  taken  to  avoid  and 
correct  any  and  all  ambiguous  expressions — both  those  due 
to  faulty  rhetoric  and  those  due  to  insufficiency  of  statement 
or  explanation.  As  the  best  way  to  make  a  statement, 
explanation,  or  description  clear  is  to  give  a  picture  or  a 
diagram  in  connection  with  it,  illustrations  have  been  used 
almost  without  limit.  The  illustrations  have  in  all  cases 
been  adapted  to  the  requirements  of  the  text,  and  projec- 
tions and  sections  or  outline,  partially  shaded,  or  full-shaded 
perspectives  have  been  used,  according  to  which  will  best 
produce  the  desired  results.  HaIf4ones  have  been  used 
rather  >parin^lj,  .^ercept  in  those  cases  where  the  general 
eff^et'fe.de^iretj'niUiftrtfhan  the  actual  details. 

It  is-jojiviqiisith^t  books  prepared  along  the  lines  men- 
tioned-rtust*ftoat'ohly  be  clear  and  concise  beyond  anything 
heretofQ'WBfttt^piptcd,:  but  they  must  also  possess  unequaled 
value -foV- reference 'ptfrposes.  They  not  only  give  the  maxi- 
mum of  information  in  a  minimum  space,  but  this  infor- 
mation is  so  ingeniously  arranged  and  correlated,  and  the 
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indexes  are  so  full  and  complete,  that  it  can  at  once  be  made 
available  to  the  reader.  The  numerous  examples  and 
explanatory  remarks,  together  with  the  absence  of  long 
demonstrations  and  abstruse  mathematical  calculations,  are 
of  great  assistance  in  helping  one  to  select  the  proper  for- 
mula, method,  or  process  and  in  teaching  him  how  and  when 
it  should  be  used. 

The  present  volume  is  devoted  to  Sheet-Metal  Pattern 
Drafting.  The  entire  field  has  been  thoroughly  covered 
and  the  utmost  pains  have  been  taken  to  treat  the  subjects 
from  the  standpoint  of  the  best  practice  in  modern  shops. 
Every  possible  avenue  has  been  explored  and  methods  have 
been  described  to  cover  every  case  that  is  likely  to  arise. 
For  the  cornice  maker  and  architectural  sheet-metal  worker, 
special  treatment  has  been  accorded  to  the  subject  of  archi- 
tectural forms  and  proportions — matters  of  high  relative 
importance  to  workers  in  these  lines  of  employment.  This 
work  should  prove  of  invaluable  assistance  to  every  drafts- 
man in  solving  those  special  problems  in  projection, 
intersections,  and  developments  that  are  constantly  arising. 

The  method  of  numbering  the  pages,  cuts,  articles,  etc. 
is  such  that  each  subject  or  part,  when  the  subject  is  divided 
into  two  or  more  parts,  is  complete  in  itself;  hence,  in  order 
to  make  the  index  intelligible,  it  was  necessary  to  give  each 
subject  or  part  a  number.  This  number  is  placed  at  the 
top  of  each  page,  on  the  headline,  opposite  the  page  num- 
ber; and  to  distinguish  it  from  the  page  number  it  is  preceded 
by  the  printer's  section  mark  (§).  Consequently,  a  reference 
such  as  §  16,  page  26,  will  be  readily  found  by  looking 
along  the  inside  edges  of  the  headlines  until  §  16  is  found, 
and  then  through  §  16  until  page  26  is  found. 
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intkoductio:n^. 

.,  OrthLOgraphie  Pi-ojeetloiiH. — When  the  sheet-metal 
worker  is  required  tc  make  any  articJe  whose  form  or  dimen- 
sions are  not  previously  known,  it  is  evident  that  a  descrip- 
tion of  the  work  in  question  should  be  furnished  him.  This 
description  may  be,  and  often  is,  given  by  verbal  instruc- 
tion; but  in  order  to  enable  the  worker  to  understand 
definitely  what  is  wanted,  the  form  of  the  object,  its  dimen- 
sions, and  the  quality  of  the  material  to  be  used  should  be 
stated.  Instruction  given  in  this  way  is,  however,  seldom 
satisfactory  either  to  the  workman  or  to  his  employer,  since 
it  is  difficult  in  such  cases  to  place  the  responsibility  for 
any  errors  that  may  occur. 

Written  instruction,  therefore,  would  seem  to  be  prefer- 
ble;   but,   since  most  objects  would  require   an    extended 
escription,  a  shorter  and  more  convenient  method  of  con- 
veying the  desired  information  is  to  be  sought.    A  drawing 
of  the  object  is  therefore  made. 

These  drawings  are  generally  made  by  a  process  termed 
orthographic  projection^  or,  as  it  is  usually  called,  projec- 
tion drawing.  Every  detail  of  the  object  is  correctly 
represented  in  this  drawing,  so  that  the  workman  knowing 
how  to  **  read  the  drawing,'*  may  obtain  his  measurements 
therefrom  for  the  construction  of  the  object  itself.  He  is 
also  enabled,  by  an  examination  of  the  drawing,  to  under- 
stand exactly  how  the  object  will  appear  when  completed. 
Hence,  we  have  the  following  definition: 

§15 
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Ortliogrraphic  projection  ts  the  process  of  making  correct 
representations  of  objects  by  means  of  drawings. 

2.  A  Working:  Drawing:  Generally  Neeessar5% — Be- 
fore a  pattern  for  any  piece  of  sheet-metal  work  can  be  laid 
out,  a  working  drawing  of  the  article  must  first  be  made. 
No  pattern,  however  simple  or  plain,  can  be  produced  until 
we  have  something  definite  to  work  from. 

The  metal  worker  does  not  go  to  the  trouble  of  preparing 
a  drawing  on  paper  for  every  piece  of  work  he  is  called  on 
to  make,  since  many  objects  are  so  plain  that  a  brief  verbal 
or  written  description  of  their  dimensions  gives  the  me- 
chanic all  the  information  he  needs  to  enable  him  to  lay  out 
the  pattern. 

If,  for  example,  you  are  called  on  to  make  a  box  out  of 
IX  tin,  4  inches  long,  3  inches  wide,  and  1  inch  deep,  you 
immediately  proceed  with  the  steel  square  to  lay  off  the 
given  sizes  directly  on  the  metal;  but,  if  the  mechanic  is 
required  to  make  a  round  pan  having  fiaring  sides  or  some 
article  of  a  form  not  readily  carried  in  the  mind,  there  is 
one  thing  he  must  do  before  he  can  proceed  with  the  work, 
or  even  lay  out  the  pattern — he  must  make  a  yvorUng 
draipvlng:  of  the  object. 

3.  Wliat  Constitutes  a  Working:  DreLvring.  —  There 
are  several  ways  in  which  this  drawing  may  be  made,  de- 
pending altogether  on  how  complicated  the  object  is.  In 
the  case  of  the  pan  referred  to,  it  may  be  desirable,  by  an 
application  of  certain  principles  stated  in  this  Course,  to 
omit  the  operation  of  making  a  drawing  consisting  of  several 
views,  and  proceed  as  with  the  box  to  **lay  it  out  "  directly 
on  the  metal.  In  this  case,  however,  it  will  be  found  that 
the  operation  differs  from  that  of  making  the  box  referred 
to,  since  it  is  first  necessary  to  mark  out  the  sizes  and  out- 
lines as  they  will  appear  when  the  pan  is  completed.  These 
sizes  may  or  may  not  form  a  part  of  the  pattern,  but  they 
are  required  as  preliminary  lines  from  which  to  *May  off," 
or  ** strike  out,"  the  pattern. 

Marking   out   these   sizes   or   dimensions  of  an  object  is 
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really  making  a  working  drawing.  This  drawing  may  be 
full  sise — in  which  case  it  is  referred  to  as  a  detail  draw* 
lixg^-or  it  may  be  drawn  to  a  scale^  either  larger  or  smaller 
than  the  object  itself. 

4,  Whore  the  Drti>viiig  Is  Made. — In  the  case  of  plain 
articles,  the  necessary  drawings  may  be  made  directly  on 
the  metal;  in  the  majority  of  cases^  however,  the  work  is  of 
a  more  or  less  complex  nature,  making  it  highly  important 
that  a  full-sized  properly  made  detail  drawing  be  used. 
This  is  not  always  provided,  and  the  mechanic  frequently 
has  to  make  his  own  detail  from  a  small  freehand  sketch  or 
possibly  from  a  drawing  made  to  a  small  scale.  In  the  latter 
case,  an  enlarged  drawing  must  generally  be  made  before 
the  work  of  laying  out  the  pattern  can  proceed.  This  neces- 
sitates operations  with  drafting  board  and  drawing  imple- 
ments^— ^with  which  the  student  is  already  familiar.  The 
proficiency  that  has  been  acquired  may  now  be  put  into 
practical  use  in  the  operations  to  follow. 

It  is  the  purpose  of  this  section  of  the  Course  to  present 
methods   by   which   working   drawings   may  be  made  and 

Pread,  These  methods  are  presented  in  a  practical  way,  that 
the  principles  laid  down  may  be  readily  understood  by  the 
student. 
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5*  Various  Kinds  of  Drawings* — The  most  common 
representations  of  objects  are  those  used  for  purposes  of 
illustration  merely  and  known  as  perspective  drawings. 
They  are  of  little  value  to  the  mechanic  to  serve  as  working 
drawings,  since  they  are  not  drawn  to  a  scale  in  the  same 
way  as  a  projection  drawing,  and  to  obtain  measurements 
therefrom  is  an  operation  both  complicated  and  indirect.  A 
photograph  is  an  ideal  perspective  picture^  but  no  one  would 
think  of  using  a  photograph  as  a  working  drawing.  The 
photograph  and  the  perspective  drawing  represent  the  ob- 
ject '*as  we  see  it/*  or  as  it  appears  to  the  eye  of  the 
observer,  while  the  working  drawing —  the  projection  drawing 
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— represents  the  object  as  it  actually  is^  or  will  be  when  made. 
A  photograph,  however,  shows  only  such  objects  as  really 
exist,  while  a  projection  drawing  often  shows  objects  that 
exist  only  in  the  imagination  of  the  draftsman  or  a  person 
capable  of  understanding,  or  ** reading,"  the  drawing.  By 
means  of  such  drawings  the  imagination  is  aided  in  pictur- 
ing the  object  as  already  constructed — or,  as  we  would  say, 
it  enables  the  mechanic  to  see  the  object  **in  his  mind's 
eye." 

6.  What  Is  Shown  In  a  Drawing:. — The  perspective 
drawing  always  shows  more  than  one  side  of  an  object — 
generally  three  sides — while  the  working  drawing  seldom 
shows  more  than  one  side,  that  being  the  side  toward  the 
observer.  The  position  of  such  other  portions  of  the  object 
as  are  not  located  on  the  side  shown  in  the  drawing  may, 
however,  be  indicated  in  a  projection  drawing  by  dotted 
lines.  No  lines  should  be  used  in  a  working  drawing  that 
do  not  represent  actual  edges,  or  outlines,  in  the  object 
itself.  We  sometimes  find  certain  edges  or  outlines  of  an 
object  represented  in  a  drawing  by  heavy  lines.  These 
heavy  lines  are  called  shade  lines;  but  since  they  are  not 
essential  features  of  the  working  drawing,  no  description  of 
them  is  necessary  in  this  Course.  There  is  also  an  elabo- 
rate system  of  representing  the  effect  of  light  and  shade 
on  curved  and  receding  surfaces  by  means  of  lines  properly 
disposed  over  the  surfaces  shown  in  the  drawing.  Since 
these  lines  are  for  effect  only,  and  their  meaning  is  appar- 
ent to  the  observer,  the  principles  governing  their  use  are 
not  made  a  part  of  the  subject  matter  of  this  Course. 

7.  Position  of  Obsem^er. — Another  point  of  difference 
between  the  perspective  and  the  projection  drawing  is  that, 
in  taking  the  view  of  which  the  perspective  drawing  is  a 
representation,  the  eye  of  the  observer  remains  in  a  fixed 
position,  and  in  the  same  relation  to  the  drawing  as  the 
camera  is  to  the  pliotograph ;  while  in  that  view  of  the  ob- 
ject of  which  the  projection  drawing  is  a  representation, 
the  eye  of  the  observer  is   always  supposed  to  be  directly 


§15 


PRACTICAL  PROJECTION. 


5 


over,  or  opposite,  that  point  in  the  drawing  which  is  being 
noted. 

This  may  be  illustrated  by  the  student  for  himself  in  a 
very  simple  way.  Place  a  sheet  of  paper  on  the  drawing 
board  and  draw  a  horizontal  line,  say  6  inche;?  long;  now 
lay  an  ordinary  2-foot  pocket  rule  against  this  line,  in  the 
manner  shown  in  Fig.  1,  and  proceed  to  mark  off  the  line 
to  correspond  with  the  divisions  on  the  rule.  He  will  find 
that  he  is  obliged  to  get  his  eye  directly  over  each  mark  on 
the  rule,  and  to  **  sight*'  carefully  down  on  to  the  rule  be- 
fore making  each  mark^  very  much  as  he  would  *' sight  "  or 
look  along  a  piece  of  work  to  see  whether  it  is  straight  or 
aot.  It  will  be  noticed  also  that  he  is  making  oHf  eye  do 
all  the  work  in  this  ** sighting, *'  and,  further,  it  will  be  ob- 
served that  in  making  the  markings  he  is  moving  his  head 
as  he  progresses  toward  the  end  of  the  line.  He  is  obliged 
to  do  this  to  keep  his  eye  exactly  over  each  point  on  the 
line  as  it  is  marked. 


(^ 


•\ 


Fig.  h 


8.  IjLnc  of  Hlglit, — The  line  first  drawn  on  the  paper  is 
not  the  only  one  made  use  of  in  reproducing*  the  markings 
on  the  rule.     The  student  has  unconsciously  made  use  of 
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another  line,  or,  more  properly,  a  set  of  lines,  that  are  an 
Important  feature  of  projection  drawing.  These  lines  are 
those  made  use  of  in  doing  the  'Vsighting  "  necessary  for 
the  marks;  they  are  purely  imaginary  lines  and  are  not  rep- 
resented in  the  illustration.  They  are  very  properly  called 
lines  of  slgrlit.  The  lines  of  sight  in  a  projection  drawing 
are  always  perpendicular  to  the  drawing.  They  extend 
from  a  point  in  the  eye  of  the  observer  to  a  point  on  the 
drawing  that  is  directly  opposite,  as  indicated  by  the  point 
of  the  draftsman's  pencil  in  Fig,  1, 

These  lines  of  sight— which,  as  stated,  are  only  imagi- 
nary lines  and  are  not  represented  in  a  working  drawing — 
constitute  one  of  the  most  important  features  of  the  projec- 
tion drawing;  for  on  these  lines  we  are  enabled  to  obtain  the 
views  from  the  object^  and,  by  means  of  other  lines,  called 
IH-ojeetors,  bearing  a  certain  relation  to  the  lines  of  sight 
(as  will  be  explained  later)^  we  can  reproduce  the  views 
thus  €.>btained  on  the  drawing, 

9.  Ijliies  of  Sififht  Always  Parallel.— When  it  is  de- 
sired to  make  a  drawing  of  any  object,  the  lines  of  sight 
must  be  used  in  the  same  manner  as  in  marking  the  divi- 
sions on  the  line  in  Fig.  1;  that  is,  care  must  be  taken  to 
keep  the  lines  of  sight  in  any  one  view  parallel  to  one  an- 
other. We  may  take  different  views  of  the  same  object, 
or,  to  express  it  otherwise,  we  may  take  positions  on  differ- 
ent sides  of  the  object,  in  order  to  obtain  views  therefrom; 
but  in  any  view  thus  taken,  the  above  statement  must  be 
carefully  observed  and  the  lines  of  sight  kept  exactly  par- 
allel to  one  another. 

10#  Several  Tievirg  Necessary, — ^We  have  already  noted 
that  a  projection  drawing  seldom  shows  but  one  side  of 
an  object.  Since  there  are  no  objects  that  present  all 
their  dimensions  on  any  one  side,  it  necessarily  follows 
that,  in  order  to  convey  a  correct  idea  of  the  form  of  an 
object,  it  is  necessary  to  make  a  drawing— or  a  projection 
' — of  as  many  sides  as  will  enable  the  correct  shape  and 
dimensions  to  be  shown.      We  may  make   these  drawings 
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from  as  many  points  of  view  as  may  be  desired;  but,  for 
certain  reasons,  to  which  attention  will  be  called  later,  it 
is  generally  preferable  to  view  all  objects  from  six  sides, 
which  correspond  to  the  six  sides  of  a  cube.  These  draw- 
ings of  the  different  views  have  their  correct  names,  which 
we  will  now  consider. 


11#  Plans  and  ElevatloiiB, — Tt  being  assumed  that 
the  object  is  in  some  fixed  position,  the  various  views  take 
their  names  from  the  different  positions  of  the  observer  in 
his  view  of  the  object.  Thus,  a  view  taken  from  above,  or 
looking  down  on  the  object,  is  called  a  plan;  so  also  is  a 
view  from  beneath,  or  looking  up  at  the  object;  thus  we 
have  the  terras  top  plan  and  bottom  plan.  The  two  views 
thu5  obtained  are  frequently  designated  by  terms  that  vary 
with  the  class  of  objects  represented,  and  not  infrequently 
derive  their  names  from  some  portion  of  the  object  itself. 
Thus,  a  top  plan  of  a  house  is  a  view  of  the  roof  taken 
from  above,  and  is  called  a  roof  plan;  while  a  ceiling  plan 
is»  as  its  name  indicates^  a  view  of  another  part  of  the 
house  taken  from  the  opposite  direction.  In  the  case  of 
small  objects  generally,  such  views  are  termed  top  plan  or 
bottom  plan,  as  the  case  may  be.  These  views,  in  certain 
cases,  should  be  marked  on  the  drawing,  in  order  to  guard 
against  error.  Here  it  should  be  noted  that  while  the  posi- 
tion of  the  object  is  not  changed  in  making  either  the  top 
or  the  bottom  plan,  yet  the  position  of  the  observer  is. 
When  the  two  plans  thus  made  are  compared,  it  is  found 
that  the  corresponding  points  of  the  drawings  are  changed 
in  their  relation  to  each  other  in  the  same  manner  as  the 
hands  of  two  persons  that  are  standing  exactly  in  front 
of  and  facing  each  other — the  right  hand  of  the  one  being 
opposite  to  the  left  hand  of  the  other. 

A  view  taken  from  the  side  of  an  object  is  called  an 
elevation.  That  side  of  an  object  shown  in  any  elevation 
gives  its  name  to  that  drawing;  thus,  a  view  of  the  front 
of  an  object  is  called  a  front  elevation.  So,  also,  we  have 
the  terms  rear  elevation  and  side  elevation.     In  some  cases 


PRACTICAL  PROJECTION.  §  IS 

it  may  be  more  convenient  to  designate  the  elevations  by 
the  points  of  the  compass;  for  example,  the  north  elevation 
of  a  building  is  a  projection  of  that  part  of  the  building 
which  faces  north,  or,  to  state  it  as  tve  have  done  before, 
that  part  of  the  building  seen  when  looked  at  from  the 
north. 

12<  Section  DrawlBjors, — Cases  frequently  occur  in 
which  the  \dews  or  dimensions  desired  to  be  given  on  a 
working  drawing  cannot  be  shown  in  either  plans  or  eleva- 
tions. Under  such  circumstances,  recourse  is  often  had  to 
a  dass  of  drawings  termed  sections.  A  section  drawing  is 
a  projection  of  an  object  assimied  to  have  been  cut  in  two 
in  a  certain  direction »  usually  at  right  angles  to  the  lines  of 
sight..  Those  parts  of  the  object  between  the  observ^er  and 
the  place  where  the  cut  is  made  are  assimied  to  have  been 
removed,  so  as  to  present  an  entirely  new  surface.  This 
surface  is  not  seen  in  the  object  itself,  since  the  cutting  is 
entirely  imaginary — done  simply  for  the  purpose  of  showing 
some  interior  construction. 

1  *$•  Sections  May  be  Dru^wn  In  Any  Desired  Posi- 
tion.^— The  cut  just  referred  to  may  be  made  in  a  horizontal 
a  vertical,  or  an  oblique  direction,  according  to  the  way  in 
which  it  is  desired  to  shoW'  the  section.  Portions  of  surfaces 
that  have  been  cut  in  this  way  are  usually  represented  by 
certain  conventional  methods,  indicating  the  character  or 
composition  of  the  material.  A  custom  frequently  adopted, 
and  which  m\l  l3c  followed  in  the  drawings  for  this  Course» 
consists  in  designating  surfaces  exposed  by  the  cut  by  a 
series  of  closely  drawn  parallel  lines.  Such  lines  are  usu- 
ally drawn  at  an  oblique  angle,  as  compared  %^^th  the  other 
portions  of  the  drawing,  and  are  called  cross-sedion  lines,  or 
crosS'haidting. 

14#  A  Bet  of  Plans.— It  is  a  common  practice,  when 
sp>eaking  of  a  set  of  drawings  consisting  of  various  plans, 
elevations,  sections,  etc, — as  for  a  hoiise»  or  for  some  other 
object — to  refer  to  them  as  a  *'set  of  plans.''  This  is  a 
coEcctive  phrase  for  the  drawings,  and  its  use  in  this  way 
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is  perfectly  proper;  when  used  in  this  sense,  however^  it  is 
not  understood  as  applying  simply  to  a  plan  view  as  ex- 
plained in  Art.  11.  Drawings  for  large  objects  are  fre- 
quently of  a  size  such  that  the  different  views  are  more 
conveniently  made  on  separate  sheets.  Architectural  draw- 
ings are  usually  separated  in  this  way,  and  it  is  often  nec- 
essary for  the  one  that  is  to  read  such  drawings  to  arrange 
the  sheets  in  a  particular  manner,  in  order  that  the  relation 
between  the  views  may  be  understood.  This  arrangement 
of  the  views  will  be  considered  later. 

15.  Foreshortened  Vieiivs. — ^The  lines  in  a  projection 
drawing — rir,  as  we  shall  term  it  hereafter,  'a  projection — are 
either  of  the  same  length  as  the  corresponding  edges  or  out- 
lines of  the  object  itself,  or  they  are  foreskorttned.  No 
lines  are  represented  longer  than  they  actually  exist  on  the 
object,  except  in  cases  where  the  drawing  is  made  to  an  en- 
larged scale.  All  lines  that  are  used  to  represent  the  edges 
or  outlines  of  an  object,  and  that  are  at  right  angles  to  the 
lines  of  sight  in  any  view,  are  represented  in  that  view  by 
their  true  length.  Lines  that  represent  other  edges  or  out- 
lines, and  are  not  at  right  angles  to  the  lines  of  sight,  are 
consequently  represented  shorter  than  they  exist  on  the 
object,  and  are  then  said  to  be  foreshortened, 

16.  Geoinetrleal  Forms, — The  simplest  geometrical 
form  that  we  can  imagine  is  a  point ;  next  we  have  a  line^ 
defined  as  the  shortest  distance  between  two  points;  then  a 
surface^  which  is  a  flat,  or  plane,  figure  bounded  by  lines; 
and,  finally,  a  solid^  which  in  turn  is  bounded  by  different 
surfaces. 

17.  The  ComMnatlon  of  Geometrical  Forms. — Since 
the  mechanic  deals  with  objects  of  various  forms  that 
may  be  said  to  represent  geometrical  solids,  we  shall  en- 
deavor to  convey  an  idea  of  the  way  in  which  the  repre- 
sentation of  these  objects  may  be  simplified  by  resolving 
them  into  their  elements,  or  the  parts  that  combine  to  pro- 
duce these  forms.  We  thus  have  to  deal  with  points,  lines, 
surfaces,  and  solids;  of   these  four   things,  one  only — the 
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solid — can  be  represented  by  any  actual  thing  or  be  suchj 
as  to  enable  us  to  handle  it,  for  there  is  no  object  that  does| 
not  |>ossess  length,  breadth^  and  thickness  to Vk  greater  or  less! 
extent.  It  consequently  follows  that  the  other  three  forma j 
are  entirely  imaginary.  The  student  that  can  most  readily  j 
conceive  or  imagine  their  existence  in  this  way  will  mosti 
readily  comprehend  the  principles  involved  in  projectioaj 
drawing  and  pattern  drafting.  fl 

18#     A  Test  of  the  Student's  Ima^luation.^ — The  fol- 
lowing illustration  will  show  how  a  solid   may  be  resolved 
into  the  simplest  of  its  elements  and  still  retain  its  definite! 
and  characteristic  form.      We  will  suppose   a  sheet-metal 
box   to   be  made  in  the  form  of    a  cube^   each  edge   being 
1  inch  long.      The  six  square  pieces  of  sheet  metal  that  make« 
the  sides  of  this  box  are  to  be  lightly  soldered  together^  | 
"edge  and  edge,"     This  box  represents  a  geometrical  solidj  1 
although  it  is  by  no  means  a  solid  considered  in  a  physical,  J 
or  practical,  sense.     It  is,  in  fact,   popularly  spoken  of  asj 
being  **  hollow  ";  but  we  could  very  readily  convert  it  intal 
a  solid  by  fxlling  it  with  molten  solder.      It  represents,  how- 
ever, as  it  is,  a  geometrical  solid,  and  as  such  we  will  con- 
sider the  parts  of  which  it  is  made  up,  without  paying  any 
attention,  in  this   elementary  part  of   the   subject,  to    the 
material  of   which  it  is  composed.      We    are    now  dealing, 
wlxh  forms  only,  and  until  these  principles  are  fixed  in   the 
student's  mind  no  attention  will  be  paid  to  other  details. 

1&,  We  first  look  for  the  surfaces  of  this  solid,  of  which 
we  find  six.  The  student  may  have  some  difficulty  in  under- 
standing that  the  surfaces  of  this  cube,  which  he  can  appar- 
ently distinguish  by  the  sense  of  touch,  exist  only  in  an 
imaginary  way.  We  refer  him,  therefore,  to  our  definitions 
for  the  explanation  of  this  seeming  paradox.  A  surface,  we 
have  been  told,  has  length  and  l>n?adth,  while  a  solid  has 
these  and  also  a  third  property — thickness.  Now,  as  we 
have  said  before,  we  cannot  consider  the  material  of  which 
the  cube  is  composed,  l>ut  if  wc  handle  it  we  wdl  lie  obliged 
to  refer  to  the   metal  uf   which   the   sides  of   I  he  cube  are 
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made.  These  metal  sides  have  thickness;  it  may  be  only  a 
few  thousandths  of  an  inch,  but  still  it  ts  thickness,  and 
consequently  does  not  come  within  our  definition  of  a  sur- 
face. A  surface  may  be  compared  to  a  shadow,  which  can 
be  distinguished  by  its  outlines  or  shape,  but,  as  every  one 
knows,  is  absolutely  without  thickness.  It  is  in  this  sense 
that  wc  refer  to  the  sides  of  the  cube  as  its  surfaces.  We 
find  also  that  each  of  these  six  surfaces  is  bounded,  or 
defined,  by  four  edges  or  outlines,  the  lines  in  turn  being 
terminated  at  the  corners  of  the  cube  by  points^  of  which 
there  are  eight.  It  will  now  be  seen  that  these  eight  points, 
situated  at  the  extremities  of  the  lines,  or  edges,  of  the 
cube,  perfectly  define  the  shape  and  size  of  the  geometrical 
solid. 

If  we  could  imagine  the  metal  sides  of  the  cube  to  disap- 
pear entirely,  leaving  only  the  points  at  the  corners,  we 
would  still  have  as  perfect  a  representation  of  the  size  and 
shape  of  the  cube  in  our  minds  as  if  it  had  an  actual  exist- 
ence and  could  be  seen  by  the  eye.  For  these  imaginary 
points  could  then  very  easily  be  imagined  as  being  con- 
nected by  lines,  and  we  could  then  **see**  the  surfaces,  and 
finally  the  solid,  existing  in  the  same  imaginary  way.  It 
will  thus  be  comparatively  easy  for  us  to  transfer  a  repre- 
sentation of  this  solid  to  our  drawing,  since  we  can  use  the 
points  as  the  markings  on  the  rule  were  used  in  connection 
with  the  lines  of  sight  in  a  previous  illustration. 


!30#  The  Imag-iiiatlon  a  Valuable  Assistant  to  the 
Braftsinan. — An  object,  or  solid,  of  any  conceivable  shape 
may  thus  be  resolved  into  its  elementary  parts  or  points. 
The  drawing  of  the  object,  then,  will  consist  simply  of  loca- 
ting the  positions  of  these  points  on  the  drawing.  We  may 
have  drawings  to  make  that  will  require  the  location  of  a 
hundred  or  more  of  these  points,  depending  entirely  on  the 
form  or  shape  of  the  object  we  are  dealing  with,  but  the 
principles  are  in  all  cases  the  same. 

If  the  student,  after  resolving  an  object  in  this  imaginary 
way,  will  carefully  study,  or  imagine,  the  proper  location  of 
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these  points  in  their  relation  to  the  object  itself,  defining 
their  positions  on  the  drawing  one  at  a  time,  much  that 
may  appear  complicated  at  first  sight  will  resolve  itself  into 
very  simple  and  comparatively  elementary  work.  Compli- 
cated work  is  usually  nothing  more  or  less  than  the  aggre- 
gation of  a  number  of  simple  operations  that  appear 
complicated  only  because  they  are  combined.  There  is  no 
field  of  work  to  which  the  latter  statement  is  more  applicable 
than  to  that  of  the  pattern  draftsman. 

It  is  in  the  **  imaginary  "  way  thus  described  that  the 
student  is  directed  to  picture  to  himself  each  figure  as  pre- 
sented to  him  for  the  making  of  the  drawings  on  the  plates. 
This  part  of  the  study  is,  as  will  be  noticed,  almost  entirely 
the  work  of  the  imagination ;  but  it  should  be  practiced  by 
the  student  for  the  sake  of  the  assistance  it  will  be  to  him 
later  on. 

The  operations  of  projection  drawing  follow  one  another 
in  a  natural  sequence,  which  we  will  proceed  to  trace  out  in 
a  series  of  drawing  plates.  As  the  student  follows  these 
operations,  keeping  in  mind  the  foregoing  principles,  he  will 
have  no  difficulty  in  making  or  reading  any  drawing. 


PLATES. 

21, .  Seven  plates  are  to  be  drawn  by  the  student  in 
accordance  with  the  directions  given  in  this  section.  Copies 
of  the  first  two  plates  are  sent  with  this  Paper;  copies  of 
tlie  remaining  plates  will  be  sent  as  the  student  requires 
them.  The  plates  drawn  by  the  student  are  to  be  of  the 
same  size  as  those  drawn  for  Geometrical  Draiving^  and 
the  same  general  instructions  regarding  the  preparation  of 
the  plates  are  to  be  observed;  they  must  be  drawn  and  sent 
to  us  for  correction  in  the  same  manner. 

The  letter  heading  for  each  problem,  which  has  heretofore 
been  placed  on  the  drawing,  will  be  omitted,  and  the  stu- 
dent is  required  only  to  desii^^nate  each  plate  with  thr  Ictlcr 
heading,  or  title,  that  is  printed  in  heavy-faced  type,  both 
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Dimension  figures  are  not  to 


in  this  section  and  on  the  reduced  copies  of  the  plate.     For 
this  purpose  the  block-letter  alphabet  is  used, 

22.  The  dimension  lines  and  figures  shown  in  the  first 
three  problems  of  the  drawing  plate,  title  :  Projections  I^ 
are  to  be  especially  noticed  by 
the  student.  They  are  ordi- 
narily used  in  all  working  draw- 
ingS|  and  preference  is  invari-. 
ably  given  to  a  dimension 
figure,  rather  than  to  the  scale 
to  which  a  drawing  is  made 
be  placed  on  the  plates^  since  the  object  in  requiring  the 
student  to  draw  these  projections  is  rather  to  enable  him  to 
gain  an  idea  of  their  principles  than  to  be  able  to  make  a 
finished  working  drawing. 

Dimension  and  extension  lines  when  used  should  be  light 
broken  lines.  Care  should  be  exercised  to  make  the  arrow- 
heads as  neatly  as  possible  and  of  a  uniform  size — not  too 
flaring.  They  are  made  with  a  steel  writing  pen,  and  their 
points  should  touch  the  extension  lines,  as  illustrated  in 
Fig.  2. 


BRAWIKG  PliATE,  TITI^E :    PROJECTIONS  I, 

33.  Oeneral  liLtttructlonB, — This  plate  is  divided  into 
four  equal  spaces,  and  each  of  these  divisions,  with  the 
exception  of  the  upper  left-hand  space,  is  again  divided,  by 
means  of  a  central  vertical  line,  into  two  equal  parts.  Use 
light  pencil  lines,  as  they  are  not  to  be  inked  in  and  are 
intended  only  to  facilitate  the  location  of  the  problems. 
These  lines  are  not  shown  on  the  printed  copies  of  the 
plates.  Before  attempting  to  draw  any  of  the  problems 
on  the  platCj  the  explanations  accompanying  each  problem 
should  first  be  carefully  read  and  compared  with  the 
reduced  copy  of  the  plate  and  also  with  the  illustrations 
in  this  section.  The  principles  of  projection  drawing  will 
thus  be  better  understood  by  the  student,  and  their  applica- 
tion readily  made  when  more  difficult  drawings  are  under* 
taken. 
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The  fundamental  laws  of  project  i&n  are  contained  in  the 

first  four  problems,  and  if  these  are  thoroughly  mastered  by 
the  student,  the  application  of  the  laws  to  the  remaining  prob- 
lems will  be  comparatively  easy, 

24.  Wliy  Different  Vtew^s  Ar©  Dra^WB. — The  names  of 
the  different  views  have  already  been  noted;  in  this  plate  it 
is  shown  how  they  are  distinguished  from  one  another  in  a 
drawing.  The  relation  of  the  different  views  to  one  another 
will  also  be  explained. 

Some  objects  in  certain  positions  may  have  all  their  dimen- 
sions represented  in  two  views — a  plan  and  an  elevation — but 
generally  three  views  should  be  drawn.  There  are,  indeed, 
many  cases  where  views  from  each  of  the  six  sides,  as  well 
as  sections  and  views  taken  from  oblique  positions,  are  neces- 
sary. It  has  already  been  observed  that  lines  are  represented 
in  their  true  length  only  when  at  right  angles  to  the  lines  of 
sight;  consequently,  since  the  position  of  the  object  in  any 
set  of  views  is  not  changed,  it  is  necessary  to  change  the 
position  of  the  observer  in  such  a  manner  as  to  bring  the  lines 
of  sight  where  they  will  beat  right  angles  to  the  lines  in  the 
object,  thus  enabling  the  latter  to  be  shown  in  their  true 
length  on  the  drawing. 

The  student  will  readily  perceive  that  in  pattern  drafting 
it  is  of  the  highest  importance  that  the  lines  which  combine 
to  make  up  the  surfaces  of  any  object  should  be  shown  in 
their  true  lengthy  or  at  least  be  presented  in  such  positions 
that  their  true  lengths  may  be  easily  found.  Without  these 
true  lengths,  no  measurements  can  be  obtained  from  which 
to  layout  the  patterns,  a  pattern  being  merely  a  representa- 
tion of  the  surfaces  of  some  solid.  It  is  necessary,  therefore, 
to  be  prepared  to  take  views  of  any  object  from  any 
position;  for  there  are  many  different  forms,  or  shapes,  of 
solids,  and  it  is  necessary  to  be  able  to  show  in  its  true  length 
any  line  in  the  object  that  may  be  needed  for  a  pattern. 

25.  The  Base  Ijlne.— We  shall  first  consider  objects  in 
positions  that  may  be  shown  in  two  views.  Draw  a  horizon- 
tal line  through  the  central  portion  of  the  upper  left-hand 
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space  on  the  drawing,  as  at  m-n  on  the  plate.  In  the  portion 
of  the  space  below  this  line  are  to  be  drawn  the  top  plans  of 
eadi  of  the  two  simplest  forms,  v'iz.,  the  point  and  the  line. 
The  space  above  this  line  is  to  contain  the  elevations  of  the 
same  forms.  The  line  thus  draw^  is  called  a  base  line,  and 
defines  the  boundary  of  the  surfaces  on  which  we  are  to 
"sight,**  or,  as  we  shall  say  hereafter,  on  which  we  are  to 
project  the  lines  of  sight.  It  is  necessary  to  call  the  imagi- 
nation into  use  again,  and  imagine  the  paper  to  be  bent  up 
at  a  right  angle  on  this  line. 

26.     Planes  of  Projection, — The  drawing  paper  is  imag- 

Cined  to  be  the  surface  that  intercepts  the  lines  of  sight,  and 
in  the  case  of  a  plan,  as  seen  from  instruction  already  given, 
must  be  a  horizontal  surface;  while  in  the  case  of  an  eleva- 
tion, it  is  imagined  to  be  a  vertical  surface.  The  different 
portions  of  the  drawing  on  which  the  projections  are  made 
are  called  planes  of  projection,  and  are  also  distinguished 
by  other  names  that  designate  the  position  they  are  supposed 
to  occupy  in  intercepting  the  lines  of  sight.  That  portion 
of  the  drawing  on  which  the  elevation  is  drawn  is  called  the 
vertical  plane  of  projection;  it  is  represented  on  this  plate 
by  the  space  above  the  base  line;  the  portion  below  the  base 
ijine  is  devoted  to  the  plan,  and  is  called  the  horizontal  plane 
of  projection.  We  shall,  for  the  sake  of  brevity,  refer  to 
these  surfaces  by  the  use  of  the  letters  V  P  and  H  P,  respect- 
ively. Copy  these  letters  into  the  upper  and  the  lower  left- 
hand  portion  of  their  respective  spaces  on  the  drawing, 
using  for  that  purpose  a  block  letter  one-half  the  size  of  the 
.title  letter,  and  leaving  a  distance  of  }  inch  from  the  border 
lines  of  the  spaces. 

27-  Foot  of  the  Line  of  Sight* — Before  proceeding 
with  the  drawing  of  this  plate,  it  is  desired  to  call  the  atten- 
tion of  the  student  to  the  distinction  to  be  observ-ed  between 
the  imaginative  and  the  practical  features  of  this  subject. 
The  imaginative  feature  is  employed  when  a  conception  of 
an  object  is  formed  by  the  student  in  accordance  with  the 
instruction  in  previous  articles,  and  also  when  the  lines  of 
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sight  are  applied  in  the  imaginary  way,  as  in  the  **  sighting  " 
illustrated  in  Fig.  1.  The  application  of  the  practical  feature 
in  this  instance  is  made  when  the  position  of  each  division 
of  the  rule  is  indicated  on  the  drawing  by  a  pencil  mark  or 
dot.  The  practical  part  of  the  work  is  always  accomplished 
by  the  aid  of  pencil  and  drawing  instruments. 

The  two  features  are  closely  associated,  since  we  cannot 
have  a  practical  representation  of  any  object  without  first 
having  an  idea,  or  an  imaginative  conception,  either  of  the 
object  itself  or  of  the  means  of  projection.  The  practical 
feature  of  the  work  was  introduced  in  the  illustration  (Fig.  1), 
when  a  mark  or  dot  was  made  on  the  paper,  thereby  indica- 
ting the  position  of  the  point  at  which  the  line  of  sight 
was  intercepted  by  the  plane  of  projection. 

That  point  on  any  plane  or  drawing  where  a  line  of  sight 
is  intercepted  is  called  the  foot  of  the  line  of  sight.  When 
the  foot  of  every  line  of  sight  that  can  be  used  on  the  ele- 
mentary points  of  any  object  is  thus  represented  on  the 
drawing  by  dots,  and  connecting  lines  are  drawn  between 
such  dots,  the  drawing  is  completed,  and  the  object  is  said 
to  be  **  projected." 

28.  Projectors. — If  but  one  view  of  an  object  were 
required,  the  use  of  the  lines  of  sight  as  previously  explained 
(representing  the  imaginative  feature),  and  the  drawing  of 
the  dots  and  lines  referred  to  in  the  previous  article  (repre- 
senting the  practical  feature),  would  be  all  that  is  necessary 
for  the  student  to  understand  before  proceeding  with  the 
work  on  the  drawing  board. 

Since  it  has  been  shown  that  several  views  are  required, 
another  important  practical  feature  must  necessarily  be 
explained.  This  relates  to  th::  connection  usually  established 
between  the  different  views  of  a  drawing  and  the  lines  that 
are  drawn  in  a  certain  manner  between  corresponding  points 
in  each  view.  These  lines  are  usually  not  represented  in  a 
finished  drawing,  since  they  are  in  the  nature  of  construction 
lines.  They  are  essential,  however,  to  the  work  of  making 
the  drawing,  and  it  is  very  ini[)ortaiit  that  the  student  should 
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.thoroughly  understand  the  principles  by  which  they  are 
employed.  These  lines  are  called  projectors,  and  may  be 
defined  as  the  trace  of  a  line  of  sight,  or  the  representation 
of  the  foot  of  a  line  of  sight  movuig  in  a  certain  direction. 
Projectors  are  used  in  two  ways,  which  are  distinguished 
from  each  other  for  the  present  by  the  terms  primary  and 
secondary. 

29*  Primary  Projectors.  —  This  use  of  projectors  is 
illustrated  in  Fig.  3,  which  shows  the  drawing  bent  up  at  a 
right  angle  along  the  base  line  m-^n.  The  point  A  is  pro- 
jected to  H  P  by  the  vertical  line  of  sight  C B\  it  is  also 
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I  projected  to  V  P  by  the  horizontal  line  of  sight  D  E\  B  and  E 
are  dots  at  the  foot  of  each  line  of  sight. 

It  is  assumed  that  the  first  position  of  the  observer  is  at  C\ 
he  then  moves,  in  the  direction  of  the  arrow,  along  the 
dotted  line  to  D,  If^  in  so  doing,  he  continues  to  sight 
through  the  point  A^  it  is  apparent  that  a  line  will  be  traced 
from  5  to  /^  on  HP,  and  from  F  to  E  on  V  P,  The  upright 
portion  of  the  drawing  V  P  is  now  imagined  to  be  bent  back- 
wards until  laid  flat  on  the  drawing  board,  and  it  is  evident 
that  EFB  is  represented  on  the  flat  surface  of  the  two 
planes  of  projection  by  the  straight  line  E*FB,     It  may 

100—3 
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therefore  be  drawn  as  a  straight  line  by  the  aid  of  the  tri- 
angle and  T  square,  the  position  of  the  point  A  in  each  view 
being  determined  by  the  points  B  and  is'  at  the  extremities 
of  the  line.  These  points  (or  dots,  for  points,  being  entirely 
imaginary,  could  not,  of  course,  be  actually  represented)* 
B  and  -£'  are  the  projections  of  the  point  A — the  line  drawn 
between  them  {BFE')  is  called  b,  projector.  When  projectors 
are  used  as  in  this  illustration — that  is,  between  two  planes 
that  may  actually  be  bent  up  as  shown  in  Fig.  3 — they  are 
said  to  be  used  in  b,  primary  manner. 

The  secondary  use  of  the  projector  will  be  shown  in  con- 
nection with  Problem  3,  Case  III. 

The  practical  use  of  the  projector  is  clearly  shown  in 
the  following  problems.  It  is  a  most  important  factor  in 
the  projection,  and,  as  will  be  seen  from  instruction  soon 
to  follow,  is  often  the  first  line  to  be  used  in  a  drawing. 


PROBLEM   1. 

30.  To  project  the  plan  and  elevation  of  an  imagri- 
nary  point. 

There  are  two  cases  of  this  problem,  representing  differ- 
ent positions  of  the  point.  Definite  instructions  are  given 
for  drawing  the  first  projection,  and  the  student  is  expected 
to  draw  the  second  projection  without  further  directions. 


♦  Attention  has  been  called  to  the  fact  that  points,  lines,  and  surfaces 
are  entirely  imaginary  geometrical  forms.  This  is  true  in  the  sense 
that  the  student  must  consider  such  forms  in  the  imaginative  study  of 
this  subject.  When  their  representation  on  the  drawing  paper  is  con- 
sidered, however,  something  that  can  actually  be  seen  by  the  eye  is 
required.  Therefore,  when  a  point  is  referred  to  in  this  section  as  per- 
taining to  the  drawing,  it  is  to  be  represented  by  a  neat  dot  in  the 
proper  place  on  the  paper.  In  like  manner,  a  line  should  be  represented 
by  a  fine  pencil  mark  drawn  between  two  points  marking  its  extrem- 
ities. When  the  line  is  to  serve  a  special  purpose,  as  explained  in  this 
section,  it  is  inked  in  in  a  particular  manner  characteristic  of  its  use,  in 
order  that  the  drawing  may  be  more  easily  read.  A  surface,  therefore, 
would  be  represented  by  a  portion  of  the  drawing  bounded  by  the 
proper  lines  and  descriptive  of  the  form  of  surface  represented.  Re- 
member that  accurate  work  cannot  be  done  unless  the  pencil  points  are 
in  good  condition.  The  student  should  provide  himself  with  a  smooth 
file  or  piece  of  fine  sandpaper  and  frequently  sharpen  the  chisel  point 
of  the  leads  in  both  pencil  and  compasses,  in  order  that  line  sharp  lines 
may  be  readily  drawn. 
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Case  l.'-^Wken  the  point  is  located  1  inch  from  each  of  the 
(wo  surfaces  V  P  and  H  P, 

This  position  is  illustrated  in  Fig.  3,  referred  to  in 
Art.  29. 

Construction. — Fix  a  point  B  (see  plate)  1  inch  below 
the  base  line  on  the  drawing.  This  point  should  be  f  inch 
from  the  left-hand  side  of  the  drawing,  and  is  the  plan  view 
of  the  point  given  in  the  problem.  Bring  the  T  square  and 
triangle  into  position  and  draw  the  projector  vertically 
upwards  and  across  the  base  line.  Fix  a  point  at  E'  on  the 
projector  1  inch  above  the  base  line.  A  projection  drawing 
is  thus  made,  showing  two  views- — a  plan  and  an  elevation 
— of  the  required  point,  the  position  of  which  is  thus  defi- 
nitely established. 

Fig.  3  is  an  illustration  of  the  imaginative  feature^  and 
the  projection  drawing  just  made  is  a  representation  of  the 
practical  feature  of  the  work— the  part  actually  made  by 
the  draftsman.  The  intimate  connection  between  the  two 
features  may  be  seen  if  the  drawing  just  made  is  compared 
with  the  illustration  in  Fig.  3,  Similar  results  are  found 
to  have  been  accomplished  in  both  cases,  the  method  last 
employed  being  the  only  one  practicable  for  actual  use. 
When  inking  in  this  drawing,  make  small  round  dots  to 
represent  the  positions  of  the  points,  and  always  ink  in 
projectors  as  light  dot-and-dash  lines,  as  shown  on  the 
plate.  These  dot-and-dash  lines  should  he  inked  in  in  a 
uniform  manner,  as  on  the  plate,  the  dashes  being  about 
\  inch  in  length  and  spaced  about  ^  inch  apart,  with  a 
light  dot  between  each  dash.  Measure  the  distances  by  the 
eye,  and  preserve  a  uniform  shade  for  all  projectors,  thus 
giving  the  drawing  a  neat  appearance.  The  base  line  should 
be  represented  by  a  heavy  dotted  line,  as  shown  at  m-n  in 
the  perspective  illustration  of  Fig.  3. 

When  making  the  preliminary  drawings^  do  not  attempt 
to  draw  dotted  lines  with  the  pencil,  since  this  is  liable 
la  affect  the  accuracy  of  the  work.  Keep  the  chisel  point 
of  the  pencil  sharp»  and  draw  as  fine  a  line  as  can  be  dis- 
tinctly seen.     The  contrast  between  the  different  lines  on 
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the  drawing  may  then  be  clearly  indicated  when  the  work 
is  inked  in. 

Case  II. —  IV/ien  the  point  is  located  1\  inches  from  V  P 
and  \  inch  from  H  P. 

The  student  will  fix  the  location  of  the  point  in  the  plan 
and  elevation  on  the  drawing  without  further  instructions, 
bearing  in  mind  the  fact  that  distances  from  V  P  are 
measured  on  the  plan  and  distances  from  H  P  are  shown  in 
the  elevation.  Reference  to  Fig.  3  explains  this  statement. 
Case  II  should  be  placed  on  the  drawing  about  \  inch  to 
the  right  of  the  preceding  figure. 


PROBLEM  8. 

31.  To  project  the  plan  and  elevation  of  an  Imagr- 
inary  line,  the  lino  being:  In  a  right  position. 

The  term  right  position  is  used  in  connection  with  pro- 
jection drawing  as  distinguished  from  the  terms  inclined^ 
or  oblique^  position.  The  line,  therefore,  can  be  either  in  a 
horizontal  position  or  in  a  vertical  position  and  still  be 
designated  as  in  a  right  position.  There  are  three  figures 
for  this  problem,  representing  three  cases  where  the  line  is 
in  a  right  position  and  yet  represented  differently  on  the 
drawing.  The  different  positions,  the  various  distances, 
and  the  length  of  the  lines  for  the  three  cases  of  this  prob- 
lem are  clearly  illustrated  in  the  perspective  drawings 
shown  in  Figs.  4,  5,  and  6.  Instructions  are  given  for  the 
drawing  of  Case  I  on  the  plate,  but  the  student  is  expected 
to  be  able  to  make  the  drawings  for  Cases  II  and  III  with- 
out further  directions  than  those  contained  in  the  illustra- 
tions. Be  careful  to  preserve  a  distance  of  ?,  inch  between 
the  drawings,  so  that  the  plate  may  i)resent  a  neat  appear- 
ance when  completed. 

Case  \,—  \Vhen  the  line  is  parallel  to  both  H  P  and  V  P. 

Explanation:. — This  position  of  th(*  line  is  illustrated  in 
Fig.  4,  and,  as  apparent  from  that  figure,  the  drawing  is 
merely  an  extension  of  Problem   1.      \Iwk:\\  end  of  the  line 
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is  treated  as  a  point,  projected  first  to  the  plan  and  after- 
wards to  the  elevation  in  precisely  the  same  manner  as  was 
the  point  in  Problem  1,  the  only  difference  beings  that  there 
are  two  points  instead  of  one,  for  we  cannot  have  a  line 
without  establishing  at  least  two  points. 

This  problem  also  illustrates  another  principle  of  projec- 
tion already  referred  to,  viz.,  all  lines  at  right  angles  to  the 
lines  of  sight,  in  any  view,  are  shown  in  that  view  in  their 
true  length;  or,   in  other  words,   the  lines  that  are  to   be 
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FlO.  4. 

made  on  the  drawing  to  represent  the  plan  and  elevation 
of  A  B,  Fig.  4,  will  be  of  the  same  length  as  A  B  is  indi- 
cated in  the  figure,  viz. ^  %  inches.  The  angles  HA  B  and 
LAB  are  right  angles,  although  shown  in  perspective  in 
the  figure;  and,  since  the  lines  of  sight  in  any  view  are 
always  parallel  to  each  other,  the  angles  G  B  A  and  A'  B  A 
must  also  be  right  angles;  consequently,  as  the  line  A  B  is 
at  right  angles  to  the  lines  of  sight  in  both  views,  it  must 
be  shown  in  its  true  length  in  both  the  plan  and  the  eleva- 
tion on  the  drawing. 

Construction* — To  make  this  drawing  on  the  plate,  draw 
a  horizontal  line  of  the  given  length  and  the  proper  dis- 
tance (i,  e.,  1  inch)  below  the  base  line.  This  will  be  the 
plan  of  the  line  A  B.     From  each  end  of  this  line  {CJ^  in 
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Fig.  4  and  on  the  plate),  draw  projectors  to  the  elevation; 
or,  to  use  the  term  by  which  such  operations  are  desig- 
nated, project  the  ends  of  the  line  CD  to  the  elevation. 
After  measuring  off  the  proper  height  above  the  base  line, 
draw  the  horizontal  line  EF^  which  is  the  elevation  of  the 
line  A  B. 

Note. — When  a  point  is  projected  from  one  view  to  another,  its 
projector  (a  straight  line)  is  drawn  from  the  first  view  to  the  view  pro- 
jected, and  always  at  right  angles  to  the  base  line. 

Case  II. —  Where  the  line  is  in  a  horizontal  position  and  at 
right  angles  to  V  P. 

Explanation. — Fig.  5  illustrates  this  case.  It  will  be 
noticed  that  the  plan  view  of  the  line  does  not  differ  very 
much  from  the  plan  of  the  line  given  in  Case  I,  merely  that 
it  is  represented  by  a  vertical  line  on  the  drawing  in  the 
plan    in   place   of   a   horizontal   line,    as   in   Case   I.     The 


Fig.  5. 

line  A  B  \s  2iX,  right  angles  to  the  vertical  lines  of  sight  G D 
and //^C  in  both  cases.  The  line  AB  in  this  figure  is  in 
such  a  position  that  the  horizontal  line  of  sight  KB  passes 
through  both  points  B  and  A,  The  projection  of  these 
points,  therefore,  on  the  elevation  is  the  single  point  E  at 
the  foot  of  the  line  of  sight  K E,  A  single  line  of  sight  may 
pass  through  an  unlimited  number  of  points  in  any  view, 
but  the  foot  of  such  line  of  sight  is  always  represented  in 
that  view  by  one  point  on  the  drawing.      The  student  who 


PRACTICAL  PROJECTION. 


33 


F 


is  to  read  that  drawing  must  picture  to  himself,  or  imagine, 
the  position  of  these  points  as  they  are  supposed  to  exist  in 
the  object  of  which  any  drawing  is  a  representation.  It  is 
further  to  assist  his  imagination  that  other  views  are  drawn, 
and  by  means  of  which  the  position  of  the  different  points 
may  be  definitely  located.  Thus,  in  this  case,  if  we  were 
to  consider  the  elevation  alone,  without  paying  any  atten- 
tion to  the  plan^  we  would  say  that  the  point  E  represented 
merely  some  other  point  (imaginary,  of  course)  that  could 
be  situated  anywhere  on  the  line  of  sight  K  E.  A  glance  at 
the  plan,  however,  shows  not  only  where  the  location  is, 
but  how  many  points  are  represented.  In  this  case,  there 
are  two  points  represented  by  E^  one  directly  in  line  with  the 
other  The  plan  also  shows  how  far  apart  these  points  are, 
and  from  the  two  views  it  can  be  further  seen  that  the  line 
is  in  a  right  position  perpendicular  to  VP*  If  it  were  not, 
the  two  points  would  not  be  in  the  same  line  of  sight,  and 
would,  consequently,  require  two  positions  on  the  elevation, 
whereas  they  are  designated  by  the  one  position  E^  Fig.  5. 
Construction. — Since  the  drawings  for  this  case  have 
been  shown  in  the  preceding  explanation  to  be  similar  to 
those  of  Case  I,  no  definite  instructions  need  be  given.    The 


Fig.  fl. 


two  drawings  differ  in  position  only,  and  are  drawn  as  shown 
on  the  plate,  the  plan  being  first  constructed. 
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Case  III. —  Where  the  line  is  in  a  vertical  position. 

This  is  shown  in  Fig.  6,  each  feature  of  which  has  already 
been  explained  in  connection  with  Figs.  4  and  6.  The 
drawing  may,  therefore,  be  made  by  the  student  in  accord- 
ance with  the  dimensions  given  in  the  illustration. 

32.  Proof  of  a  Projection  Draining:.  —  The  various 
cases  of  the  foregoing  problem  represent  lines  in  differ- 
ent positions,  and,  as  in  the  case  of  the  point  in  Problem  1, 
the  student  will  see  that  these  projections  definitely  repre- 
sent the  position  of  each  line;  further,  that  for  each  posi- 
tion indicated,  but  one  line  can  be  placed,  or  can  occupy 
that  position.  It  is  recommended  that 'the  student  prove 
this  assertion  as  follows:  Copy  the  projections  of  this  prob- 
lem on  another  piece  of  paper  and  bend  the  paper  at  right 
angles  along  the  base  line,  as  shown  in  the  illustrations; 
take  a  piece  of  small  wire  of  the  given  length,  to  represent 
the  lines,  and  proceed  to  hold  it,  in  turn,  over  the  drawing 
for  each  case — at  the  same  time  ** sighting,"  or  using  the 
lines  of  sight,  as  illustrated.  It  will  be  seen  that,  in  order 
to  make  the  foot  of  each  separate  line  of  sight  come  to  the 
proper  place  on  the  drawing,  the  wire  must  be  held  in  the 
position  indicated  in  the  statement  of  the  case. 


PROBLEM  3. 

33.  To  (l^a^v  the  projections  of  an  imaginary  line  In 
a  rightly  inclined  position. 

There  are  three  cases  of  this  problem,  in  all  of  which  the 
given  line  is  rightly  iiiclined;  that  is,  the  angle  of  inclina- 
tion is  such  that  the  true  length  of  the  line  may  be  shown 
in  either  a  plan,  a  front  elevation,  or  in  some  elevation  that 
shall  be  at  right  angles  to  the  front  elevation.  The  differ- 
ent cases  of  this  problem  are  presented  in  perspective  views, 
from  which  the  projection  drawings  are  to  be  made  by  the 
student.  They  illustrate  the  principles  of  foreshortened 
views. 
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Oase  I. —  IV/ure  the  line  is  harizontal^  but  inclined  to  V  P 
at  an  angle  of  45"^, 

Explanation.' — This  is  shown  in  Fig.  7,  which  gives  all 
the  dimensions  and  distances  necessary  to  enable  the  student 
to  draw  the  projections  on  the  plate.     The  student  wilt  note 
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Fig.  7. 

the  position  of  each  point  and  carefully  observe  the  instruc- 
tions for  making  the  drawings.  Bear  in  mind  that^  although 
the  drawing  is  only  that  of  a  single  line,  careful  study  must 
be  given  to  it,  for  the  principles  on  which  these  simple  pro- 
jections are  made  are  the  same  as  for  any  other  projection 
drawing.  These  principles  are  shown  in  a  more  compre- 
hensive way  in  simple  problems  than  if  an  object  of  complex 
form  were  presented,  requiring  a  confusing  number  of 
points  to  define  its  outline.  In  Cases  I  and  II  of  this 
problem,  the  plan  is  first  to  be  drawn  and  the  elevation 
projected  therefrom. 

Construction,— Since  the  line  in  Case  I  is  in  a  horizontal 
position^  and  therefore  at  right  angles  to  the  vertical  lines 
of  sight,  it  will  be  shown  in  its  full  length  on  the  plan. 
The  line  is  stated  to  be  inclined  to  V  P  at  an  angle  of  45**; 
draw  the  plan,  therefore,  at  that  angle  to  the  base  line  and 
at  such  distance  below  the  base  Hue  as  indicated  in  Fig.  7 
and  shown  at  A  Bon  the  plate.  Project  the  points  A  and  B 
to  the  elevation,  and  at  the  given  height  above  the  base  line 
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draw  a  horizontal  line  between  the  projectors.  This  is  the 
elevation  of  the  line  shown  in  the  plan,  and,  since  its  entire 
length  is  contained  between  the  horizontal  lines  of  sight  FE 
and  H  G^  Fig.  7,  the  line  cannot  be  shown  on  the  elevation 
as  being  any  longer  than  the  perpendicular  distance  between 
the  projectors.  This  distance  being  less  than  the  actual 
length  of  the  line,  the  elevation  is,  in  this  case,  called  a/or^- 
shortened  wi^yf  of  the  line.  It  represents,  however,  the  entire 
line,  and  reference  to  the  plan  is  necessary  in  order  to  find 
its  true  length. 

Case  II. —  Where  the  line  is  parallel  to  V  P  but  inclined  to 
H?  at  an  angle  of  60'', 

Construction. — Fig.  8  shows  that  the  plan  is  to  be  repre- 
sented by  the  horizontal  line  F H,  It  also  gives  the  length 
of  the  line  in  the  plan,  which  is  a  foreshortened  view. 
Therefore,  draw  FH 1  inch  long  and  1  inch  below  the  base 


FIO.  8. 

line.  Draw  the  projectors  and  fix  a  point  at  yon  the  pro- 
jector drawn  from  /%  at  the  proper  distance  above  the  base 
line.  This  will  be  one  end  of  the  line  in  the  elevation. 
With  the  compasses  set  to  2  inches  (the  length  of  /]  B)  and 
using  the  pointy,  fixed  ov\  the  projector  drawn  from  /%  as  a 
center,  describe  an  arc  intersecting  the  other  projector.     The 
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point  that  represents  the  other  end  o£  the  line  is  located  at 
this  intersection,  and  the  line  may  then  be  drawn.  Now 
bring  the  T  square  into  position  and  prove  by  the  triangle 
that  the  line  y  A"  is  at  an  angfle  of  60**  with  the  baseline. 
It  will  be  seen  that  it  would  have  been  possible,  after  fixing 
the  portion  of  a  point  at  either  end,  to  have  drawn  the  line 
at  once  with  the  60°  triangle.  Attention  is  called  to  both 
methods  in  order  to  show  the  student  the  connection 
between  them. 

Case  in* — IVAere  the  line  ts  rightly  inclined  to  V  P  at  an 
angle  of  60''  and  is  also  inclined  to  H  P. 

Explanation. — In  Cases  I  and  II,  the  line  has  been  in 
such  positions  as  to  enable  its  full  length  to  have  been 
shown  in  one  of  the  views  drawn  on  the  plate.  In  this  case, 
a  position  is  illustrated  in  which  the  line  is  shown  foreshort- 
ened in  both  of  these  views.  It  will  therefore  require 
another  view  to  be  projected,  in  order  that  the  Hoe  may  be 
shown  in  its  true  length*  Since  it  is  known  that  the  line  is 
rightly  inclined,  the  additional  view  required  will  be  at  right 
angles  to  the  base  line.  As  another  view  is  to  be  drawn,  so 
another  base  line  will  be  required.  This  base  line,  being 
merely  the  lower  boundary  of  a  surface  supposed  to  be  in  an 
upright  position  to  receive  the  lines  of  sight,  and  at  right 
angles  to  the  surface  of  the  elevation  previously  drawn,  will, 
consequently,  be  at  right  angles  with  the  base  line  in  a 
drawing  that  shows  only  two  views — such  drawings  as  have 
thus  far  been  made. 

Fig,  9  contains  the  given  dimensions,  etc.  for  this  position 
of  the  line.  This  perspective  figure  shows  the  interception 
of  the  lines  of  sight  from  still  another  direction  than  has 
been  shown  in  the  preceding  illustrations.  In  the  same 
manner,  a  view  may  be  obtained  from  any  side  of  an  object, 
or  at  any  angle  other  than  a  right  angle.  The  method  of 
accomplishing  these  results  by  the  use  of  the  T  square  and 
triangle  on  the  flat  surface  of  the  drawing  board  will  now 
be  shown,  and  the  illustration  of  the  bent-up  surfaces  will 
not  be  continued  beyond  this  problem.     Such  illustrations 
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are,  however,  always  implied  in  a  projection  drawing,  for 
that  part  of  the  work  is  the  imaginative  feature  previously 
mentioned,  to  which  the  attention  of  the  student  will  be 
directed  throughout  this  instruction. 

Since  the  angle  of  inclination  to  the  elevation  is  the  same 
in  this  case  as  in  the  plan  of  Case  II,  the  length  shown  on 
the  elevation  of  this  projection  will  be  the  same  as  in  the  plan 
of  that  case.  In  this  drawing,  the  line  is,  however,  in  a 
different  position  as  related  to  the  plan,  and  from  Fig.  9  it 
will  be  seen  that  it  must  be  represented  by  a  vertical  line  in 
that  view  on  the  drawing. 

Construction. — Extend  the  base  line  on  the  plate  to  the 
center  of  the  next  space,  from  which  point  draw  a  vertical 


Fk;.  9. 

line  downwards  to  the  division  line;  these  lines  arc  to  be 
inked  in  the  same  as  the  base  line  in  the  first  space.  In  the 
smaller  space  thus  enclosed  on  the  drawing  is  to  be  drawn 
the  plan  for  this  problem,  the  front  elevation  occupying  the 
same  relative  position  as  before,  directly  above  the  plan, 
while  in  the  space  at  the  right  the  side  elevation  will  be  pro- 
jected. First,  draw  the  elevation  as  at  R'  F'  on  the  plate, 
fixing  the  point  E'  at  the  specified  distance  above  the  base 
line.  As  the  foreshortened  length  in  the  plan  is  given  in 
Fig.  9  as  \%  inches,  draw  the  line  CD  of  that  length,  as 
shown  on  the  j)latc,  keeping  the  i)()int  C  at  its  proper  dis- 
tance below  the  base  line,  as  indicated  in  r'ig.  1).      The  view 
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to  represent  this  line  in  its  true  length  raay  next  be  drawn. 
It  is  known  that  this  view  must  be  one  in  which  the  line 
itself  is  represented  at  right  angles  to  the  lines  of  sight* 
There  is  a  choice  of  two  views  for  this  projection — either  to 
the  right  or  to  the  left  side.  Having  already  utilized  the 
space  to  the  left  on  the  plate,  the  side  elevation  is,  in  this 
case»  projected  to  the  right.  The  method  employed  in 
Case  II  might  here  be  used  to  project  the  side  elevation,  but 
since  it  is  customary,  when  a  number  of  elevations  are  pro- 
jected from  the  same  plan,  to  facilitate  the  operation  by 
drawing,  between  such  views,  lines  that  are  termed  second- 
ary projectors^  an  explanation  of  their  use  is  here  presented. 

34,  S^conciai*y  Use  of  tlie  Projector. — The  term  sec- 
ondary is  not  applied  in  the  case  of  projectors  as  indicating 
an  unimportant  or  infrequent  application  of  these  lines. 
The  name  is  used  rather  to  distinguish  operations  in  which 
similar  principles,  as  applied  to  the  imaginative  features,  are 
differently  represented  on  the  drawing  in  the  application  of 
the  practical  features  of  the  work.  In  fact,  both  uses  of 
these  lines  are  required  in  most  drawings.  It  is  therefore 
essential  that  the  student  should  become  familiar  with  the 
various  means  employed  in  producing  them  on  the  drawing. 

35.  It  is  evident,  from  an  inspection  of  Fig.  9,  that  the 
eye  of  the  observer  at  £",  in  moving  around  along  the  broken 
line  in  the  direction  of  the  arrows  to  take  position  at  AT, 
would  trace  a  line  from  F^  through  O^  to  L.  The  part  of 
this  line  {FO)  that  shows  on  the  front  elevation  is  parallel 
to  the  base  line  of  that  surface;  and  also,  the  part  of  that 
line  {OL)  shown  on  the  side  elevation  is  parallel  to  the  base 
line  of  the  side  elevation.  It  is  seen  that  the  definition  of 
the  projector,  as  previously  given,  applies  equally  to  the 
lines /^ (9  and  O  L.  If  the  two  planes  of  projection  repre- 
sented by  the  two  upright  surfaces  could  be  bent  in  the 
same  relation  to  each  other  as  were  the  plan  and  the  elevation 
in  Fig.  3 — i.  e.,  on  the  line  PQ,  Fig.  9 — the  use  of  the  pro- 
jectors in  these  views  would  be  no  different  from  that  already 
described.     It  is  customary,  however,  to  assume  that  such 
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upright  surfaces  are  always  bent  downwards  and  away  from 
the  plan;  to  accomplish  this  result,  the  secondary  use  of  the 
projector  is  employed.  Suppose,  now,  that  the  upright  sur- 
faces, represented  in  Fig.  9,  were  bent  backwards  until  laid 
flat  on  the  drawing  board.  Evidently,  there  would  be  an 
appearance  presented  similar  to  that  shown  in  Fig.  10,  and 


Fig.  10. 
an  open  space  would  be  shown  on  the  drawing  board  in- 
cluded between  the  a^nglePQP',  The  paper  on  which  the 
drawing  is  made  is  not  of  an  irregular  shape,  thus  to  be 
bent  up  at  will ;  further,  the  operations  performed  in  pro- 
jection drawing  are  such  that  they  can  be  accomplished 
only  on  the  flat  surface  of  the  drawing  board. 

36,  It  is  found  that  similar  results  may  be  obtained  in 
two  ways,  both  being  easily  affected  by  the  aid  of  the  draw- 
ing instruments.  The  first  is  known  as  the  angular  method, 
and  is  thus  accomplished:  If  the  projectors  FO  and  O' L, 
Fig.  10,  or  any  other  corresponding  set  of  projectors,  parallel 
to  their  respective  base  lines,  are  extended  until  they  inter- 
sect each  other,  it  is  found  that  all  the  intersections  are  on  a 
diagonal  line  terminating  exactly  at  the  intersection  of  the 
base  lines.  It  is  also  found  that  this  diagoftal  line  exactly 
bisects  the  outer  angle  formed  by  the  base  lines.  Applying 
these  principles,  therefore,  to  the  drawing,  bisect  the  outer 
angle  formed  by  the  base  lines  on  the  i)latc  and  produce  the 
bisector  indefinitely  toward  the  right-hand  side  of  the  space. 
The  outer  angle  formed  by  the  base  lines  in  this  case  being 
an  angle  of  270",  the  bisector  may  be  drawn  with  the  45°  tri- 
angle, since  a  line  thus  drawn  will  be  at  an  angle  of  135° 
with  both  base  lines. 
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37.  Fig.  11  is  a  reproduction  of  the  projection  drawing 
from  the  plate,  showing  the  bisector  drawn  as  previously 
directed.  Draw  /^'.r  and  Ey  jpp*  __*^P€»yiM. j*iP?!»E?aB _^ 
parallel  to  the  base  line  in  the 
front  elevation  ;  from  their  inter- 
sections with  the  bisector  at  x 
and  J,  draw  xL  and  yK  parallel 
to  the  base  line  in  the  side  eleva- 
tion. Project  the  points  Cand  D 
from  the  plan  to  the  side  elevation 
by  the  use  of  primary  projectors, 
as  previously  described.  The  side 
elevation  of  the  line  A  B  of 
Fig*  9»  then,  is  a  line  drawn  be- 
tween points  of  intersection  of 
the  primary  with   the   secondary  to,  i  . 

projectors,  as  shown  by  R  L^  Fig:.  11>  The  hnes  F'x,  x L 
and  E'y^  y  R2iX^  called  secondary  projectors,  and  are  used, 
as  in  this  case,  w^hen  projecting  points  between  views  that 
are  related  to  one  another  in  the  manner  shown.  Project- 
ors are  used  in  a  similar  way  when,  for  reasons  that  will  be 
shown  later,  the  base  lines  are  at  an  angle  other  than  a 
right  angle.  In  all  cases,  the  outer  angle  is  bisected  as 
shown  in  Fig.  11^  and  the  secondary  projectors  are  drawn 
parallel  to  their  respective  base  lines. 

Note  that  the  front  elevation,  shoivn  in  Fig,  11,  is  a  fore- 
shortened tfiew,  and  corresponds  in  length  with  the  perpen- 
dicular distance  between  the  secondary  projectors  in  the 
side  elevation. 


38#  Readlni^  a  Tlrawlngf. — The  ability  to  read  a  draw- 
ing consists  of  the  intelligent  comparison  of  the  different 
views,  and  is  well  illustrated  in  the  projections  just  drawn. 
The  different  views — or  the  different  projections^  as  they 
are  called — must  never  be  considered  as  drawings  apart 
from  one  another.  Each  projection  is  shown  to  be  neces- 
sary in  order  to  enable  the  position  of  some  point  or  element 
of  the  object  to  be  established  in  the  reader's  imagination. 
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PROBLEM  4. 

39.  To  draw  tlie  projections  of  an  imagrlnary  line  in 
an  obliquely  inclined  position. 

The  projections  of  this  problem  are  to  be  drawn  by  the 
student  in  the  next  space  on  the  plate,  following  the  instruc- 
tions here  given. 

Construction. — Draw  the  base  lines  as  in  the  last  space 
used  for  Problem  3,  but  place  the  lines  f  inch  higher  on  the 
plate  and  extend  them  ^  inch  farther  to  the  right  in  the 
'space.  These  base  lines  will  be  used  in  the  construction  of 
the  projections  as  before,  but  will  not  be  inked  in  on  this 
drawing;  they  are  construction  lines  only — to  be  erased 
from  the  plate  after  the  drawing  is  completed.  It  has  been 
shown  that  base  lines  are  necessary  for  determining  the 
position  of  the  different  points  on  a  drawing,  and  are 
essential  in  establishing  the  first  few  points  in  any  projec- 
tion; but  as  the  drawing  progresses  and  other  lines  are 
produced,  any  right  line  in  a  view — i.  e.,  a  line  at  right 
angles  to  the  lines  of  sight — may  be  used  as  a  base  from 
which  to  establish  the  position  of  points  in  a  drawing. 

Represent  a  foreshortened  view  of  this  line  in  the  plan  by 
a  line  1^  inches  long,  drawn  at  an  angle  of  45°  with  the  base 
line  of  the  front  elevation,  as  shown  at  A  /?,  Fig.  12;  draw 
the  front  elevation  (also  a  foreshortened  view)  at  an  angle 
of  30°  with  the  base  line.  Draw  the  line  A  B  in  the  plan 
and  GE  in  the  front  elevation  in  such  positions  that  the 
end  of  cither  Ime  nearest  to  the  base  line  shall  be  |  inch 
from  that  line.  Next  draw  the  side  elevation  as  explained 
in  Problem  3,  Case  III,  and  it  will  be  seen,  when  the  side 
elevation  is  completed,  that  I//  is  also  a  foreshortened 
view,  not  representing  the  true  length  of  the  line. 

An  elevation  will  now  be  projected  in  which  the  line  may 
be  shown  in  its  true  length.  This  will  l)e  an  elevation 
whose  surface  is  parallel  to  the  line.  Draw  the  base  line  of 
this  surface  i-inch  from  the  line  .-/  />*  on  tlic  plan  and  par- 
allel to  that  line,  as  at  CD,  Fi^  1^\  This  fi«;ure  is  an  illus- 
tration of  the  projection  drawint;-,  showing  all  the  lines  used 
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in  its  construction,  certain  of  which,  as  already  explained, 
are  not  to  appear  in  the  completed  drawing  on  the  plate. 
Note  that  the  oblique  elevation  K L  is  projected  in  the 
same  manner  as  the  side  elevation  was  drawn,  the  only 
difference  being  that  the  outer  angle  O  DC^  formed  by  the 


V\\  \/^   I 
^^A  V  \ 


PIO.  12. 


base  lines,  is  greater  than  a  right  angle,  but  is  treated  in 
the  same  way.  This  completes  the  problem,  and  in  finish- 
ing the  figure  on  the  plate,  the  student  will  ink  in  only  the 
different  views  and  the  prirfiary  projectors,  erasing  all  other 
construction  lines. 

100-4. 
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40.  Finding:  True  Ijengrtlis  by  Triangfles. — It  is  pos- 
sible to  find  the  true  lengths  of  lines  from  a  plan  and  any 

elevation  showing  such  lines  obliquely 
inclined,  by  a  shorter  method  than  that 
given  in  Problem  4.  This  is  accomplished 
■fB  by  the  use  of  the  right-angled  triangle. 
If  such  a  triangle  is  constructed,  with  its 
base  equal  to  the  length  of  the  line  shown  in  the  plan  and 
its  altitude  equal  to  the  vertical  height  shown  in  the  eleva- 
tion, the  hypotenuse  will  be  equal  to  the  true  length  of  the 
line.  This  is  shown  in  Fig.  13,  in  which  A  B  is  made  the 
same  length  as  A  B,  Fig.  12,  and  B  C^  Fig,  13,  is  equal  to 
the  vertical  height  shown  in  the  elevation,  i.  e.^  £  F^  Fig.  12. 
Since  A  B  C  is  a.  right  angle,  the  hypotenuse  A  C,  Fig.  13,  is 
.equal  to  the  true  length  of  the  line.  This  statement  is  of 
the  greatest  importance  to  the  draftsman  and  should  be 
proved  by  the  student.  Construct  a  triangle  on  a  separate 
piece  of  paper  and  set  off  the  lengths  from  the  drawing 
with  the  dividers;  afterwards  compare  the  length  of  the 
hypotenuse  with  the  length  of  the  line  shown  in  the  oblique 
elevation,  or  full  view.  This  is  an  illustration  of  a  prin- 
ciple of  much  use  in  later  problems,  and  one  on  which  cer- 
tain important  principles  of  patterncutting  depend. 

41.  All  Projections  Depend  on  Similar  Principles. 

There  is  no  conceivable  position  of  a  line  that  may  not  be 
shown,  or  its  true  length  not  be  ascertained,  by  the  applica- 
tion of  the  principles  contained  in  the  foregoing  simple 
problems.  Lines  have  been  used  to  illustrate  these  problems 
drawn  at  such  angles  as  were  conveniently  made  with  the 
T  square  and  the  45'^  or  GC^  triangles,  but  any  angle  or  any 
position  could  as  well  have  been  represented,  since  the  prin- 
ciples are  in  any  and  all  cases  the  same.  We  will  now  proceed 
with  the  representation  of  flat,  or  plane,  surfaces. 

42.  Planes,  or  Plane  Surfaces. — All  drawings  made 
to  represent  surfaces  are  coni|X)scd  of  lines  that  bound,  or 
limit,  their  borders,   or  sides.     These  drawings,   therefore, 
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will  differ  from  those  of  the  foregoing  problems  only  in  the 
fact  that  they  are  the  representation  of  lines  shown  in  their 
relation  to  one  another.  There  are,  however,  certain  prin- 
ciples relating  to  flat,  or  plane,  surfaces  that  must  be  borne 
in  mind,  since  they  influence  this  relation  of  the  different 
lines  in  a  drawing. 

43,  That  the  student  may  have  a  thorough  knowledge 
of  the  principles  employed  in  the  representation  of  surfaces, 
it  is  essential  that  he  first  have  a  clear  conception  of  what  a 
plane  is.  A  plane  surface,  as  has  been  stated,  has  only  an 
imaginary  existence,  being  bounded,  or  enclosed^  by  imagi- 
nary lines;  this  surface  may  be  in  any  conceivable  position, 
but  is  always  a  flat  surface.  If  viewed  from  a  certain  direc- 
tion— ^viz.,  as  if  *'on  edge" — it  would  be  represented  by  a 
single  straight  line.  If  the  student  can  imagine  a  plane 
surface  indefinitely  extended  in  every  direction  beyond  the 
boundary  lines  of  the  figure,  he  will  have  a  very  good  con- 
ception of  a  plane;  any  number  of  points  or  lines,  the  posi- 
tions of  which  are  anywhere  on  this  surface  thus  extended, 
are  said  to  be  **  in  the  same  plane  *'  in  relation  to  one  another. 
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44.  To  illustrate:  Suppose  two  flat*top  tables  of  the 
same  height  are  on  the  floor  of  a  room  perfectly  level  and  of 
indefinite  extent.  Here  is  a  practical  representation  of  two 
planes,  both  of  them  in  a  horizontal  position;  one  plane  is 
represented  by  the  floor,  while  the  other  plane  is  parallel  to 
the  first  and  *' passes  through"  the  tops  of  the  tables.  The 
surfaces  represented  by  the  tops  of  the  tables  are  said  to  be 
•*in  the  same  plane."  The  tables  may  be  placed  some  dis- 
tance apart,  yet  the  straight  edge  of  a  ruler  laid  across.thetr 
tops  would  exactly  coincide  with  the  upper  surfaces  of  both 
tables,  and  would  remain  in  contact  at  all  points  for  every 
position  of  the  ruler. 

The  plane  surface  represented  by  the  top  of  one  table  is 
said  to  be  **  in  the  same  plane  '*  as  the  corresponding  surface 
of  the  other  table.  The  same  could  be  said  with  reference 
to  any  other  surfaces  answering  the  same  test.    Any  number 


:J0  PRACTICAL  PROJECTION  §  15 

of  flat  surfaces  are  said  to  be  in,  or  to  *Mie  in,"  the  same 
plane  with  one  another,  and  the  same  is  true  of  any  lines  or 
points  used  to  define  any  surface  or  position  in  that  plane. 

The  planes  in  the  foregoing  illustration  of  the  floor  and 
tables  are  horizontal  planes,  but  may  be  imagined  in  any 
position,  vertical  or  inclined,  needed  for  the  projections  of 
a  drawing. 

45.  How   the   Position  of  a  Plane  Is  Determined. 

Since  any  two  points  determine  the  position  of  a  line,  so  any 
three  points,  not  in  the  same  straight  line,  determine  the 
position  of  a  plane.  To  illustrate:  Take  a  square  piece  of 
cardboard,  thick  enough  to  remain  flat,  and  push  pins  of 
equal  length  through  each  of  the  four  corners  so  that  they 
will  resemble  the  legs  of  a  chair.  The  object  will  stand 
firmly  when  placed  on  a  level  surface  with  the  points  of  the 
pins  down,  for  the  reason  that  all  the  points  represented 
by  the  ends  of  the  pins  are  in  the  same  plane.  If  one  of  the 
pins  is  withdrawn  and  a  shorter  one  inserted  in  its  place, 
the  cardboard  will  not  be  stable  when  placed  as  before,  and 
can  be  **  rocked,"  for  the  point  at  the  extremity  of  the  short 
pin  is  not  in  the  same  plane  with  the  other  three.  Two 
planes  are  thus  defined — one  determined  by  points  at  the  ex- 
tremities of  the  three  long  pins,  and  the  other  by  points  at 
the  ends  of  the  short  and  the  two  adjacent  pins.  Both  of 
these  planes  may  be  imagined  as  extended  indefinitely,  one 
plane  being  inclined  to  and  intersecting  the  other. 

Again,  a  flat  sheet  of  metal  may  be  supposed  to  represent 
a  plane  surface.  All  points  that  may  be  located  on  this 
sheet  arc  in  the  same  plane;  but  if  a  sheet  that  is  *'  buckled  " 
is  chosen,  it  is  possible  to  locate  some  points  on  the  surface 
of  that  shee*^  hij^hcr  or  lower  than  others,  and  the  points 
would  then  be  in  different  planes.  The  connection  between 
the  plane  and  the  plane  surface,  then,  is  such  that,  to  be 
defined  as  a  })lanc  surface,  every  point  on  that  surface  must 
be  in  the  same  plane. 

46,  In  drawinii:  difTerent  views  f^»r  the  illustration  of  the 
plane  surface,  we  shall  first  use  tlic  octaii^on,  requiring  the 
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projection  of  eight  points  and  the  intermediate  lines.  The 
use  of  the  word  **  imaginary  **  in  conneclion  with  the  state- 
ment of  the  problem  will  henceforth  be  discontinued,  since 
It  has  been  clearly  shown  that  all  surfaces,  as  well  as  other 
geometrical  elements,  depend  for  their  existence  on  the 
imaginative  feature  referred  to  in  previous  articles.  It 
will  be  understood,  therefore,  when  any  geometrical  element 
is  mentioned,  that  the  practical  feature  is  to  be  employed — 
the  imaginative,  of  course,  being  implied. 


PROBLEM   f5. 

47»  To  project  tlii-ee  views  of  an  m'tafjroniil  #iiirfYiee, 
represeuttiig  It  In  a  Uorlzoutal  position » 

The  three  views  consist  of  a  plan,  front,  and  side  elevation. 
A  perspective  view  of  the  surface  in  the  required  position  is 
shown  in  Fig.  14. 

Explanation. — All  lines  used  to  define  this  surface  in  the 
plan  are  at  right  angles  to  the  vertical  lines  of  sight;  and 
since  the  lines  will  thus  be  drawn  in  Iheir  full  length  in  that 
view,  the  surface  will  there  be  shown  in  its  full  dimensions. 


Fig.  h. 


This  principle  also  applies  to  any  view  of  a  plane  surface  in 
which  all  its  lines  arc  at  right  angles  to  the  lines  of  sight. 
The  plan  of  the  surface,  then,  will  be  a  true  octagon^  and 
may  be  draw^  on  the  plate  with  lines  tangent  to  a  circle 
l|  inches  iir  diameter,  using  the  T  square  and  45°  triangle 
for  that  purpose. 
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Construction. — Draw  the  base  line  for  the  front  elevation 
3  inches  above  the  lower  border  of  the  drawing,  and  draw 
the  vertical  base  line  (for  the  side  elevation)  2f  inches  from 
the  left-hand  border.  Describe  the  circle  previously  men- 
tioned in  such  a  position  that  the^nearest  edges  of  the  octa- 
gon will  be  J  inch  from  each  base  line;  the  figure  may  then 
be  completed  in  the  plan.  In  this  and  the  remaining  prob- 
lems to  be  drawn  on  this  plate,  the  right  views  are  to  be 

drawn  \  inch  from  the  base 
line  in  all  cases.  In  both  eleva- 
tions, the  lines  of  sight  in 
crossing  the  surface  pass  also 
through  the  points  in  that  por- 
tion of  the  surface  farthest 
from  the  observer ;  and  as  the 
eye  of  the  observer  travels 
from  points  opposite  to  M 
and  iV,  Fig.  16,  in  tracing  the 
front  elevation,  the  foot  of 
every  line  of  sight  would  be 
projected  on  a  single  line 
on  V  P.  The  elevation  of  the 
surface,  therefore,  is  represented  on  the  drawing  by  the 
single  straight  line  Jl/  N,  Fig.  16.  Project  the  front  and 
the  side  elevations  in  their  proper  places,  completing*  the 
problem. 
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NoTK. — The  single  line  that  constitutes  each  elevation  of  this  prob- 
lem re* presents  the  eij^ht  lines  of  the  octagonal  surface  shown  on  the 
plan.  This  is  shown  in  Fig.  15,  which  is  a  copy  of  the  plan  and  front 
elevation  on  the  plate,  lettered  for  convenience  of  reference.  Two  of 
the  lines  in  the  plan,  y/  /^  and  /Vv,  Fig.  15.  are  shown  in  their  full 
length  by  that  portion  of  the  line  J/ A'  included  between  the  points  P 
and  O',  since  FJ{  is  directly  in  line  with  ./  />*  in  the  elevation,  as 
already  explained,  it  is  shown  by  the  same  line  /*  (J  used  to  define  A  B, 
The  line  7/./  is  shown  foreshortened  at  J/  /*;  and,  as  (/  /*'is  directly 
behind  //,/,  J/ /' represents  (/'/-also;  (J\  bears  the  same  relation 
to  /)*  ('and  /C />.  The  line  Ij  II  is  represented  in  the  elevation  by  the 
point  J/;  A',  in  like  manner.  rei)re^enls  lii\  Thus,  the  line  J/" A' 
represents  a  certain  view  t)f  the  eiglit  lines  ,/  /.*,  //  C ',  etc.  to  //.'/,  and 
also  a  view  ot  the  surl:i(  e  tlelined  l)y  th«)>e  lines. 

The  above  is  very  important,  and  slmuld  l>e  carefully  read,  as  it 
shows  the  application  of  principles  tu  Problem  5. 
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48.  To  project  the  vieikVB  of  an  oeta.g'onal  surface 
that  is  in  a  rightly  Incllneil  position. 

Note. — No  perspective  figure  is  shown  for  this  problem,  and  the 
projections  will  be  made  on  the  plate  from  the  following  directions. 
The  same  figure  is  used  for  this  problen:i  as  for  Problem  5.  These 
drawings  are  really  a  continuation  of  that  problem ;  and  since  a  full 
view  of  the  surface  is  shown  in  the  plan  of  Problem  5,  projectors  will 
be  drawn  from  that  view,  in  order  to  define  the  plan  of  this  problem. 

Construction. — Draw  the  horizontal  base  tine  in  the  next 
space  on  the  drawing,  and  at  the  same  distance  from  the 
lower  edge  as  the  corresponding  base  Hne  was  drawn  in  the 
space  for  Problem  5;  draw  the  vertical  base  line  If  inches 
from  the  left  side  of  the  space. 

The  front  elevation  of  this  problem  will  first  be  drawn: 
Draw  a  line  inclined  to  the  horizontal  base  Hoe  at  an  angle 
of  60*',  and  equal  in  length  to  the  line  shown  in  the  front 
elevation  of  Problem  5;^  the  lower  end  of  this  line  should 
be  ^  inch  above  the  base  line,  as  previously  explained.  It 
should  be  drawn  in  such  a  position  on  the  plate  that  vertical 
projectors  from  the  ends  of  the  line  will  pass  through  the 
central  portion  of  the  horizontal  base  line.  Mark  the  posi- 
tion of  the  points  indicated  by  the  projectors,  as  at  J/, /*,  Q, 
and  A\  Fig.  15,  and  from  these  points  draw  four  vertical 
projectors  to  the  plan.  Intersect  these  with  horizontal  pro- 
jectors drawn  from  the  plan  in  Problem  5;  draw  the  connect- 
ing lines  between  corresponding  points  thus  projected;  this 
produces  a  figure  that  is  the  plan  of  the  octagonal  surface 
in  the  rightly  inclined  position  indicated  by  the  front 
elevation. 

Project  the  side  elevation  b^r-^he  use  of  secondary  pro- 
jectors, as  previotisly  explained.  Reference  to  the  copy  of 
this  plate  will  be  of  assistance  to  the  student  during  the  pro- 
jection of  these  views.  The  completed  drawings  are  there 
shown,  and  the  method  of  projecting  between  different  views 
is  indicated  by  projectors  partially  extended  toward  the  left 
of  the  plan  of  this  problem. 

49.  Bast^  of  Projection.'— The  plan  and  side  elevation  of 
this  surface  are  foreshortened  views.     There  are,  however, 
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two  lines  in  each  view  shown  in  ihcir  true  length;  this  may 
be  proved  by  a  comparison  of  the  figures  with  the  plan  of 
Problem  5;  the  other  lines  in  each  case  are  foreshortened. 

It  does  not  necessarily  follow,  however,  that  any  of  the 
lines  in  a  rightly  inclined  view  are  shown  in  their  true  length. 
Had  the  angle  of  inclination  been  along  the  line  A  £,  Fig.  15/1 
every  line  would  have  been  foreshortened;  again,  in  the 
case  of  surfaces  having  curved  or  irregular  outlines,  the  least 
angle  of  inclination  in  any  direction  would  preclude  the  pos- 
sibility of  representing,  in  a  foreshortened  view,  any  portion 
of  the  outline  in  its  true  length. 

It  will  thus  be  seen  that  the  point  is  the  only  geometrical 
element  not  subject  to  change,  or  variation,  in  any  view. 
It  may  therefore  be  relied  on  as  a  basis  of  projection.  The 
outline  of  any  surface  in  the  different  views  is  determined 
hy  Jir St  fixing  (he  location  of  points  at  the  extremities  of 
the  boundary  lines  of  such  surface^  afterwards  drawing  the 
connecting  lines,  as  in  this  problem* 


PROBI.EM  7. 

50.  To  project  a  full  view  of  a  siii^iee  fi-om  a  given 
plan  and  elevntlon  b1i owing'  that  surface  in  a  ri^litly 
inclined  position. 

A  full  view  of  any  surface  may  be  projected  by  assuming 
a  view  to  be  taken  at  right  angles  to  a  line  in  which  the 
entire  surface  is  represented,  for  in  such  a  view  the  lines 
of  sight  are  at  right  angles  to  the  outlines  of  the  surface. 

CoNSTRLTCTioN. — In  the  next  adjoining  sj)ace  to  the  right 
on  the  plate,  copy  the  plan  and  the  front  elevation  of  Prob* 
lem  6,  placing  the  projections  so  that  they  will  occupy  the 
same  relative  position  in  the  space.  To  obtain  a  full  view 
of  the  surface  in  this  problem,  a  view  must  now  be  assumed 
at  right  angles  to  the  line  in  the  elevation;  in  other  words, 
the  elevation  must  be  considered  as  a  plan  and  a  new 
front  elevation  projected  therefrom.     The  plan  copied  from 
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Problem  6  is  used  as  a  base  plan,  secondary  projectors  being 
drawn  from  thence  in  the  manner  shown  on  the  plate  and 
described  in  the  following  article.  The  projectors  in  this 
case  are  drawn  by  the  arc  method,  sometimes  more  con- 
veniently employed  than  the  angular  method  previously 
described.  _~.^^ 

61.    Arc  Metliod  of  Dra^vingr  Secondary  Projectors. 

Draw  a  base  line,  for  the  projection  of  the  full  view,  from 
the  intersection  of  the  base  lines  previously  drawn  and 
parallel  to  the  line  that  represents  the  surface  of  the  octa- 
gon, 2LS  A  B  (see  plate).  At  the  point  of  intersection  of 
the  base  lines  {B),  erect  a  perpendicular  to  the  oblique  base 
line  A  By  3LS  B  C,  producing  it  indefinitely  toward  the  right. 
The  positions  of  all  points  in  the  plan  are  now  to  be  located 
on  this  line  in  the  same  relative  position  as  they  would  oc- 
cupy if  projected  horizontally  to  the  vertical  base  line  in 
the  drawing.  The  points  are  accordingly  projected  hori- 
zontally to  the  vertical  base  line  B  D\  thence,  by  using  the 
compasses  and  describing  arcs  from  a  center  B,  located  at 
the  intersection  of  the  base  lines,  they  are  projected  to  the 
line  B  C,  The  projectors  are  then  continued  beyond  B  C, 
sA,  but  parallel  \.o  A  B\  they  are  there  intersected  by  primary 
projectors  drawn  from  corresponding  points  in  the  eleva- 
tion, as  shown.  Locate  the  various  positions  of  the  corre- 
sponding points  at  the  intersections  of  these  projectors,  and 
produce  the  full  view^of  the  octagon  by  drawing  the  con- 
necting lines. 

It  will  thus  be  seen  that  the  drawing  of  secondary  pro- 
jectors by  this  method  involves  first^  projection  to  the 
nearest  base  line;  second^  the  describing  of  arcs  from  the 
center  shown;  and  third^  the  continuation  of  the  projectors 
parallel  to  the  base  line  of  the  desired  view.  If  the  draw- 
ing has  been  carefully  made,  it  will  be  found  that  the  sur- 
face thus  defined  is  an  exact  counterpart  of  the  plan  in 
Problem  5,  and  that  the  full  view  projected  in  this  problem 
is  in  the  same  relation  to  the  elevation  as  the  plan  in  Prob- 
lem 5  is  to  the  elevation  of  that  problem. 
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52.  VloTTS  Necessary  for  tlie  Projection  of  the  Full 
View. — When  it  is  desired  to  project  a  full  view  of  any 
surface  that  is  represented  in  a  drawing  in  an  inclined  po- 
sition, it  is  necessary  to  have  one  view  that  will  show  all 
the  points  of  that  surface  as  contained  in  one  line.  A  pro- 
jection must  also  be  drawn  at  right  angles  to  that  view,  in 
order  that  such  dimensions  of  the  surface  as  are  at  right 
angles  to  those  in  the  first  view  may  be  shown  in  their  true 
length. 

63.  Full  Views  Sometimes  Obtained  Without  Pro- 
jection Methods. — A  comparison  of  the  views  in  the  pro- 
jections of  the  last  problem  will  prove  that  the  vertical 
primary  projectors  included  within  the  surface  of  the  octa- 
gon shown  in  the  plan  are  of  the  same  length  as  the  second- 
ary projectors  in  the  view  last  projected.  This  knowledge 
may  be  used  to  some  advantage  in  producing  a  full  view 
without  using  all  the  projectors  employed  in  this  problem. 

Thus,  draw  a  horizontal  center  line  through  the  plan,  as 
E  F  (see  drawing  on  the  plate  for  Problem  7),  and  draw 
primary  projectors  from  the  elevation  to  the  full  view  in 
the  regular  way;  at  a  convenient  distance,  draw  a  line  at 
right  angles  to,  and  crossing,  these  projectors,  as  G  H, 
This  line  will  be  the  center  line  for  the  full  view,  the  points 
of  which  may  then  be  K>c.atcd  with  the  dividers  in  the  fol- 
lowing manner:  Set  the  dividers  to  the  length  rt  r  in  the 
plan,  and  set  of!  a  corresponding  distance  at  a'  /  in  the  full 
view;  in  like  manner  make  ///'  equal  to  b  f,  etc.,  as  shown, 
on  the  plate.  Comi>lete  the  outline  of  the  full  view,  then, 
by  drawing  connecting  lines  as  heretofore. 

This  nu-lhod  is  generally  follo\vr<l  in  pattern  drafting, 
since  it  reciuircs  l('>s  time  than  to  draw  full  ])rojcctions  as  in 
the  C(Mistrurtion  of  the  prol)U*m,  and  tlu;re  is  lt*ss  liability 
of  error. 

ii-t.  If  the  student  that  (l«>es  in-t  clearly  understand  the 
principles  by  which  these  j)roje(;li«»ns  are  made  will  cut  a 
piece  of  cardboard  to  the  same  size  and  shape  as  the  plan 
of  Problem   ii,  and  iiold  it   in  such   pMsitiuns  that   the  foot 
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of  the  lines  of  sight  falls  on  the  points  designated  on  the 
drawings  for  the  different  views,  he  will  at  once  see  the 
correct  position  of  the  surface  as  represented  in  each  view. 

65,  Surfiwjes  Bounded  by  Curved  lilnes. — Surfaces 
that  are  defined  by  curved  lines  do  not  present  any  points 
from  which  to  make  projections.  In  making  such  pro- 
jections, the  same  principles  are  employed,  however;  but  it 
is  first  necessary  to  establish  a  number  of  points  at  various 
positions  on  the  curved  lines.  The  points  thus  established 
are  then  projected  in  the  same  way  as  in  the  foregoing 
problems.  When,  for  purposes  of  projection,  points  are 
located  on  the  outline  of  a  curved  surface  in  any  view,  it 
should  be  observed  that  they  are  so  placed  that,  when  the 
points  thus  located  are  projected  to  a  line  that  represents 
an  edge  view  of  that  surface,  each  end  of  that  line  is  de- 
fined by  the  projection  of  a  point. 


PROBLEM  8. 

66,  To  project  vieivs  of  a  plane  surfcu^e  defined  by  a. 
curved  line,  th.e  surfSace  beln^  In  a  rightly  Inclined 
position ;  also,  to  project  a  point  located  on  that  surfSace. 

Note. — Before  making  the  projections  of  this  problem,  the  lines  to 
remain  on  the  drawing  for  Problem  5  should  be  inked  in,  and,  to  avoid 
confusion,  all  other  lines  not  to  be  inked  in  on  that  figure  should  be 
erased;  the  circle  drawn  for  Problem  5  may  then  be  redrawn  for 
this  problem. 

Construction. — The  surface  for  the  projections  of  this 
problem  is  that  of  the  circle  to  which  the  sides  of  the  octa- 
gon in  Problem  5  are  tangent.  After  describing  the  circle, 
the  next  step  is  to  locate  points  on  its  circumference.  Do 
this  by  first  drawing  a  vertical  and  a  horizontal  diameter, 
and  then  drawing,  with  the  45°  triangle,  two  other  diam- 
eters  at  right  angles  to  each  other,  thus  locating  eight 
points  at  equal  distances  on  the  circumference.  Those 
points  indicated  by  the  horizontal  diameter  will,  when  pro- 
jected to  the  elevation,  define  the  ends  of  the  line  in  that 
view. 
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Also,  locate  a  point  at  the  center  of  the  circle.  The  plan 
and   elevation  of  the  surface  thus   projected  is  shown    in 

Fig.  16,  the  points  being 
denoted  by  numerals.  Pro- 
ject these  points  to  the  ele- 
vation of  Problem  5,  using 
lines  easily  erased,  since 
they  are  not  to  appear  in 
that  problem  when  the 
plate  is  finished.  In  the 
last  space  on  the  plate, 
draw  horizontal  and  ver- 
tical base  lines  in  the  same 
corresponding  position  as 
in  the  space  for  Problem  6. 
^^^'  ^^-  The  line  that  represents  the 

front  elevation  of  the  circular  plane  surface  is.then  drawn  in 
the  same  position  as  in  the  elevation  in  Problem  6;  with  the 
dividers,  locate  points  thereon  in  the  same  position  as  the 
points  projected  from  the  circle  to  the  front  elevation  in 
Problem  5,  as  shown  in  Fig.  16.  Project  these  points  ver- 
tically to  the  plan,  and  intersect  these  projectors  with  hori- 
zontal projectors  drawn  from  the  circle  in  Problem  5. 

When  projecting  points  across  a  drawing — as  from  the 
space  occupied  by  Problem  5  to  the  drawing  for  this  prob- 
lem— it  is  not  necessary  to  draw  lines  the  entire  distance. 
By  carefully  placing  the  edge  of  the  T  square  on  each  point 
in  turn,  corresponding  lines  may  be  drawn  across  the  plan 
in  this  problem.  This  saves  erasing  unnecessary  lines,  but 
care  must  be  taken,  when  making  projections  in  this  way, 
to  observe  that  points  thus  located  are  at  the  intersections 
of  projectors  drawn  from  points  in  corresponding  positions 
in  each  of  the  views.  Find  the  location  of  each  point  thus 
projected,  and  through  these  points  trace  the  curve  that 
represents  the  foresliortened  view  of  the  circle,  using  the 
irregular  curve  for  this  purpose.  Thus  a  plan  and  a  front 
elevation  of  the  circular  |)lane  surface  is  drawn,  in  which 
the  surface  is  rej)resented  in  a  rightly  inclined  position. 
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Project  the  side  elevation  by  the  angular  method  of  sec- 
ondary projectors,  as  previously  explained,  and  designate 
the  point  in  both  views  by  a  small  dot  at  the  center  of  the 
surface.  Finally  project  the  full  view  by  the  arc  method, 
as  in  Problem  7.  In  this  problem,  a  good  test  of  accuracy 
is  afforded,  if,  after  the  nine  points  have  been  projected  to 
the  full  view,  a  circle  with  a  radius  of  f  inch,  described 
from  the  central  point,  passes  through  the  other  eight 
points.* 

57.  Importance  of  Accuracy. — Next  to  a  knowledge 
of  the  principles  of  projection,  neatness  and  accuracy  are 
the  prime  requisites  in  a  drawing.  The  student  should 
carefully  observe  that,  when  the  points  determined  by  the 
intersection  of  lines  are  used  as  centers  for  arcs  or  circles, 
the  needle  point  of  the  compasses  should  be  placed  exactly 
on  that  position;  again,  drawing  three  or  more  lines  that 
shall  intersect  at  the  same  point  is  very  commonly  required 
in  projection  drawing  and  in  pattern  drafting;  this  is  not 
an  easy  thing  to  do  accurately  unless  carefully  practiced  by 
the  student.  It  is  needless  to  state  that  unless  the  work  is 
accurately  done  it  is  of  no  value. 

When  putting  in  the  figures  for  the  dimensions  on  draw- 
ings, care  should  be  observed  that  they  are  placed  on  those 
views  in  which  the  lines  and  surfaces  are  shown  in  their 
true  length.  Do  not  designate  a  foreshortened  view  of  a 
line  or  surface  by  a  dimension  figure,  when  another  view  is 
given  in  which  the  true  length  is  shown.  Again,  do  not 
repeat  the  same  dimension  on  different  views  of  the  same 
drawing;  thus,  in  Problem  2,  Case  I,  the  length  of  the 
line  is  given  as  2  inches  in  the  plan,  and  it  is  obviously 
unnecessary  to  give  the  same  dimension  in  the  front  eleva- 
tion. 

The  student  may  ink  in  all  the  problems  on  the  plates, 
but  the  letters  used  to  describe  the  different  positions  and 
lines  are  not  placed  on  the  drawing.  The  date,  name,  and 
class  letter  and  number  are  inscribed  as  in  the  plates  of 
Geometrical  Drawing, 
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BRAWING   PliATE,  TITI^E :    PROJECTIOXS    II. 

58.  The  problems  for  this  and  thf  succeeding  plates 
should  be  practiced  on  other  paper  and  then  copied  on  the 
drawing  that  is  to  be  sent  in  for  correction.  The  student 
can  thus  judge  better  as  to  the  relative  position  the  figures 
should  occupy  and  the  completed  plates  will  present  a  neat 
appearance.  In  making  the  projections  on  this  and  the 
succeeding  plates^  the  views  may  be  assumed  to  be  ^  inch 
from  their  respective  base  lines,  as  this  will  enable  the  pro- 
jections to  be  kept  in  closer  proximity.  The  base  lines,  are 
not  to  be  inked  in  on  this  or  the  following  plates.  Divide 
this  plate  by  a  central  horizontal  line;  the  part  of  the  draw- 
ing above  this  line  is  divided  into  three,  and  the  part 
below  the  line  into  four,  equal  spaces. 


PROBLEM   fl. 

/59.  To  project  a  side  elevallon  and  a  full  vU^w^  of  ii 
riiufhtly  liieliueil  plane  surface  « left nc*i  by  an  Irregular 
outline* 

This  is  a  problem  in  which  the  student  has  an  opportu* 
nity  to   use,   in   a  practical  way^   the 
Elevation  knowledge    of    projection     thus     far 

gained.  The  surface  to  be  projected 
is  shown  in  a  rightly  inclined  position 
^  in  Fig.  17,  which  is  a  foreshortened 
7^  view  of  the  surface.  This  figure  is  to 
be  copied,  in  the  size  indicated  by  the 
dimension  figures^  into  such  a  position 
in  the  upper  left-hand  space  on  the 
drawing  that  the  projections  when 
completed  will  occupy  about  the  cen- 
ter of  the  space. 

Construction. — First,  draw  the 
horizontal  line  A  B  If  inches  long  and 
bisect  it  at  o  by  the  vertical  line  C  J^,  Make  o  D  \  inch 
long  and  bisect  it  at  .r,   as  shown,   making  oC  1}  inches 


c 

Fm.  17. 


l>RA^rryO   PUkTE.  TTTLZ:    FBOJIXTIOXS    IL 

*%,  Tr.!*  zr-.'-.-'r^n-'s  :  r  i]ii=  ir..i  -i*?  suoceeding  plates 
ir.'-^'iiri  i>*  pri.-ii'iJtrl  •-.  ^i-tr  pacer  iri'i  liien  copied  on  the 
^riiF.r.^- :"-i-.  u-i  : .  *'-e  2«t-i  i-  ::■:  ii-.rrTMti-ic.  The  student 
oir.  :>.  :n  ;  '.i^'-i  be::*r  is  ::  lie  r-iLiiiTe  cositi'-.d  the  figures 
<r>^."JA  .'x,.*/:p7  i-.-i  I'-'i  Mdc'e-eri  iLites  ttiII  present  a  neat 
app-*arar.r.i^.  I-  zniiir.z  -'•=  pr :;et:t::c<  iz.  this  and  the 
xi'-.f.^^yuriX  pliw'^s.  il'-i  TL-iTTi  =:iT  be  is^^nneii  to  be  ^-  inch 
fr',rr.  ".h-^ir  r-rf-ceotive  base  lir.e^,  a*  this  will  enable  the  pro- 
i*:r.*y,T,^  t  >  he  kept  :"  cl  '.■ser  pr:i:zi:ty.  The  base  lines,  are 
r.^*,  '.'/  '.e  ir.k^d  in  ^.r.  this  or  the  f:!'. :win^  plates.  Divide 
*:.:\  p  '^'^.  'jj  a  '•-er.tral  h.-riz-inial  line:  the  part  of  the  draw- 
'■.".y;  A'/^rf^  this  line  is  divided  :nt>  three,  and  the  part 
:^:'.  .V  \:,*i  line  :nt>  fwur.  equal  spaces. 


PROBLEM  9. 

/Kl«     7Vf  project  a  «ide  elcTatlon  and  a  fUl  vte^v-  of  a 
riu^ttly  UtflUt4'4\  plane  surface  defined  by  an  irregrular 

ofif  JWi#-. 

'I  r.. ;  .  .  a  r>ro'/i':m  in  which  the  student  has  an  opportu- 
nity to  \:<*^,   in  a  practical  way,   the 
..^/:uzatu>n  knowledge    of    projection     thus     far 

-/   ^-v.  gained.     The  surface  to  be  projected 

f  ^v^  is  shown  in  a  ri^^htly  inclined  position 

.^M^i.^^-, .-»-!—«.. —     in   Fi;r.   17,  which  is  a  foreshortened 
■•  ,/f       " ^    *    . '     vi^tw  of  the  surface.     This  figure  is  to 
^/  '  "    ^  l^ '  n7    ^'^'  ^ofMcd,  in  the  size  indicated  by  the 
i  .f*^       '!;ir]''jsif>n  hii^ures,  into  such  a  position 

in    til'-    nj^per  left-hand  space  on  the 
V    dra\vin'4    that    the    projections    when 
^oniplete-l  will  occupy  about  the  cen- 
'      t 'T  of  tlie  spac<*. 

ro.wvi  Rr(  TioN'. — First,  draw  the 
h')i  i/oiital  liiKi  ./  r>  \'\  in(^hes  long  and 
liis'-M  ji  j|  o  Ir.  Ill'-  vrli'al  line  ClK  Make  oP  \  inch 
JoMj;    and    l»i  .*••  I    ii    .ii    .i ,    a.  sli'Avn,    making  oC  \\  inches 


Co^yHeht.  I  Mint,  by  The  ( 


liB-n. 
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long.  Set  the  compasses  at  a  radius  of  1^  inches,  and 
with  A  and  C  respectively,  as  centers,  describe  arcs  inter- 
secting at  e\  with  the  same  radius  and  with  B  and  C  as 
centers,  descrihe  arcs  similarly  intersecting  at  e\  From 
these  centers  {e  and  e)  describe  the  arcs  /J  C  and  BC^ 
thus  producing  the  curved  outline  of  the  lower  portion 
of  the  plan.  Next,  divide  these  arcs,  by  spacing^  into 
six  equal  parts,  thus  locating  the  points  i,  2^  3^  4,  ai^c^  ^J 
from  these  points  draw  vertical  lines,  as  shown  in  Fig.  1*. 
Complete  the  upper  outline  of  the  surface  as  represented  in 
the  figure;  thus,  locate  a  at  the  intersection  of  the  vertical 
from  1  with  a  horizontal  from  A\  d,  at  the  intersection  of 
the  vertical  from  i?  with  a  horizontal  from  D\  f/\\\  like 
manner  at  the  intersection  of  a  vertical  from  S  with  a  hori- 
zontal from  X, 

The  points  at  the  extremities  of  these  lines  and  those 
located  on  the  curved  outline  are  now  to  be  treated  as  in 
former  problems  and  the  projections  made  in  the  usual  way. 

Caution.— When  making  the  projections  for  this  prob- 
lem, the  student  must  observe  the  precautions  given  in 
regard  to  the  taking  of  the  same  corresponding  points  in 
each  view.  Project  the  side  elevation  first;  it  may  be  de- 
sirable for  the  student  to  ink  in  that  figure,  in  order  to 
avoid  the  confusion  arising  from  a  number  of  lines  crossing 
one  another  on  the  drawing.  Use  the  angular  method  for 
the  secondary  projectors  in  projecting  the  side  elevation 
and  the  arc  method  for  the  full  view.  Since  it  is  often 
necessary,  when  developing  patterns,  to  draw  several  views 
over  one  another,  in  this  way,  the  student  should  accustom 
himself  to  drawings  that  have  a  complicated  appearance 
from  this  cause,  and  should  learn  to  follow  each  set  of  pro- 
jectors as  readily  as  though  they  were  in  separate  drawings. 
During  the  construction  of  this  projection,  it  will  be  noticed 
that  the  base  line  for  the  full  view,  in  order  to  be  drawn 
from  the  intersection  of  the  other  base  lines,  will  fall  below 
the  front  elevation  of  the  surface.  This  is  unimportant,  how- 
ever, since  its  purpose  is  the  same,  and  the  result  is  merely 
that  of  a  slight  appearance  of  crowding  on  the  drawing. 
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PROBL.BM   lO. 

GO,  To  project  views  of  a  plane  surfiice  in  an 
obliquely  Inclined  position. 

Explanation. — A  full  view  of  the  surface  to  be  projected 
in  this  problem  is  shown  in  Fig.  18,  the  dimension  figures 
giving  the  size  in  which  it  is  to  be  drawn 
by  the  student.  The  upper  portion  of  this 
surface  is  defined  by  a  semicircle,  the  lower 
by  one-half  of  an  octagon.  The  purpose  in 
selecting  a  surface  of  this  outline  is  to  give 
the  student  some  practice  in  the  projection 
of  both  straight  and  curved  outline  surfaces. 
^^^'  ^^'  It  has  been  shown  that,  before  an  inclined 

view  of  a  surface  was  projected,-  a  right  view — i.  e.,  a  right 
plan  and  elevation,  as  in  Problem  5 — has  first  been  drawn. 
These  views  alone  are  projected  in  drawings  of  simple  or 
plain  objects,  it  being  obviously  unnecessary  to  show  any 
object  in  a  working  drawing  in  a  position  not  commonly 
occupied.  But,  owing  to  the  different  shapes  of  objects, 
variously  outlined  surfaces  are  presented  in  a  diversity  of 
positions,  and  it  is  essential  that  the  student  should  be  ca- 
pable of  projecting  any  surfacd  into  any  conceivable  position, 
and  of  drawing  a  full  view  from  such  a  projection. 

Construction. — The  method  of  drawing  oblique  views  of 
surfaces  is  shown  in  detail  at  («),  (^),  and  (^),  Fig.  19,  the 
projections  at  (i)  being  the  ones  required  for  the  plan  and 
elevation  of  this  problem.  Lay  a  separate  piece  of  paper 
over  the  drawing  of  Problem  9  on  the  plate,  and  reproduce 
thereon  the  projections  shown  at  (a)  and  (^),  Fig.  19,  in 
accordance  with  principles  already  explained.  Next,  draw 
the  plan  and  elevation  at  (r)  in  their  proper  places  on  the 
plate.  The  drawing  shown  at  (a)  may  be  seen  to  be  similar 
to  that  of  Problem  5  of  the  preceding  plate;  {b)  is  projected 
directly  from  ((i),  in  the  same  manner  as  Problem  6,  the 
angle  of  inclination  being  00°.  The  plan  of  this  surface  in 
(d)  is  then  copied  at  (r)  in  siirh  a  position  that  the  center 
line -^ /y  makes  an  an^h^  oi   VAf  with   the  base  line  of  V  P. 
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This  is  accomplished  by  first  drawing  the  center  Hue  A*  B" 
at  the  given  angle  in  {c),  noting  thereon  the  position  of  the 
points  w\  x\  and  y';  draw  perpendiculars  through  these 
points,  and  make  it/'  a'  in  (r)  equal  to  w  a  in  (i)^  x*  U  equal 


^tTT" 


"T7 


1^ 


—  |-t- 


+~hL^^ 


w 
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to  X  D,  etc.  The  outline  of  the  plan  at  {c),  therefore,  is 
exactly  the  same  as  it  is  shown  in  (A),  the  only  diflfereiice 
between  the  two  views  being  the  fact  that  the  line  A'  B'  in 
{c)  is  inclined  to  V  P,  while  in  [h)  it  is  perpendicular  to  that 
plane. 

Let  us  consider  what  changes  have  here  been  represented. 
Cut  a  piece  of  cardboard  to  the  outline  and  size  shown  in 
Fig.  18,  and  compare  it  with  the  different  positions  in  the 
drawings  just  made.  It  will  be  seen  that  the  cardboard 
must  be  held  in  a  horizontal  position  to  coincide  with  the 
drawing  at  {a)\  to  represent  the  drawing  at  {b),  the  point  C 
must  be  raised  until  the  line  CD  is  at  the  angle  of  60** 
with  H  P.  The  plan  at  {b)  is,  therefore,  a  foreshortened 
view  of  the  surface,  although  its  elevation  may  still  be 
represented  by  the  single  line  iC'  D\  Now  turn  the  card- 
board to  the  position  indicateti  in  {c),  that  is,  so  that  the 
line  A'  B'  makes  an  angle  of  60°  with  V  P. 

It  will  be  seen  that  the  line  CD  in  its  relation  to  H  P  is 
not  affected  by  this  change,  its  angle  with  H  P  remaining  as 

100— fi 
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before;  therefore^  the  vertical  distances  to  be  shown  in  the 
elevation  of  (r)  will  be  the  same  as  in  the  elevation  of  {b), 
and  may  be  projected  directly  to  {c)  from  {b),  as  shown  in 
Fig.  19.  Draw  horizontal  projectors  from  the  elevation 
at  {b)  to  the  elevation  in  {c),  intersecting  them,  in  the  man- 
ner shown,  by  primary  projectors  drawn  vertically  upwards 
from  the  points  in  the  plan  at  {c).  Trace  the  outline  of  the 
surface  thus  indicated  through  the  intersections  of  pro- 
jectors drawn  from  corresponding  points  in  each  view.  The 
projections  shown  at  {c)  being  completed  on  the  plate,  the 
paper  on  which  {a)  and  {b)  were  drawn  may  now  be  re- 
moved and  the  side  elevation  required  for  the  problem 
projected  by  the  angular  method  previously  described. 
Three  views  are  thus  shown,  in  all  of  which  the  surface  is 
represented  as  inclined  at  an  oblique  angle  to  the  lines  of 
sight ;  all  these  views,  therefore,  are  foreshortened.  Oblique 
views  may  always  be  drawn  in  this  manner;  that  is,  a  right 
view  is  first  drawn;  next,  a  rightly  inclined  view  is  pro- 
jected, the  desired  angle  being  represented  in  the  elevation. 
The  plan  thus  produced  is  then  redrawn  for  the  oblique 
view  and  its  elevation  projected  as  in  this  problem. 

61.     Position  of  Full  Views  :  How  Determined. — To 

project  a  full  view  of  this  surface  it  is  first  necessary  to 
determine  whether  any  of  the  lines  or  distances  in  any  of 
the  views  are  shown  in  their  true  length,  but  without  having 
recourse  to  the  projections  made  on  the  separate  paper, 
since  projection  methods  are  to  be  used.  This  maybe  done 
by  comparing  the  relative  position  of  any  two  points  in  the 
outline  of  the  surface,  as  located  in  the  plan  and  elevation. 
If  it  is  found  that  a  line  drawn  between  any  two  of  these 
points  in  the  elevation  will  be  parallel  to  the  base  line  (and 
therefore  at  right  angles  to  the  vertical  lines  of  sight),  that 
line  will  be  shown,  of  course,  in  its  true  length  on  the  plan. 
Any  other  lines  parallel  to  it  will  also  be  shown  in  their 
true  length.  It  is  found,  on  examination,  that  points  in 
the  elevation  corresponding  to  the  positions  represented  by 
A    and    B^    Fig.    18,    are    located    on    the    same    horizontal 
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projector;  therefore,  a  line  drawn  between  these  points  as 
they  are  located  on  the  plan  will  be  represented  in  its  true 
length  in  that  view;  and  a  view  projected  froin  these  points 
in  the  plan  by  primary  projectors  drawn  at  right  angles  to 
this  line,  intersected  by  secondary  projectors  from  the  front 
elevation  (by  a  modification  of  the  method  used  in  Prob- 
lem 7)»  will  be  a  full  view  of  the  surface. 

Draw  the  o!)lique  base  line  in  the  proper  position,  i.  e., 
parallel  to  that  line  shown  in  fuU  length  in  the  plan  {A  i?^ea 
the  plate),  as  above  explained,  and  at  such  distance  away 
from  the  plan  as  directed  in  the  instructions  for  drawing 
this  plate,  producing  the  line  indefinitely  toward  the  upper 
portion  of  the  drawing,  as  shown  on  the  plate  ^l  E F,  In 
this  case,  the  line  thus  drawn  defines  the  inclination  of  the 
surface,  since  the  angle  is  the  same  in  botn  plan  and  eleva- 
tion, viz.,  60°,  The  full  view  is  projected  as  fallows:  Draw 
the  line  G  H  at  right  angles  to  the  base  line  EF  and  from 
the  intersection  of  EFvfiih  the  horiiontal  base  line.  By 
the  arc  method,  draw  secondary  projectors  from  the  eleva- 
tion, as  shown;  intersect  these  projectors  by  primary  pro- 
jectors drawn  from  the  plan  at  right  angles  to  E F^  thus 
producing  the  full  view  of  the  surface.  It  will  be  found 
that  this  full  view  is  an  exact  counterpart  of  the  sur- 
face shown  in  Fig.  18,  and  should  correspond  to  the  pre- 
liminary drawing  in  the  plan  at  {a)  on  the  separate  paper. 
Note  that  the  portion  of  £/^  included  between/^  and  g  cor* 
responds  in  length  to  that  of  the  rightly  inclined  front 
elevation  at  (^),  Fig.  10.  This  may  he  seen  by  comparing 
that  portion  of  the  line  with  the  view  on  the  preliminary 
drawing,* 

The  student  shoukl  now  be  able  to  recognize  any  view  of 
a  surface  in  any  position;  that  is,  he  shoukl  be  able  to  tell 
whether  a  view  represents  such  a  surface  in  a  right  posi- 
tion, a  rightly  inclined  position,  or  an  obliquely  inclined 
position;  and  by  the  application  of  the  principles  illustrated 
in    the   foregoing    problems   and    the   exercise   of    a    little 


•  It  should  be  noted  that  this  is  the  case  only  when  the  angle  of 
inclination  is  the  same  in  both  views. 
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judgment,  he  should  be  able  to  project  any  surface  into  any 
desired  position.  Or,  being  given  a  surface  in  a  position 
indicated  by  a  properly  projected  plan  and  elevation,  he 
should  be  able  to  produce  the  full  view  and  designate  the 
angle  of  inclination. 

The  following  problem  will  serve  as  a  test  of  his  progress. 
The  principles  involved  have  already  been  presented,  and 
the  method  of  application  will  be  readily  understood.  The 
angle  of  inclination  in  the  plan  is  not  the  same  as  is  shown 
in  the  elevation;  both  angles  are  to  be  determined  by  pro- 
jection methods. 


PROBLEM   11. 

62,  To  project  the  full  view  of  an  Irregrularly  out- 
lined surface  obliquely  inclined. 

The  projections  of  this  problem  are  to  occupy  the  upper 
right-hand  space  of  the  drawing  plate. 
The  plan  and  front  elevation  are  shown 
in  Fig.  20,  and  are  reproduced  full  size 
.-.jf  on  the  sheet  opposite  this  page.*  The 
outline  represented  is  frequently  used 
as  a  **  stay, "or  profile,  to  which  mold- 
ings are  formed  in  cornice  work.  Since 
the  view  shown  is  known  to  be  obliquely 
inclined,  its  dimensions  are  foreshort- 
ened, and  their  true  lengths  are  to  be 
found  by  projection  methods,  as  fol- 
FiG.  20.  lows: 

Construction. — The  student  should  detach  the  sheet 
opposite  this  page  and  paste  the  plan  and  elevation  in  such 
a  position  in  the  third  space  on  the  plate  that  the  base 
line  y]/iV,  Fig.  t^O,  will  be  2k  inches  below  the  top  border  line 
and  exactly  horizontal.  Locate  a  number  of  points  on  the 
curved   outline   in   the  elevation,    by  equally   spacing   that 


*  This  sheet   is  iu»t  inserlt-d   in   th( 
Paper. 


hi  mild   v(»li]nie  containing  this 
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portion  of  the  fig^ure  with  the  dividers,  as  shown  at  1,  JS,  S, 
and  4  ^^  t:he  drawing  for  this  problem  on  the*  plate,  and 
project  these  points  to  the  plan.  To  ascertain  the  angle 
of  inclination  in  the  plan,  draw  a  horizontal  line  through 
the  widest  portion  of  the  figure  in  the  elevation,  locating, 
if  possible,  one  end  of  the  line  at  an  angle  of  the  surface— 
^  as  the  line  A  B.  Project  this  line  to  the  plan  at  A*  B\  as 
explained  in  Art.  61  \  parallel  to  this  line,  erect  the  oblique 
base  line  CD, 

The  angle  formed  by  these  lines  {A*  E'd^nd  CZ?)  with  the 
horizontal  base  line  is  the  angle  of  inclination  of  the  surface 
to  V  P,  or  that  angle  shown  in  the  plan.  The  angle  of  incli- 
nation to  HP,  or  that  shown  in  the  elevation,  is  most  easily 
found  by  constructing  a  right-angled  triangle  whose  base 
and  altitude  are  equal  to  certain  distances  found  in  the  plan 
and  elevation;  that  is,  the  base  is  equal  to  the  extreme 
width  of  the  figure  in  the  plan,  taken  at  right  angles  to  the 
line  of  inclination  in  that  view  (shown  by  the  dimension  iV). 
The  altitude  is  the  vertical  height  shown  in  the  elevation 
2itM.  Construct  this  right-angled  triangle  on  the  horizontal 
base  line  extended,  as  shown  at  N'  A/\  and  locate  one  end 
of  the  ba?e  at  D^  the  intersection  of  the  base  lines.  Extend 
the  hypotenuse  indefinitely  toward  the  right  of  the  drawing. 
Next,  intersect  primary  projectors  drawn  from  the  plan  to 
the  oblique  view  by  secondary  projectors  drawn  from  the 
elevation  by  the  arc  method,  as  shown  on  the  plate. 
The  full  view  of  the  surface  is  then  traced  through  the 
intersections  of  these  projectors,  completing  the  problem, 

63.  Projection  of  8oIiclB. — We  now  come  to  the  pro- 
jection of  solids,  which,  as  before  noted,  are  merely  various 
combinations  of  surfaces.  Projections  of  surfaces  in  a 
variety  of  positions  having  already  been  made,  we  shall 
encounter  no  new  principles  in  the  projection  of  solids,  the 
surfaces  of  which  are  projected  in  the  same  manner  as  has 
been  shown  in  preceding  problems. 

Since  lines  intersect  in  a  point,  so  surfaces  intersect  in  a 
line,  and  in  drawing  projections  of  solids  it  is  necessary  only 
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to  find  the  true  projections  in  any  view,  or  set  of  views,  of 
those  lines  that  represent  the  correct  intersections  of  the 
adjacent  surfaces;  this  is  a  comparatively  easy  thing  for 
the  student  to  do,  if  he  will  use  proper  care  and  diligence 
in  the  application  of  the  principles  of  the  preceding 
problems. 

64,  Projection  of  the  Cube  Illustrated. — Every  solid 
consists  of  a  number  of  surfaces,  each  of  which  is  differ- 
ently shown  when  the  solid  is  projected  to  the  various 
views.  This  is  due  to  the  fact  that  the  observer  is  assumed 
to  occupy  a  different  position  in  each  view  of  the  solid  thus 


■%A:-%»r 


Fig.  21. 

projected.  In  certain  positions  some  solids  show  one  or 
more  of  their  surfaces  directly  behind  another  surface  of  the 
same  size  and  shape.  This  would  be  the  case  if  the  projec- 
tions of  the  cube,  referred  to  in  Art.  18,  were  drawn  as 
shown  in  Fig.  21.  When  the  cube  is  in  a  right  position — 
that  is,  with  two  surfaces  horizontal,  and  that  surface 
nearest  the  observer  in  a  side  view  in  such  position  that  the 
lines  defining  that  surface  will  be  at  right  angles  to  the  lines 
of  sight,  as  indicated  in  Fig.  21 — it  is  evident  that  the  sur- 
face parallel  to  and  behind  the  front  surface  will  be  pro- 
jected by  the  same  lines  of  sight  as  the  front  surface. 
Therefore,  in  such  a  case,  a  projection  of  the  front  surface 
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of  the  cube  is  equivalent  to  a  projection  of  the  entire  cube. 
Each  projection  of  the  cube  in  the  plan,  front,  and  side 
elevations  is  a  square,  the  sides  of  vvliich  are  1  inch  long, 
while  the  views  are  arranged,  as  shown  jn  Fig.  22,  in  such 
a  way  as  to  appear  related  to  one  another. 

65*     In   **  reading"    the  projections  shown    in  Fig.   22, 
we    merely    compare    the    surfaces    of    the    cube   as   they 
are  shown  in  the  differ- 
ent  projections.     Thus, 
the    surface    A  B  C  D, 
Fig.  21,   is  represented 
in  the  plan  of  Fig.  22  by 
the  line  A  B^  and  in  the     e 
front  elevation    by  the      I 
line    B  C^  while   a    full 
view  of  that  surface  is 
shown  in  the  side  eleva- 
tion; so,  in  like  manner,  ^  \        j't^n  ^ \  shu  Eievqiinn 

the  position  of  each  sitr- 
face  of  the  cube  may  be 
determined.  Note  that, 
in  each  full  view,  two 
surfaces  are  represented;  thus,  in  the  front  elevation  of 
Fig.  21,  the  surfaces  BFGC  and  A  EH D  are  projected 
on  V  P  as  one  surface  at  PQRS.  It  is  thus  shown  that 
surfaces  in  their  relation  to  one  another,  when  combined 
in  one  view,  as  in  the  projection  of  a  solid,  partake  of  the 
same  principle  that  has  been  shown  in  its  application  to 
points  and  line«,  viz.,  surfaces  whose  outlines  are  contained 
in  the  same  lines  of  sight  in  any  vieiv  are  projected  in  that 
view  as  one  surface. 

Note  that  in  Fig.  22  the  secondary  projectors  are 
described  from  iG"  as  a  center,  the  lines  of  the  cube  being 
used  as  base  lines,  as  mentioned  in  Art.  39.  When  this 
short  method  is  adopted  in  the  case  of  secondary  project- 
ors, the  center  from  which  they  are  described  must  be 
located    at    that    intersection    of    the    primary    projectors 
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nearest  the  two  views  between  which  secondary  project- 
ors are  drawn.  A  further  illustration  of  this  will  be  given 
IQ  connection  with  a  later  drawing. 

66.  Hidden   Surfacesi:    II ow  Indicated*  —  When    the 

form  of  a  solid  is  such  that,  in  any  view,  a  smaller  surface  is 
hidden  by  a  larger,  the  smaller  surface  is  not  shown  in  that 
view,  although  frequently  its  outline  may  be  defined  by 
dotted  lines  on  the  drawing.  This  applies  also  to  projections 
in  which  two  or  more  solids  are  shown  in  positions  such  that 
some  of  their  surfaces  are  completely  or  partially  hidden  by 
other  surfaces  nearer  the  eye  of  the  observer.  Only  such 
surfaces  as  receive  the  lines  of  sight  directly  from  the  eye  of 
the  observer  arc  shown  in  a  view  by  full  lines,  although^  as 
mentioned  above,  the  outline  of  such  other  surfaces  as  it 
may  be  desirable  to  show  in  a  drawing  may  be  indicated  by 
dotted  lines. 

67.  Facility  In  Reading  Dravrln^  Acquired  Only 
by  Practice. — "the  reading  of  working  drawings  is,  there 
fore,  a  comparatively  easy  matter,  if  the  student  will  resolve 
each  portion  of  the  object  represented  into  its  respective 
surfaces,  and  look  for  the  various  outlines  as  they  are  shown 
in  the  different  projections.  If  this  is  found  a  difficult  task» 
the  surfaces  may  be  further  resolved  into  lines  and  points, 
whose  respective  positions  may  then  be  located  in  each  view 
shown.  It  is  not  to  be  expected  thai  the  position  of  every 
surface  in  a  complicated  drawing  will  be  seen  by  the  beginner 
at  a  single  glance — an  expert  seldom  acquires  such  profi- 
ciency— but,  as  '*  practice  makes  perfect/'  the  student  may 
easily  accustom  himself,  by  careful  study  of  the  various 
positions  of  the  surfaces  composing  the  solids  that  are  pro- 
jected in  the  following  problems,  to  the  more  or  less  com- 
plicated projections  found  in  the  various  mechanical  and 
architectural  journal^,  in  shop  drawings,  or  in  such  other 
projection  drawings  as  are  within  his  reach. 

68.  The  Center  Liltie. — It  has  been  found  convenient, 
when  making  projections  of  objects,  to  make  use  of  a  line 
that  is  imagined  to  pass  through  the  central  portion  of  the 
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solid,  as  it  is  shown  in  any  piari  and  elevation.  Such  a  line 
is  called  a  center  line^  and  in  many  projections  it  is  inked  in 
when  the  drawing  is  finished,  since  it  frequently  affords  a 
convenient  means  of  indicating  certain  positions  of  the 
figure,  besides  assisting  in  the  location  of  the  several  surfaces 
of  the  solid  in  the  different  views.  •  This  line,  however,  is 
central  only  in  its  relation  to  the  object  of  which  the  drawing 
is  a  representation,  and  not  in  relation  to  the  pUnes  of  pro- 
jection. This  may  be  better  understood  by  considering  the 
center  line  as  the  projection  of  an  imaginary  surface  (or 
plane)  that  passes  through  the  central  portion  of  the  figure. 
It  is  generally  represented  in  those  views  only  in  which  that 
imaginary  surface  can  be  shown  in  one  line,  or,  as  we  have 
said  before,  as  if  "on  edge.*'  Thus,  in  the  right  view  pro- 
jected in  Fig.  22,  the  lines  zv  x  and  y  z  are  center  lines,  rep- 
resented on  the  drawing  by  the  broken-and-double-dotted 
lines  shown  in  Fig.  22.  The  practical  use  of  the  center  line 
will  be  illustrated  in  the  succeeding  problems  by  the  pro* 
jection  of  solids  into  various  positions. 


PROBLEM    12. 

69.     To  drai;^  the  projection  of  a  ijflven  solid,  sereral 
portions  being  Indicated. 

The  solid  for  the  projections  of  this  probleni  is  shown  in 
perspective  in  Fig.  23.     It  is,  as  the  figure 
shows,  a  pentagonal  prism  j  that  is,  a  solid 
whose  ends  are  pentagons  and  parallel  to 
each  other,  and  whose  sides  are  parallelo- 
grams.      The    dimensions    are    given    in 
Fig.  23;  three  projections  are  to  be  drawn» 
each  showing  the  solid  in  a  different  posi- 
tion; each  projection  will  be  complete;  in 
a  set  of  views  consisting  of  a  plan  and  front 
and  side  elevations.     Each  set  of  projec- 
tions is  to  occupy  one  of  the   remaining  pjo.  2a. 
spaces  on  the  plate,  the  prism  being  shown  in  the  positions 
indicated  by  the  following  cases: 
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Case  I. — In  an  upright  position^  the  side  nearest  the  observer 
being  parallel  to  V  P. 

The  projections  showing  this  position  of  the  prism  may  be 
readily  drawn  by  the  student  from  the  explanations  and 
instructions  already  given.  The  plan,  which  is  a  pentagon 
with  }-inch  sides,  should  be  drawn  first,  according  to  instruc- 
tions given  in  Geometrical  Drawing,  Draw  the  center  lines 
as  in  Fig.  22  and  ink  them  in,  completing  the  drawing  as 
shown  on  the  plate.  All  lines  that  represent  the  intersection 
of  surfaces — i.  e.,  the  edges  of  the  prism — and  that  intercept 
the  lines  of  sight  directly  from  the  eye  of  the  observer  are 
to  be  represented  by  full  lines  on  the  drawing.  All  hidden 
edges  are  to  be  shown  by  dotted  lines. 

Case  II. — /;/  a  horizontal  position^  the  upper  side  being 
parallel  to  H  P,  and  the  ends  of  the  prism  parallel  toVP  in 
the  side  elevation. 

In  this  case,  which  differs  from  Case  I  only  in  the  position 
of  the  prism,  the  side  elevation  should  be  drawn  first.  It 
may  here  be  mentioned  that,  in  drawing  different  views  of 
objects  in  right  positions,  the  question  as  to  which  view  is 
drawn  first  is  merely  a  matter  of  convenience,  depending 
on  the  form  of  the  object  represented.  Thus,  in  Case  I, 
the  plan  is  drawn  first ;  in  this  instance  it  is,  however,  more 
convenient  to  draw  the  side  elevation  first.  In  this  drawing 
it  is  only  in  the  plan  and  the  side  elevation  that  the  center 
line  can  be  shown,  since  an  edge  view  of  the  plane  repre- 
sented would  not  be  given  in  the  front  elevation. 

Case  III. — /;/  a  rightly  inclined  position,  the  angle  of  in- 
clination  of  the  center  line  {and  consequently  of  the  prism) 
to  HP  being  75\ 

Explanation. — The  sides  of 'the  prism  are  \n  the  same 
relative  position  to  V  P  in  the  front  elevation  as  in  Case  L 
(See  the  plate.)  The  i)rc)jecnon  of  solids  to  inclined  posi- 
tions is  accomplished  in  the  same  manner  as  the  projection 
of  surfaces  to  similar  positions  in  preceding  problems. 
Practical  use  may  be  made  of  the  centtu'  line  in  this  drawing-; 
this  line  may  be  shown   in   the  front  elevation,  but  cannot 
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be  continued  to  the  plan  from  that  view,  since  it  is  clear 
that  its  true  position  may  not  be  shown  there  in  one  line. 

Construction. — First  draw  the  line  w  x  m  that  part  o£ 
the  space  devoted  to  the  front  elevation,  and  at  an  angle 
of  75"  to  the  base  line*  The  line  uf  a'  is  the  center  line  of  the 
front  elevation.  Next»  copy  the  front  elevation  of  Case  I  in 
the  same  relative  position  on  this  line,  thus  producing  the 
rightly  inclined  front  elevation.  Draw  primary  projectors 
vertically  downwards  from  all  points  of  this  front  elevation, 
and  intersect  them  with  horizontal  primary  projectors  drawn 
from  the  plan  of  Case  I,  in  the  same  manner  as  the  plan  of 
Problem  6  on  the  preceding  plate  was  produced.  Next, 
draw  the  outline  of  the  plan  by  connecting  the  intersections 
of  projectors  that  have  been  drawn  from  corresponding 
points  in  each  of  the  two  views.  Project  the  side  elevation 
by  means  of  secondary  projectors  described  from  the  inter- 
section of  the  upper  and  right-hand  primary  projectors,  that 
is,  at  (7  on  the  plate  (see  Art.  65).  When  drawing  secondary 
projectors  for  solids  whose  surfaces  do  not  extend  to  the 
outer  primary  pmjectors  in  the  adjacent  views,  note  that  the 
primary  projector  must  be  produced  as  at  O  j'  and  O  s. 

Case  IV. — In  an  obliquely  inclined  position,  with  the  center 
line  at  an  angle  of  ^^"^  to  V  P  and  IS""  to  H  P,  the  upper  side 
being  in  such  a  position  that  a  full  view  will  be  shown  of  its 
upper  and  lower  edges. 

Explanation. — As  in  Prt>blem  10,  where  a  surface  was 
projected  to  an  obliquely  inclined  position,  so  in  this  prob- 
lem some  preliminary  work  must  be  done  on  another  piece 
of  paper.  These  preliminary  projections  are  shown  in 
Fig.  2-lrj  of  which  [a)  is  the  right  plan  and  elevation  and  {b) 
is  the  rightly  inclined  drawing. 

Construction.— On  a  separate  piece  of  paper,  construct 
the  projections  shown  at  {a),  Fig.  24;  copy  the  elevation 
produced  at  {a)  in  such  a  pusitiou  at  {b)  that  the  angle  of 
the  center  line  w  x  is  15^  to  H  P,  as  required  by  the  con- 
ditions  of  the  problem.  Next,  project  the  plan  in  {b)  from 
the  plan  of  (d),  in  connection   with  the   elevation  of  (i),  as 
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indicated  by  the  primary  projectors  drawn  from  these  views. 
Redraw  the  plan  of  (/;)  at  (r),  and  give  its  center  line  /  ^, 
the  required  angle  of  45''  to  V  P.  Next,  produce  the  eleva- 
tion in  (r)  by  drawing  primary  projectors  from  the  elevation 
in  (fi)  and  intersecting  them  by  primary  projectors  drawn 
from  corresponding  points  in  the  plan  in  (c).  These  opera- 
tions are  precisely  similar  to  those  used  in  producing  the 
obliquely  inclined  views  of  the  surface  in  Problem  10;  and 
if  the  extra  piece  of  paper  is  laid  over  the  drawing  in  such  a 
manner  as  to  leave  the  lower  right-hand  space  exposed,  the 
drawings  shown  in  Fig*  24  at  (e)  may  be  projected  directly 
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to  their  proper  position,  thus  producing  the   plan  and  front 

elevation  required.     The  side  elevation  is  then  projected  by 

means  of  secondary  projectors  described  from  the  center  £7, 

as  shown  on  the  plate.      It  is  thus  shown  that  oblique  views 

of  solids  are  projected  by  the  same  methods  as  those  used  in 

the  case  of  surfaces. 

Note. — The  appearance  of  this  plate  will  be  improved  if  the  base 
line  of  the  front  elevation  of  thi«  case  is  placed  J  inch  higher  than  in 
the  preceding  cases, 

70.  The  Axial  Line. — In  views  su<:h  as  are  projected  in 
this  drawing — i.  e.,  obliquely  inclined  views — the  center  line, 
as  the  representation  of  the  central  plane  of  the  figure,  can  be 
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shown  only  in  the  plan;  that  is^  in  the  position  of  the  solid 
shown  in  this  case.  The  position  of  the  solid  might  be  such 
that  the  center  line  would  be  shown  in  one  of  the  elevations, 
or  possibly  not  in  any  right  view.  However,  it  is  sometimes 
represented  in  drawings  merely  as  a  central  line,  and  not 
as  the  representation  of  a  central  plane;  it  may,  in  such 
cases,  be  projected  to  the  other  views  by  means  of  points 
located  at  convenient  distances  on  the  line.  It  is  then  called 
Sin  axial  line ^  or  line  of  axis^  and  represents  the  posit  ion  of 
the  axis  of  the  solid.  It  is  not  projected  in  the  cases  of  the 
preceding  problem,  since  the  figure  is  not  of  such  a  form  as 
to  demand  the  location  of  an  axial  line.  The  axial  line  is 
simitar  in  its  use  to  the  center  line  and  is  represented  on 
drawings  by  the  same  kind  of  a  broken-and-dotted  line. 

In  order  to  avoid  confusion,  the  center  and  axial  lines  are 
usually  indicated  by  small  lettering  placed  conveniently 
near  one  end  of  the  lines;  thus,  *' center  line"  or  **  axial  line/' 
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BRAWIKG  PXiATB*  TITLE:     PROJECTION  III. 

*?!•  Three  problems  are  to  be  drawn  on  this  plate,  each 
of  which  will  require  two  sets  of  projections.  Like  the  pro- 
jections of  Problem  12,  they  consist  of  a  plan  and  front  and 
side  elevations.  Each  set  of  projections  occupies  one  space 
on  the  drawing,  and  the  plate  is  divided  into  six  equal  spaces 
by  a  single  horizontal  and  two  vertical  lines.  The  different 
cases  of  each  problem  are  drawn  in  the  same  vertical  divi- 
sion; thus,  Case  I  of  Problem  13  occupies  the  upper  left*hand 
space  and  Case  II  of  the  same  problem  is  directly  under  it. 
Cases  I  and  II  of  the  other  two  problems  on  the  plate  are  to 
be  placed  in  the  same  way  in  the  remaining  spaces. 


,    PROBLEM   13. 

72,     To  draw  the  projections  of  a  cylinder. 

The   method  of   projection   used  in   the  case  of  surfaces 
having   curved   outlines  has   been   shown    in   a   preceding 


62 


PRACTICAL   PROJECTION. 


problem.  Two  such  surfaces  are  presented  in  the  ends  of 
the  cylinder  shown  in  perspective  in  Fig.  25;  and  the  fig- 
ure also  gives  the  dimensions  of  the 
solid  as  it  is  to  be  drawn  on  the  plate. 
Since,  with  the  exception  of  those  at 
the  intersection  of  the  ends,  there  are 
no  edg-es  formed  hy  the  curved  sides  of 
the  cylinder,  there  will  he  no  full  lines 
on  the  drawing  except  those  requned 
to  show*  the  ends  in  their  different 
positions  and  tlie  outline  of  the  sides. 
I  A  front  elevation  of  the  cylinder  in  the 
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right  position  indicated  by  Fig.   25  is 


therefore  a  parallelogram,  the  length 
of  whose  horizontal  sides  is  equal  to  the  diameter  of  the 
circular  surfaces  at  the  ends  of  the  cylinder — the  vertical 
sides  equal  in  length  to  the  height  of  the  cylinden  Its  entire 
dimensions  and  its  form  are  indicated  in  a  plan  and  front 
elevation,  and  there  is  no  need  of  making  any  further  draw- 
ings  to  enable  the  mechanic  to  understand  the  shape  of  the 
solid  thus  represented. 

Case  I-^ — IVAcn  the  cylinder  is  rightly  inclined, 
ExPLANATiox, — Tn  this  drawing  the  cylinder  is  inclined  at 
an  angle  of  tiO""  to  H  P.  Rightly  inclined  views  of  solids  are 
often  drawn  by  a  method  somewhat  shorter  than  that  shown 
in  preceding  problems.  By  this  method,  temporary  views 
are  drawn  in  convenient  positions  on  the  paper  and  rightly 
inclined  views  are  projected,  as  shown  in  this  case.  Less 
space  is  required  for  the  drawing  and  a  saving  of  time  is 
effected;  the  [principles  involved,  as  will  be  seen  from  the 
following  construction,  are  identical  with  those  of  the  pre- 
ceding problem. 

Construction. — First  draw  the  center  line  in  the  eleva- 
tion at  the  given  angle — a^  A  /*'  m  the  drawing  on  the  plate. 
Describe  the  circle  shtiwn  at  (w),  which  represents  a  full 
view  of  the  end  of  the  cylinder;  next,  draw  the  front  cleva* 
tion  CD  £  F  on  the  center  line  A  B  according  to  the  given 
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•  dimensions.     Describe  a  circle  similar  to  (w)  at  (//) ;  this  is  a 

'temporary  view  of  the  end  uf  the  cylinder  and  corresponds 
to  the  plan  of  the  prism  at  (a).  Fig.  2-^.  Locate  a  conve- 
nient number  of  points  at  equal  distances  on  the  outline  of 

'each  full  view  thus  drawn  at  (m)  and  (//),  Pr<*ject  the  points 
of  (w)  to  the  elevation  C D EF^  and  thence  draw  primary 
projectors  vertically  downwards;    intersect  these  primary 

fprojectors  by  other  primary  projectors  drawn  honzontally 
from  similar  points  located  on  the  outline  of  the  full  view 
at  {n).     Trace  the  outline  of  the  plan  thus  produced  through 

^points  of  intersection  corresponding  to  those  on  the  full 
views.  The  temporary  full  views  (/«)  and  {n^  may  then  be 
erased  from  the  plate.  Project  the  side  elevation  by  means 
of  secondary  projectors  described  by  the  arc  method,  thus 
completing  the  drawing. 

Case  W^-^When  the  cylinder  is  obliquely  inclined. 
Explanation. — The  method  of  projecting  the   drawings 

t required  for  this  case  is  similar  to  that  already  given  for 
oblique  views  of  surfaces  and  solids,  and  has  been  fully  ex- 
plained in  ArL  60,  and  also  in  connection  with  Case  IV  of 
Problem  \%,  Aright  view  rs  first  drawn  [as  the  elevation 
and  full  view  (w)  of  the  preceding  case]  ;  next,  a  rightly 
inclined  view.  The  rightly  inclined  plan  thus  drawn  is 
then  recopied  at  the  given  angle,  thus  producing  the  plan  of 
the  oblique  view;  from  this  plan,  in  connection  with  the 
rightly  inclined  elevation,  the  obliquely  inclined  elevation 
is  projected.  The  rightly  inclined  plan  and  elevation  hav- 
ing been  drawn  in  Case  I  of  this  problem,  the  plan  there 
I  shown  may  be  redrawn  for  the  plan  nf  this  case, 
1  Construction, — On  a  separate  piece  of  paper,  reproduce 

the  plan  and  front  elevation  of  Case  I,  and  fasten  this  paper 

Iby  thumbtacks  to  the  drawing  board »  toward  the  left  of  the 
space  used  for  this  case.  Next,  redraw  the  plan  of  Case  I 
\x\.  its  proper  place  on  the  plate  for  this  case,  and  in  such  a 
position  that  the  line  6* //of  Case  I  forms  an  angle  of  60"' 
with  the  base  line  of  the  front  elevation,  as  shown  at  G*  H* 
on  the  plate.     Then  produce  the  front  elevation  by  drawing 
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primary  projectors  upwards  from  the  plan  and  intersecting 
them  by  similar  projecLors  drawn  horizontally  from  the 
rightly  inclined  elevation  on  the  attached  sheet,  which  may 
then  be  removed.  Trace  curves  through  the  points  thus 
projected  and  draw  the  tangential  lines,  as  previously 
described  and  as  show^n  at  C  D*  F*  E*  on  the  plate.  Project 
the  side  elevation  as  in  preceding  problems,  taking  special 
care  to  project  from  similar  points  in  each  view. 


PROBI.EM   14. 

73,  To  draw  tlie  i>rojectlons  of  a  hexagonal  pyra- 
mid. 

K  pyramid  \s  a  solid  whose  base  is  a  polygon  and  whose 
sides  are  triangles  uniting  at  a  common  point  called  the 
veriix.  The  pyramid  for  the  projec- 
tions of  this  problem  is  shown  in 
Fig.  26,  where  its  dimensions  are  clearly 
indicated.  Since  these  drawings  are 
very  easy  and  are  constructed  in  a  man- 
ner similar  to  those  of  preceding  prob- 
lems, definite  instrnctions  are  omitted, 
and  the  student  is  expected  to  be  able 
to  complete  the  drawings  by  the  aid  of 
the  brief  explanations  that  follow. 

Case  I* — When  the  pyramid  is  in  a 

right  position. 

Explanation.— The  plan  of  this  projection  is  most  con- 
veniently drawn  first,  a  circle  1|  inches  in  diameter  being 
described  from  O  as  a  center,  as  shown  on  the  plate.  The 
edges  of  the  pyramid  are  then  drawn  :  a  horizontal  diameter, 
and  two  diameters  at  angles  of  B0°  with  the  first,  repre- 
sent the  upright  edges;  chords  of  the  arcs  thus  designated 
are  theji  drawn,  and  the  plan  of  the  pyran)id  is  complete. 
Next  draw  the  center  lines  A  B  and  C D\  set  off  the  height 
of  the  pyramid  on  the  line  A  B  and  complete  the  front  ele- 
vation by  the  aid  of  primary  projectors,  as  shown  on  the 
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plate,    the  side  elevation   being   projected    as    in    former 
problems. 

Case  II. —  IV/itn  the  pyramid  is  in  an  obliquely  inclined 
position. 

Explanation,^ — The  angles  of  inclination  in  the  projec- 
tions of  this  case  are  00^  to  H  P  and  45°  to  V  P.  Preiiminary 
drawings  are  required  on  separate  paper,  a^shown  in  Fig.  27| 
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^^  first,  as  at  (^),  showing  a  right  view  of  the  pyramid;  and 
^H  second,  as  at  {^),  showing  a  rightly  inclined  view^  the  angle 
^^  of  inclination  {of  the  center  line)  being  C0°  to  H  P.  The 
plan  produced  at  {1))  is  then  copied  on  the  plate  in  such  a 
position  that  its  axial  line  will  make  the  required  angle, 
viz.,  45*^  to  V  P,  as  shown  by  the  line  zv x  at  (r),  Fig.  27. 
The  front  elevation  is  then  projected  as  in  Case  II  of  the 
preceding  problem,  that  is,  by  vertical  primary  projectors 
drawn  from  the  plan  in  (r),  intersected  by  horizontal  pri- 
mary projectors  drawn  from  the  elevation  in  {b).  The  pro- 
jection of  the  side  elevation  by  the  arc  method  of  secondary 
projectors  is  also  similar  to  the  preceding  projections,  as 
will  be  seen  from  an  inspection  of  the  plate. 
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primary  projectors  upwards  from  the  plan  and  intersecting 
them  by  similar  projectors  drawn  horizontally  from  the 
rig^htly  inclined  elevation  on  the  attached  sheet*  which  may 
then  be  removed.  Trace  curves  through  the  points  thus 
projected  and  draw  the  tangential  lines,  as  previously 
described  and  as  shown  at  C  IT  F*  E*  on  the  plate.  Project 
the  side  elevation  as  in  preceding  problems,  taking  special 
care  to  project  from  similar  points  in  each  view* 


PROBLKM   14. 

73«     To  dra-w  the  i>rojectlons  of  a  hexagonal  pj 
HI  Id, 

K  Pyramid  \%  a  solid  whose  base  is  a  polygon  and  wh< 
sides  are  triangles  uniting  at  a  common  point  called  l1 
vertex.  The  pyramid  for  the  projec- 
tions of  this  problem  is  shown  in 
Fig.  26,  where  its  dimensions  are  clearly 
indicated.  Since  these  drawings  arc 
very  easy  and  are  constructed  in  a  man- 
ner similar  to  those  of  preceding  prob- 
lems, definite  instructions  are  omitted, 
and  the  student  is  expected  to  be  able 
to  complete  the  drawings  by  the  aid  of 
the  brief  explanations  that  follow. 

Case  I. —  When  the  pyramid  fs  in  a 

right  position. 

Explanation. — The  plan  of  this  projection  is  most  con* 
veniently  drawn  first,  a  circle  1|  inches  in  diameter  being 
described  frum  O  as  a  center,  as  shown  on  the   plate.     Th^ 
edges  of  the  pyramid  are  then  drawn  :  a  horizontal  diameter 
and   two  diameters  at  angles  of  VAf  with  the  first,   repr^, 
sent  the  upright  edges;  chords  of  the  arcs  thus  designated 
are  then  drawn^  and  the  plan  of   the  jiyramid   is  compl^^^ 
Next  draw  the  center  lines  A  B  and  C D\  sf*t  off  the  he^|^) 
of  the  pyramid  on  the  line  -/J  J?  and  romph  it^  the  front.    * 
vat  ion  by  the  aid  of  primary  projectors,  as  shown  oti 
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plate,    the  side   elevation   being   projected    as    in    former 
problems. 

Case  II. —  WAfn  the  pyramid  is  in  an  obliquely  inclined 
position. 

Explanation. — The  angles  of  inclination  in  the  projec- 
tions of  this  case  are  60®  to  H  P  and  45°  to  V  P.  Preliminary 
drawings  are  required  on  separate  paper,  a^shown  in  Fig.  27, 


PlO.  27. 


first,  as  at  (^),  showing  a  right  view  of  the  pyramid ;  and 
second,  as  at  (3),  showing  a  rightly  inclined  view,  the  angle 
of  inclination  (of  the  center  line)  being  00°   to   HP.     The 
plan  produced  at  (h)  is  then  copied  on  the   plate   in   such  a 
position  that  its  axial  line   will   make   the   required  angle, 
viz.,  45°  to  V  P,  as  shown  by   the  line  wx  at  (^-),  Fig.  27. 
The  front  elevation  is  then  projected  as  in  Case   II  of  the 
preceding  problem,  that  is,  by  verlical   primary  projectors 
drawn  from  the  plan  in  (c),  intersected  by  horizontal  pri- 
mary  projectors  drawn  from  the  elevation  in  {b).     The  pro- 
jection of  the  side  elevation  by  the  arc  method  of  secondary 
projectors  is  also  similar  to  tiie   prccedinj^  projections,  as 
will  be  seen  from  an  inspection  of  the  plate. 
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primary  projectors  upwards  from  the  plan  and  intersecting 
them  by  similar  projecLurs  drawn  horizontally  from  the 
rightly  inclined  elevation  on  the  attached  sheet,  which  may 
then  be  removed.  Trace  curves  through  the  points  thus 
projected  and  draw  the  tangential  lines»  as  previously 
described  and  as  shown  at  C  D*  F*  £'  on  the  plate.  Project 
the  side  elevation  as  in  preceding  problems,  taking  special 
care  to  project  from  similar  points  in  each  view. 


PROBLEM   14. 

73.     To  draw  the   projections  of  a  bex agonal  pyr^- 
mU\,  J 

K  pyrafnid  \^  a  solid  whose  base  is  a  polygon  and  whose 
sides  are  triangles  uniting  at  a  common  point  called  the 
vertex.  The  pyramid  for  the  projec* 
tions  of  this  problem  is  shown  in 
Fig.  26,  where  itsdimensions  are  clearly 
indicated.  Since  these  drawings  are 
very  easy  and  are  constructed  in  a  man- 
ner similar  to  those  of  preceding  prob- 
lems, definite  instructions  are  omitted, 
and  the  student  is  expected  to  be  able 
to  complete  the  drawings  by  the  aid  of 
the  brief  explanations  that  follow. 

Case  I. —  When  the  pyramid  is  in  a 

right  position. 

Explanation. — The  plan  of  this  projection  is  most  con- 
veniently drawn  first,  a  circle  IJ  inches  in  diameter  being 
described  from  O  as  a  center,  as  shown  on  the  plate.  The 
edges  of  the  pyramid  are  then  drawn:  a  horizontal  diameter, 
and  two  diameters  at  angles  of  00°  w^ith  the  first,  repre- 
sent the  upright  edges;  chords  of  the  arcs  thus  designated 
are  then  drawn,  and  the  plan  of  the  pyramid  is  complete. 
Next  draw  the  center  lines  A  B  and  C D\  set  off  the  height 
of  the  pyramid  on  the  line  A  B  and  complete  the  front  ele- 
vation by  the  aid  of  primary  projectors,  as  shown  on  the 
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plate,    the  side   elevation   being   projected    as    in    former 
problems. 

Case  II. —  WA^n  the  pyraviid  is  in  an  obliquely  inclined 
position. 

Explanation. — The  angles  of  inclination  in  the  projec- 
tions of  this  case  are  60°  to  H  P  and  45°  to  V  P.  Preliminary 
drawings  are  required  on  separate  paper,  a9 shown  in  Fig.  27, 
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fest,  as  at  (^),  showing  a  right  view  of  the 
second,  as  at  (^),  showing  a  rightly  inclin'r^l  v 
:f  inclination  (of  the  center  line)  be::.^  »: 
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primary  projectors  upwards  from  the  plan  and  intersecting 
them  by  similar  projectors  drawn  horizontally  from  the 
rightly  inclined  elevation  on  the  attached  sheet,  which  may 
then  be  removed.  Trace  curves  through  the  points  thus 
projected  and  draw  the  tangential  lines,  as  previously 
described  and  as  shown  at  C  U  F*  E^  on  the  plate.  Project 
the  side  elevation  as  in  preceding  problems,  taking  special 
care  to  project  from  similar  points  in  each  view. 


PROBLEM   14. 

73.  To  dravT  the  proJecHons  of  a  bexag'oiial  pyra- 
mid. 

A  pyramid  \s  a  solid  whose  base  is  a  polygon  and  whose 
sides  are  triangles  uniting  at  a  common  point  called  the 
vertex.  The  pyramid  for  the  projec- 
tions of  this  problem  is  shown  in 
Fig.  26,  where  its  dimensions  are  clearly 
indicated.  Since  these  drawings  are 
very  easy  and  are  constructed  in  a  man- 
ner similar  to  those  of  preceding  prob- 
lems, definite  instructions  are  omitted, 
and  the  student  is  expected  to  be  able 
to  complete  the  drawings  by  the  aid  of 
the  brief  explanations  that  follow. 

Case  I, —  When  the  pyramid  is  in  a 

FIG.  98,  ^-^^^^  position. 

Explanation, — The  plan  of  this  projection  is  most  con- 
veniently drawn  first,  a  circle  If  inches  in  diameter  being 
described  from  O  as  a  center,  as  shown  on  the  plate.  The 
edges  of  the  pyramid  are  then  drawn :  a  horizontal  diameter, 
and  two  diameters  at  angles  of  ftif  with  the  first,  repre- 
sent  the  upright  edges;  chords  of  the  arcs  thus  designated 
are  then  drawn,  and  the  plan  of  the  pyramid  is  complete. 
Next  draw  the  center  lines  A  B  and  CD;  set  off  the  height 
of  the  pyramid  on  the  line  yl  B  and  complete  the  front  ele- 
vation by  the  aid  of  primary  projectors,  as  shown  on  the 
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plate,    the  side   elevation  being   projected    as    in    former 
problems, 

CBBQll^—lVAen  the  pyramid  is  in  an  obliquely  inclined 
position, 

ExPLANATioK. — ^The  angles  of  inclination  in  the  projec* 
tions  of  this  case  are  00""  to  H  P  and  45*^  to  V  P,  Preliminary 
drawings  are  required  on  separate  paper,  a^shown  in  Fig.  27, 
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Pig-  27. 


firsts  as  at  (^),  showing  a  right  view  of  the  pyramid;  and 
second,  as  at  [b),  showing  a  rightly  inclined  view,  the  angle 
of  inclination  (of  the  center  line)  being  60°  to  HP.  The 
plan  produced  at  {b)  is  then  copied  on  the  plate  in  such  a 
position  that  its  axial  line  will  make  the  required  angle, 
viz.,  45''  to  V  P,  as  shown  by  the  line  wx  at  {c).  Fig,  27. 
The  front  elevation  is  then  projected  as  in  Case  II  of  the 
preceding  problem,  that  is,  by  vertical  primary  projectors 
drawn  from  the  plan  in  (r),  intersected  by  horizontal  pri- 
mary projectors  drawn  from  the  elevation  in  {b).  The  pro- 
jection of  the  side  elevation  by  the  arc  method  of  secondary 
projectors  is  also  similar  to  the  preceding  projections,  as 
will  be  seen  from  an  inspection  of  the  plate* 

lUO— 0 
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PROBLEM   16. 

74.    To  draw  the  projections  of  a  cone. 

The  cone  is  a  solid  that  may  be  produced  by  the  revolution 
of  a  right-angled  triangle  around  one  of  its  sides  as  an  axis. 
Its  base,  therefore,  is  a  circle,  and  its  curved  surface  tapers 
uniformly  toward  a  point  at  the  top  called  the  vertex,  or 
apex.  Like  the  cylinder,  its  entire  form  and  dimensions 
are  presented  in  a  plan  and  a  single  elevation  showing  a  right 
view  of  the  cone.  The  cone  for  the  projections  of  this  prob- 
lem is  shown  in  perspective  in  Fig.  28,  which  gives  the 
dimensions  that  the  cone  is  to  present  on  the  plate.  The 
methods  used  are  precisely  similar  to  those  used  in  the  case 
of  the  hexagonal  pyramid  in  the  preceding  problem. 

Ca«*o  I. — In  a  rightly  inclined  position. 
Explanation. — In  order  to  produce  the  rightly  inclined 
front  elevation,  a  construction  similar  to  that  used  in  Case  I 
of  Problem  13  is  here  used.  The  drawing  differs  from  that 
projection  only  in  the  form  of  the  solid.  The  angle  of 
inclination  in  this  case  is  50°  to  H  P. 

Construction. — Draw  the  center  line  A  B  (see  the  plate) 
at  the  given  angle,  that  is,  50°  to  the  horizontal.     Next, 
construct    the   triangle   representing 
/  m  the  elevation  of  the  cone  and  describe 

/    -^  the  circle  at   (;;/) — a  temporary  full 

/      ;^^  view  of  the  base.     Describe  a  similar 

/        .^Ky  circle  at  (;/),  also  a  full  view  of  the 

#  ^^^Kv        base,  and  locate  a  convenient  number 

#  "^^P^      of  points  on  the  outline  of  each  full 

^-^ '^^^W\    ^icw — in  this  case  eight — as  shown  at 

^  ^^^^^^  ^'  ^»  ^»  ^^^*  ^^  ^^^  plate.     Project  the 

1^^^-... ^^^^^\  rightly  inclined  plan  in  a  manner  pre- 

*• ^i- ^  cisely  similar  to  that  used  in  the  view 

^^°-  '•^-  of  the  cylinder  in  Case  I  of  Problem  13. 

Erase  the  temporary  views   (;;/)  and  (;/),  and   project  the 
side  elevation  as  in  precedini^  projections. 

Case  II. — /;/  an  obliquely  inclincil position. 

Explanation. — The  angle  of  inclination  to  H  P  is  the  same 
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as  in  the  drawing  last  rnade^  and  the  plan  of  that  projection 
may  be  recopied  for  the  plan  of  this  case,  but  it  is  to  be 
drawn  on  the  plate  in  such  a  position  that  the  center  line  wx 
will  make  an  angle  of  45"  to  V  P.  The  plan  and  front  eleva- 
tion of  the  preceding  case  must  be  redrawn  on  separate 
paper  and  temporarily  fastened  over  the  drawing  toward 
e  left  of  the  space  required  for  this  case,  in  order  that  the 
ojection  of  the  front  elevation  may  be  drawn.  As  this 
process  is  similar  to  that  used  in  preceding  constructions, 
no  further  explanation  will  be  given.  Complete  the  projec- 
tions in  the  plan,  front,  and  side  elevations  as  shown  on  the 
plate, 

NoTB, — When  inclined  views  are  drawn  of  siriHds  having  curved 
surfaces  (as  the  cylinder  and  the  cnnc),  the  circular  ends  should  first 
be  projected*  The  outline  of  the  curved  surface  is  then  reprt* sented 
as  tangent  to  the  base,  or  bases,  uf  the  solid,  and  without  regard  to 
the  intersection  of  such  outline  vv^ith  any  given  ptjint  on  the  base 
outline. 


75*  Self-Relianoe, — The  student  that  has  intelligently 
completed  the  projections  of  the  foregoing  problems  and 
has  made  frequent  use  of  the  imaginative  feature  of  this 
subject,  as  previously  explained  and  directed^  should  now 
possess  a  very  complete  knowledge  of  the  methods  of  pro- 
jection used  in  representing  plr\in  solids  in  various  positions. 
The  projection  of  irregularly  outlined  figures  has  not  been 
presented^  since  the  methods  are  identical  with  those 
already  shown.  The  student  should  ac<iuire  a  degree  of 
self-reliance  in  this  work;  for,  if  he  is  to  depend  on  having 
the  projection  of  every  conceivable  form  described  for  him, 
the  principles  governing  those  projections  will  become  a 
secondary  matter,  whereas  the  pattern  draftsman  requires, 
above  all  else,  the  faculty  of  recognizing  the  principles  by 
which  to  define  and  project  the  various  forms  occurring  in 
the  course  of  his  work. 

NoTB,-^The  student  should  understand  that  the  percentage  of 
marking  adopted  for  these  plates  is  based  on  the  degree  of  ac- 
curacy in  which  the  projections  are  drawn  to  the  angles  of  inclina- 
tion, as  well  as  on  the  quality  of  neatness  attained  in  the  finish  of  the 
drawings. 
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DRAWING  PLATE,  TTTIiE :    SECTIONS  I. 

76.  Use  of  Section  BraTvingrs. — A  section  drawing,  as 
previously  explained,  is  a  projection  of  a  portion  of  a  solid, 
in  a  view  where  the  solid  is  intersected  by  a  plane.  This 
plane — sometimes  called  a  cutting  plane — may  pass  through 
the  solid  in  any  direction;  that  portion  ojf  the  solid  between 
the  plane  and  the  observer  is  assumed  to  have  been  re- 
moved. Section  drawings  are  useful  in  many  ways,  for  by 
such  means  the  construction  of  interior  parts  of  objects 
may  be  shown.  It  is  desirable,  in  many  cases,  to  show 
some  particular  form  that  a  solid  of  peculiar  shape  pos- 
sesses at  a  place  where  it  cannot  be  presented  in  an 
exterior  view,  and  in  such  cases,  sections  are  projected. 
The  section  is  considered  simply  as  a  surface  that  would 
appear  on  the  cutting  plane  in  any  view  of  the  object  pro- 
jected. The  outline  of  this  surface,  therefore,  will  depend 
on  the  form  of  the  object,  the  number  of  surfaces  inter- 
sected by  the  plane,  and  the  angle  of  inclination  of  the  cut- 
ting plane. 

To  project  the  views  of  a  solid  in  which  a  new  surface  is 
thus  presented,  it  is  necessary  to  consider  the  various  sur- 
faces that  originally  composed  the  solid.  The  first  view 
drawn  is  always  that  in  which  the  cutting  plane  is  repre- 
sented as  on  edge.  The  intersections  of  the  original  sur- 
faces of  the  solid  with  the  cutting  plane  are  thus  shown ; 
and,  by  using  methods  of  projection  already  presented,  any 
view  of  the  section  may  then  be  drawn.  Those  portions  of 
the  solid  assumed  to  have  been  removed  are  not  shown  in  a 
section  drawing,  although  their  position  is  sometimes  indi- 
cated by  dotted  lines. 

77.  Sections  of  tlie  Spliere. — The  solid  that  presents 
the  most  simple  illustrations  of  sections  is  the  sphere,  or 
globe.  This  solid,  also  called  a  ball,  is  such  as  would  be  gen- 
erated by  the  revolution  of  a  circle  around  its  diameter  as 
an  axis. 

The  cylinder,  cone,  and  sphere  are  sometimes  called  the 
"three  round  bodies/'  or  the  solids  of  revolution.      It  will  be 
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shown  later  that  their  imaginary  formation  by  such  revolu- 
tion may  be  taken  advantage  of  by  practical  short  methods 
of  projection,  the 
principles  of  which 
are  based  on  this 
knowledge. 

A  full  view  of  any 
section  of  a  sphere 
is  a  circle.  If  the 
cutting  plane  passes 
through  the  center 
of  the  sphere,  the 
full  view  of  the  sec-  ~ 
tion  is  a  circle  whose 
diameter  is  the  same  fio.  29. 

as  the  diameter  of  the  sphere — or  the  great  circle  of  the 
sphere,  as  it  is  called.     If  the  cutting  plane  intersects  the 


^\ 

A    '  ^ 

Plan 

Bide 

^\ 

\ 

y 

^. 

r> 

\ 

\ 

Fio.  30. 

sphere  in  any  other  way,  the  section  is  still  a  circle,  but  of 
smaller  diameter,  and  is  measured  from  a  view  in  which 
the  cutting  plane  is  shown  on  edge. 

78.  Sections  of  the  Cul>e. — Fig.  29  is  a  projection 
drawing  of  the  cube  referred  to  in  former  illustrations  and 
shows  a  vertical  section.     It  will   be  noticed  that  the  view 
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of  the  section  in  the  elevation  is  the  same  as  the  view  in  the 
front  elevation  in  Fig.  2%.  This  is  always  the  case  in  sec- 
tions of  regular  prisms  where  the  ciilting  plane  is  parallel 
to  the  ends  of  the  prisoi.  Fig,  30  represents  a  diagonal 
section  of  the  cube,  the  measurements  of  which  will  be 
apparent  to  the  student  from  an  inspection  of  the  drawing. 
Fig.  31  is  an  oblique  section,  in  which  but  three  sides  of  the 
cube  are  intersected  by  the  cutting  plane;  in  this  figure^ 
the  full  view  of  the  sectional  surface  is  projected.     Fig.  32 


\/ 
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represents  a  section  taken  at  a  still  different  angle  and  posi- 
tion of  the  cube.  H7irn  a  ctitiing  plane  passes  through  a 
solid  having paraiiei  sides,  in  af/j  direetion  thai  causes  it  to 
intersect  Imik  of  those  paraiiei  sfdes^  those  sides  are  shown  in 
any  vieiv  by  parallel  lines.  Ncite  that  In  the  sectional  views 
of  Fig.  32  the  opposite  edges  of  the  surfarrs  arc  de-fined  by 
parallel  lines;  thus»  since  A  />  and  CD  ait*  parnlU*!  to  each 
other  in  the  plan  of  the  cube  in  Fig.  32,  so  A*  B'  and  C  D' 


this  line  for  these  three  purposes  is  somewhat  ptizzlingf  to 
the  beginner;  but  as  the  student  is  now  able  to  read  projec- 
tion drawings,  he  can  readily  determine  which  purpose  the 
line  is  intended  to  serve.  It  is  customary,  however,  as 
already  mentioned^  when  center  and  axial  lines  are  used,  to 
mark  them  as  such  by  neat  letteringf,  A  section  line  in  a 
complicated  drawing^  is  usually  designated  by  a  letter  placed 
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at  each  end  of  the  line,  to  which  reference  is  made  in  the 
following  manner:  If,  in  the  view  where  the  cutting  plane 
appears  as  a  line,  it  is  lettered  A-B,  the  full  view  of  the 
section  is  designated  as  a  ** section  on  the  line  A-B." 

80.  The  problems  for  this  plate,  of  which  there  are  four, 
consist  of  the  projection  of  the  section  drawings  indicated 
in  the  accompanying  illustrations.  They  are  to  be  repro- 
duced on  the  plate  by  the  student  to  the  dimensions  given 
on  each  figure.  The  cutting  plane  is  indicated  by  the 
line  A-B^  and  the  views  shown  may  be  understood  by  a 
careful  study  of  the  figures  on  the  plate  illustrating  each 
problem.  The  direction  of  a  certain  line  in  each  plan  is 
changed  in  these  views,  and  the  cross-section  is  accordingly 
represented  as  foreshortened  in  the  front  and  side  eleva- 
tions. A  view  is  also  to  be  projected  in  which  a  full  view 
of  the  sectional  surface  will  be  seen.  The  plate  is  to  be 
divided  into  four  equal  spaces  by  horizontal  and  vertical 
lines.     Problem  16  is  to  occupy  the  upper  left-hand  space. 

The  student  is  recommended  not  to  refer  to  the  reduced 
copy  of  the  plate  more  frequently  than  is  necessary  to  en- 
able him  to  fix  the  location  of  the  views  on  the  drawing;  he 
should  learn  to  depend  on  his  own  knowledge  of  projection. 


PROBLEM  16. 

81.  To  proj eet  sectional  vie^ws  of  an  octanponal  prism, 
the  cutting:  plane  crossing:  the  solid  at  an  oblique  ang:le 
and  leaving:  a  portion  of  the  upper  surface  Intact. 

Explanation. — The  position  of  the  prism  and  the  angle  of 
the  cutting  plane  is  shown  in  Fig.  33.  This  figure  is  to  be 
drawn,  as  at  {a)  in  the  left-hand  portion  of  the  space,  to  the 
size  required  *by  the  dimension  figures.  The  plan  is  then 
copied  to  the  right,  as  at  (b),  but  in  a  relatively  different 
position,  as  will  be  seen  by  the  arrangement  of  the  letters 
and  the  direction  of  the  line  CD.  Thus,  the  vdge  a^  which 
in  the  plan  of  (^7)  is  on  the  extreme  left  of  the  figure,  occu- 
pies a  position  nearer  the  lower  part  of  the  drawing  in  the 
plan  at  (h).     This  shifting  of  position  of  the  plan  may  be 
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effected  by  describing  circles  circumscribing:  the  octagons 

and  drawing  the  diameter  CD  at  an  angle  of  30°  to  V  P»  as 

shown  in  the  plan  at  {a).     This  diameter  is  then  drawn  in 

a  vertical  position  in  the  second  plan  (i),  after  which  the 

arc  Da^  as  measured  on  the  first,  may  be  set  off  with  the 

dividers  on  the  second  plan.     The  projections  of  the  front 

and  side  elevations  are  then  made  in  the  regular  way,     The 

projection  of  the  full  view  is  accom-  a 

plished  by  drawing  projectors  at  right 

angles  to  the  cutting  plane  A  A    At 

a    convenient    distance,    as    shown 

at  (r),  draw  the  center  line  a* j*^  and 

from  this  line  set  off  with  the  dividers 

the  distances   from    the   line  tz  e  as 

found  in  the  first  plan.     As  similar 

positions  have  corresponding  letters 

in  the  different  views  on  the  plate, 

the  student  will  have  no  difficulty  in 

recognizing  the  method  of  transfer, 

it  being  the  same  as  that  mentioned 

in  Art.  53.    Observe  that  the  sides 

of  the  section  b'  c*  and^V,  and  i'r' 

and  g'  o",  are  parallel  in  every  view 

shown,  since  the  sides  be  and  go  {/)  fig.  m. 

are  parallel,  as  shown  in  the  plan  of  the  solid.     The  same  is 

true  of  hg  and  co  {d)^  as  seen  at  h" g'  and  c* o*  in  {c)  (see 

Art.  78). 

The  student  will  finish  the  drawing  on  the  plate  in  as 
complete  a  manner  as  in  the  drawling  of  the  cube  in  Fig.  20, 
but  omitting  all  reference  letters.  The  surface  of  all  sec- 
tions in  each  view  is  to  be  cross-hatched,  as  in  Figs,  29-32* 
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PROBLEM  If- 

82.     To    project    sectional    views    of   a    hexajGronal 
pyramid. 

The  dimensions   and  position   of   the    pyramid   and  the 
angle  of  the  cutting  plane  arc  indicated  in  Fig]  34.     Any 
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in  boiler  and  pipework.  The  dimensions  of  this  solid  are 
better  shown  in  the  projection  at  Fig.  37.  Its  upper  base 
is  a  circle  1^^  inches  in  diameter,  while  the  lower  base 
is  an  oval,  which  may  be  drawn  by  the  method  shown  in 
Geometrical  Drawing,  The  end  circle  of  the  lower  base  is 
described  with  a  radius  of  1  inch  from  a  center  located 
at  B,  Fig.  37,  the  distance 
between  the  centers  of  the 
upper  and  lower  bases,  as 
measured  on  the  plan  be- 
tween A  and  j5.  Fig.  37,  being 
f  inch.  The  vertical  height 
of  the  solid  is  1^  inches. 


Fig.  86. 


Fig.  87. 


The  plan  and  front  and  side  elevations  are  drawn 
as.  shown  on  the  plate,  and  since  the  methods  of  projec- 
tion are  no  different  from  preceding  problems  represent- 
ing regular  solids,  definite  instructions  for  this  work  are 
omitted.  Particular  attention  is  directed  to  the  method 
of  finding  the  outline  of  the  section,  as  its  application 
to  various  processes  of  patterncutting  is  of  great  impor- 
tance. The  direction  of  the  cutting  plane  is  shown  in  the 
side  elevation  at  {a)  by  the  line  A  B  on  the  plate.  The 
plan  and  elevation  is  to  be  redrawn  on  the  plate  in  the 
position  shown  thereon  at  (/^),  and  the  full  view  of  the  sec- 
tion is  projected  toward  the  upper  part  of  the  drawing.  As 
it  is  desired  to  show  a  section  through  a  certain  portion  of 
this  solid,  it  is  first  necessary  to  locate  a  number  of  points 
on  the  line  tiiat  represents  the  cutting  plane.  Since  the 
solid  presents  no  edges  that  intersect  this  plane,  a  number 
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o£  lines  are  to  be  assumed  as  drawn  on  the  curved  surface 
of  the  solid. 

Construction. — First  draw  a  horizontal  line  through  the 
central  portion  of  the  plan,  as  /;/  n  in  the  drawing  on  the 
plate;  this  divides  the  figure  into  symmetrical  halves. 
Next,  by  spacing,  divide  the  outline  of  each  base  into  the 
same  number  of  equal  parts,  as  at  a^  b^  c^  etc.  on  the  upper 
base  and  /,  ^,  r,  etc.  on  the  lower  base.  Project  the  points 
thus  located  to  the  elevation  and  draw  connecting  lines  in 
both  views,  as  shown.  Across  the  elevation  draw  the  line  C D^ 
representing  the  cutting  plane,  and  project  the  intersections 
of  this  line  at  i,  ^,  5,  etc.  to  the  plan,  producing  each  line 
thus  drawn  until  it  meets  the  horizontal  line  m  n.  The  full 
view  of  the  sectional  surface  may  now  be  drawn  as  follows: 
Draw  projectors  vertically  upwards  from  the  points  i,  ^,  3^ 
etc.  in  the  elevation,  and  at  a  convenient  height  from  that 
view  draw  the  horizontal  line  /;/' ;/'.  The  width  of  the  sur- 
face, as  measured  on  each  line,  may  now  be  set  off  with  the 
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dividers,  as  directed  in  Art.  63;  thus,  take  the  space  xy 
from  the  plan  and  transfer  it  to  corresponding  positions 
at  X* y x' ^  on  the  same  line  in  the  full  view.  Transfer,  in 
like  manner,  the  length  of  each  vertical  dotted  line  shown 
in  the  plan  to  the  full  view,  and  trace  an  irregular  curve 
through  the  points  thus  located,  completing  the  projection. 
This  curve  may  also  be  traced  through  the  plan  and  there 
indicated  by  short  cross-hatching,  while  the  full  view  of  the 


78 


PRACTICAL   PROJECTION. 


sectional  surface  is  designated,  as  heretofore,  by  cross-section 
lines  in  the  manner  shown  on  the  plate. 

85.  Practical  Method  of  I?epref*entliiwr  Certain  Sec- 
tloiiSt — In  workinj^  drawings,  particularly  lht>se  made  for 
the  execution  of  sheet-metal  work,  a  section  drawing  is  often 
made  directly  over  another  view,  and  the  lines  indicating 
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the  section  are  distinguished  by  short  cross-hatching;,  as 
shown  on  the  plate  in  the  plan  of  the  preceding  problem. 
Short  portions  of  sectional  views  are  also  frequently  show^n 
in  this  way  on  working  drawings,  in  order  to  indicate  the 
form,  or  profde,  of  moldings,  the  different  planes  of  adja- 
cent surfaces,  or  the  different  levels  at  which 
certain  notations  are  made.  Thus,  in  Fig.  38, 
which  shows  a  gable  finish,  the  section  at  A 
is  the  profile,  or  **stay,"  of  the  molding, 
while  the  section  at  B  indicates  that  the 
panel  shown  is  a  siifik  panel. 

In  detail  drawings  (mere  projections 
drawn  full  size)  for  decorative  sheet-metal 
work,  sections  are  frequently  shown  at  dif- 
ferent portions  of  the  drawing,  as  in  Fig.  3l>, 
an  inspection  of  which  will  enable  the  student 
fully  to  comprehend  the  character  of  the 
various  parts,  witliout  the  aid  of  another 
view.  Sections,  therefore,  properly  under- 
stood and  used,    may   be   t-mpluyed   by   the 
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draftsman  in   many  ways,  and   arc  frequently  a  means  of 
shortening  the  labor  of  drawing  intricate  projections. 

The  lines  representing  the  sides  of  the  octagonal  shaft  in 
Fig.  40  are  broken  in  the  lower  part  of  the  figure,  this  being 
a  means  of  indicating  that  the  full  length  is  not  shown  in 
the  drawing.  Reference  to  the  dimension  figures  gives  the 
reason,  it  being  obviously  unnecessary  to  make  a  drawing 
extending  the  full  length  of  a  simple  form* 
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86.  Conic  Sections.— The  divisions  on  this  plate  are 
the  same  as  on  the  precedtng  plate.  The  two  problems  to 
be  constructed  are  those  relating  to  sections  of  the  cone. 
Besides  their  use  in  many  calculations  of  the  arts  and  higher 
sciences,  conic  sections  are  of  great  value  to  the  architec- 
tural and  mechanical  draftsman,  for  the  curves  thus  de- 
veloped possess  great  beauty  and  symmetry,  and  when  used 
in  moldings,  present  pleasing  architectural  effects  of  light 
and  shade. 

The  full  view  of  the  section  of  a  regular  cone  made  by  a 
cutting  plane  parallel  to  its  base  is  a  circif ;  if  the  cutting 
plane  passes  through  the  vertex  and  the  base  of  the  1  cone, 
the  section, is  a  triangle;  if  the  cutting  plane  is  at  an 
oblique  angle  to  the  base,  which  angle  is  less  than  the  angle 
made  by  the  elements  of  the  cone  with  the  base;  the  section 
is  an  ellipse;  if  the  cutting  plane  is  parallel  to  any  line 
drawn  on  the  convex  surface  of  the  cone  from  the  base  to 
the  vertex — ^that  is,  parallel  to  any  element  of  the  cone— the 
section  is  a  parabala ;  if  the  cutting  plane  is  at  any  angle 
(but  not  passing  through  the  vertex  of  the  cone)  greater 
than  the  angle  which  the  elements  of  the  cone  make  with 
the  base,  the  section  is  an  hyperbola. 

87.  Elements  of  tlie  Cone,— In  the  construction  of 
Problem  19,  where  it  was  desired  to  project  a  section  of  a 
solid  whose  curved  surface  presented  no  edges,  it  was  found 
necessary   to   assume    lines   on   that   surface,    in   order   to 
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establish  points  of  intersection  with  the  cutting  plane.    This 
process  must  be   followed  with   all   solids   whose   surfaces 

are  curved,  and  in  the  case  of  the 
cone  the  lines  thus  assumed  have  a 
further  use,  as  will  appear  later. 
The  manner  in  which  these  lines 
are  located  on  the  surface  of  the 
regular  cone  is  of  special  impor- 
tance and  IS  as  follows:  The  out- 
line of  the  base  in  the  plan  is  first 
divided  by  spacing  it  into  a  number 
V-^'C  of  equal  parts  (10,  in  the  plan  of 
Fig.  41).  The  points  thus  located 
are  then  projected  to  a  view  in 
which  the  cone  is  represented  as  in 
the  elevation  of  Fig.  41 — that  is,  a 
right  view — and  lines  are  then 
drawn  from  these  points  to  the 
vertex.  They  are  also  shown  on 
the  plan  in  the  same  relation, 
each  line  being  represented  as  a 
radius  of  the  circle  at  the  base  of 
the  cone.  These  lines  are  called 
the  elements  of  the  cone,  the  term  being  used  in  this  case 
as  it  is  in  Arithmetic. 

In  such  a  view  of  a  cone  as  presented  in  the  elevation  of 
Fig.  41,  only  two  of  these  elements  (viz.,  A  B  and  A  C)  can 
be  shown  in  their  true  length — all  the  others  are  foreshort- 
ened. This  must  be  borne  in  mind  by  the  student,  for  it 
is  evident  that  only  on  such  lines  as  are  shown  in  their  true 
length  can  measurements  be  obtained  for  any  points  of  in- 
tersection. Those  points  that  are  located  on  foreshortened 
elements  are  determined  in  a  partiriihir  way,  as  will  appear 
during  the  construction  of  the  followini^  problem. 

The  plan  and  front  and  side  elevations,  and  the  full  view 
of  the  section  for  each  problem  and  case,  are  to  be  drawn 
on  this  plate  in  the  same  corresponding^  nlation  as  on  the 
preceding  plate. 


Fig.  41. 
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PBOBIiEM  SO. 

88.    To  project   sectional  vieiprs   of  a   cone. 

The  three  cases  of  this  problem  should  be  carefully  stud- 
ied by  the  student,  for  on  the  application  of  the  principles 
here  shown  depend  nearly  all  operations  of  pattern  drafting 
that  relate  to  so-called  flaring  work.  A  clear  conception  of 
the  methods  used  will  be  found  indispensable  to  the  drafts- 
man that  desires  to  become  proficient  in  his  work.  An 
eflEort  should  be  made  on  the  part  of  the  student  to  trace 
each  operation  to  its  fundamental  principle,  when  it  will  be 
discovered  that  the  drawing  practically  resolves  itself  into 
a  continuation  of  problems  relating  to  the  true  lengths  of 
foreshortened  lines.  Since  such  problems  have  occupied 
his  attention  during  the  drawing  of  the  earlier  plates,  he 
should  have  no  difficulty  in  following  the  constructions  here 
given. 

Case  I. —  When  the  cutting  plane  is  oblique  to  the  base 
and  intersects  all  the  elements  of  the  cone. 

The  position  of  the  cone,  its  dimensions,  and  the  angle  of 
the  cutting  plane  are  shown  in  Fig.  41. 

Construction. — Draw  a  right  plan  and  elevation  and 
represent  the  cutting  plane  m  n  (see  plate)  by  a  line  drawn 
at  an  angle  of  45°  with  B  C,  cutting  A  B  ^  inch  from  B. 
Divide  the  circle  that  represents  the  outline  of  the  base  of 
the  cone  into  any  convenient  number  of  equal  parts  (in  this 
case  16).  Draw  lines  from  these  points  (^,  i,  2,  3^  etc.)  to 
the  center;  next,  project  these  lines — or  elements,  as  they 
are  called — to  the  elevation.  Project  the  intersections  of 
the  elements  in  the  elevation  with  the  cutting  plane  in  n 
to  the  corresponding  elements  in  the  plan  and  trace  a 
curve  through  the  points  thus  obtained. 

Attention  is  called  to  the  fact  that,  although  the  distances 
between  the  points  found  in  this  manner  are  unequal,  yet 
the  foreshortened  view  of  the  sectional  surface  thus  shown 
in  the  plan  is  a  true  ellipse,  as  is  also  the  full  view  of  the 
section  next  to  be  drawn.     Project  a  side  elevation  to  the 

100—7 


is,  in  this  case,  parallel  to  the  side  A  N  <>(  tht!  cone  and 
cuts  EC  \  inch  from  B.  The  method  of  drawing  these  pro- 
jections is  precisely  similar  to  that  in  the  preceding  case, 
and  since  corresponding  points  are  similarly  designated  in 
the  different  views  shown  on  the  plate,  the  stndent  should 
experience  no  difficulty  in  completing  the  drawing. 

Case  lll.^lVhcH  the  cutting  plane  is  pcrpnuiictiiar  to  (he 
base  of  the  rone,  the  section  being^  an  li>i>erl)ola. 

Explanation. — ^To    produce    that    section   of   the    cone 
known  as  the  hyperbola,  the  cutting  plane  m;jy  fnrm  with 
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the  base  any  angle  included  between  a  right  angle  and 
the  angle  formed  by  an  element  with  the  base  (as  the  angle 
ABC,  Fig.  43).  The  dimensions  and  position  of  the 
cone  and  the  cutting  plane  are  shown  in  Fig.  43,  and  since 
the  method  of  projection  is  the  same  as  in  the  two  prece- 
ding cases,  the  student  may  complete  the  views  without 
further  instruction.  In  this  case,  the  projection  of  a  sep- 
arate full  view  may  be  omitted,  the  latter  being  shown  in 
the  side  elevation. 


PROBLEM  21, 

89«     To  project  sectional  views  of  a  scalene  cone. 

ExpLANATlox. — This  solid,  which  is  of  varied  form  and 
of  frequent  occurrence  in  the  metal  trades^  is  an  irregular 
geometrical  figure.  It  is 
a  cone  whose  axis  is  in- 
clined to  its  circular  base. 
All  the  elements  of  a  reg- 
ular   cone    are    of    equal 

length,   but   the  elements                           "'V^       /      /        I  ^* 
of  a  scalene  cone  are  nec- 
essarily of  variable  length, 
for,  since   its  axis   is   in- 
clined toward  a  portion  of  b,'^ ^ 
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the  base,  the  elements  in 
that  part  of  the  surface 
must  be  shorter.  It  is  to 
be  noted,  in  this  case,  that 
the  axis  of  the  cone  shown 
in  Fig.  44  does  not  pass 
through  the  center  of  the 
circle  that  represents  the 
base  of  the  solid. 

Construction, — ^To  re- 
produce this  drawing  on  the  plate,  draw  first  the  horizontal 
line  ia  in  the  plan  3|  inches -long,  as  called  for  by  the 
dimension  figures  in  Fig.  44;  next,  describe  the  circle  bSc 
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2|  inches  in  diameter  from  a  center  located  on  the  line  ba^ 
its  circumference  passing  through  the  point  b.  Project  the 
elevation  according  to  the  dimensions  given  in  Fig.  44. 
The  axial  line  is  next  drawn;  bisect  the  angle  B A  C  and 
draw  the  bisector  A  O;  represent  the  cutting  plane  vin  by 
a  line  drawn  perpendicular  to  A  O  and  cutting  A  C  \  inch 
from  C, 

The  method  of  projection  for  the  various  views  of  this 
solid  is  the  same  as  in  formier  cases;  that  is,  divide  the  out- 
line of  the  base  in  the  plan  into  a  convenient  number  of 
spaces  (12  in  this  problem),  and  from  points  thus  located 
draw  the  elements  to  the  apex  a  (see  plate).  Next,  project 
these  elements  to  the  elevation,  and  finally  project  their 
intersections  with  the  cutting  plane  to  the^^ifferent  views,  as 
shown  in  the  drawings  on  the  plate.  Note  that  the  full 
view  of  the  section,  which  in  this  problem  is  taken  at  right 
angles  to  the  axis  of  the  solid,  is  an  ellipse.  If  the  cone 
were  in  an  upright  position — that  is,  with  its  base  at  right 
angles  to  the  axis  (as  that  part  of  the  cone  above  the  cut- 
ting plane  in  Fig.  44) — the  solid  would  be  termed  an 
"elliptical"  cone.  This,  strictly,  is  not  a  geometrical 
solid,  but  its  characteristics  in  projection  drawing  are  some- 
what similar  to  the  regular  cone,  although  the  elements  in 
each  quarter  of  the  base  are  always  of  unequal  length. 

The  student  should  now  be  able  to  project  any  sections 
that  may  be  desired. 
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90,  The  Miter  Tjlne. — To  represent  properly  the  inter- 
sections of  the  surfaces  of  solids — or  to  **draw  the  miter 
line,"  as  it  is  commonly  called — is  the  last  process  of  projec- 
tion used  before  the  patterns  for  any  sheet-metal  work  may 
be  developed.  It  has  already  been  remarked  that  plane  sur- 
faces intersect  in  a  line;  the  representation  of  the  intersec- 
tion of  plane  surfaces  is  therefore  a  very  simple  process, 
the   draftsman    merely    having    to    define    each  surface  by 
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the  application  of  the  regular  projection  methods  already 
explained.  The  intersection  of  curved  surfaces  is  appar- 
ently more  complicated^  but  only  because  it  is  necessary  to 
locate  a  greater  number  of  points  than  are  required  for  the 
intersection  of  plane  surfaces.  The  location  of  points  for 
the  representation  of  the  intersection  of  curved  surfaces  is 
done  in  a  manner  somewhat  similar  to  that  already  shown 
in  connection  with  the  projection  of  plane  surfaces  having 
curved  outlines.  There  is,  however,  this  important  differ- 
ence to  be  observed:  in  the  case  of  the  surfaces  mentioned, 
their  projection  is  accomplished  by  means  of  pmnts  located 
on  their  outlines;  while  in  the  case  of  the  intersection  of 
curved  surfaces,  it  is  necessary  to  locate  lines  in  such  posi- 
tions on  each  surface  that  they  will  lie  in  the  same  plane, 
although  drawn  on  different  surfaces.  It  is^  possible  to 
locate  a  number  of  these  lines  in  such  positions  on  the 
drawing  that  through  their  points  of  intersection  a  curve 
may  be  traced  that  will  be  the  correct  line  of  intersection 
of  the  surfaces, 

91#     Relation  of  the  Miter  Ziine  to  the  Pattem,^ — No 

drawing  of  an  object  in  which  intersected  solids  are  repre- 
sented is  complete  unless  the  line  of  intersection  is  accu- 
rately produced.  This  is  a  very  important  part  of  the 
drawing,  and  the  correct  **fit'*  of  the  pattern  in  work  of 
this  class  often  depends  entirely  on  the  accuracy  with  which 
the  line  of  intersection  is  drawn.  In  fact,  a  development,  or 
pattern,  cannot  be  made  until  the  drawing  is  complete  in 
this  particular.  The  principles  governing  the  use  of  these 
lines  are  clearly  shown  in  the  explanation  accompanying 
the  problems,  which  the  student  should  study  carefully;  for, 
if  he  thoroughly  comprehends  the  principles  governing 
their  use  and  exercises  due  care  to  see  that  lines  are  drawn 
from  the  same  corresponding  points  in  each  view,  he  will 
have  no  difficulty  in  producing  the  correct  lines  of  intersec- 
tion for  the  surfaces  of  the  solids  represented  on  these 
plates,  orj  in  fact,  for  the  surfaces  of  any  solid.  The  prob- 
lems for  this  plate  consist  of  the  projection  of  intersecting 
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solids  having  plane  surfaces*  The  soHds  are  shown  in  per- 
spective in  the  illustrations  accompanying  each  problem, 
and  reference  to  the  projections  on  the  plate  will  be  suffi- 
cient to  show  the  method  of  finding  the  lines  of  intersection. 


92,     To  project  "%^ews  of  lutersecttujor  prisms. 

When  the  plane  or  curved  surfaces  of  any  solid  so  inter- 
sect as  to  present  one  continuous  surface — that  is,  so  that 
the  surfaces  meet  **edge  and  edge'*  in  the  same  plane — no 
line  of  intersection  is  necessary,  since  such  surfaces  are  rela- 
tively in  (and  a  part  of)  the  same  plane.  When,  however, 
the  surfaces  of  one  solid  intersect  a  centra!  portion  of  the 
surface^  or  surfaces,  of  another  solid,  it  is  necessary  that 
the  line  of  intersection— that  is,  the  boundary  lines  of  the  sur- 
faces of  the  intersecting  solid — should  be  accurately  drawn. 

Case  I* — IV/ifH  the  axes  of  the  prisms  intersect  at  an  angle 

ofdif. 

Explanation. — The  solids  for  the  projection  of  this  prob- 
lem are  shown  in   perspective  in  Fig.  45,  which  represents 
also  their  position  in  the  intersection  of 
Case  L     The  figure  consists  of  an  up- 
right shaft  in  the  form  of  a  quadrahgu- 
lar  prism  with  a  horizontal  octagonal 
prism   intersecting,    or  *Vniitering/*  at 
right  angles   along    the    axial    lines   of 
the    two  solids*       The   projection   and 
arrangement   of   the   solids   is  seen  in 
"^^Z^t^'^      the  drawings  for   this  problem  on  the 
Fig.  45.  plate.     It  will  be  noticed  that  the  octa- 

gons drawn  in  dotted  lines  in  the  figure  do  not  form  a 
part  of  the  finished  drawing,  but  are  thus  drawn  to  facili- 
tate the  projection,  as  the  edges  of  the  solids  may  thus  be 
determined  before  the  side  view  is  drawn.  It  is  often  con- 
venient to  place  portions  of  views  temporarily  on  the  drawl- 
ing in  this  manner,  as  much  labor  is  thereby  saved.     The 


PRACTICAL   PROJECTION. 


87 


plan  is  completed  first  and  the  remainder  of  the  drawing 
finished  in  the  usual  way,  as  may  be  seen  from  the  reduced 
copy  of  the  plate.  It  is  thus  shown  that  the  correct  line  of 
intersection  is  found  by  simple  methods  of  projection,  the 
position  of  the  points  in  the  line  being  determined  by  pro- 
jection from  the  different  views. 

CoKSTRUCTioK. — Draw  the  plan  A  BCD  in  its  proper 
position^  as  shown  on  the  plate,  and  next  construct  the 
elevation  A  A'  C  C^  thus  completing  the  projection  of  the 
quadrangular  prism  as  though  that  solid  alone  were  to  be 
represented.  Draw  a  horizontal  axial  line  (not  shown  on 
the  plate)  for  the  octagonal  prism  through  both  views,  and 
at  the  left  of  the  views  thus  drawn  construct  a  full  view  of 
the  end  of  the  octagonal  prism,  as  shown  by  the  octagons 
in  dotted  lines  on  the  plate.  Next  draw  the  lines  that  rep- 
resent the  edges  of  the  octagonal  prism  in  both  views. 
From  the  points  of  intersection  of  such  lines  in  the  plan 
with  the  edges  A  B  and  A  D  of  the  quadrangular  prism, 
draw  primary  projectors  to  corresponding  lines  in  the  eleva- 
tion. Draw  connecting  lines  through  the  points  of  inter- 
section thus  determined  in  the  elevation,  as  shown  at  a!  b* c*  d* 
on  the  plate.  This  completes  the  projection  of  that  view; 
the  side  elevation  may  then  be  projected  by  means  of 
secondary  projectors,  as  in  former  problems. 

This  plate  is  divided  in  the  same  manner  as  the  preceding 
plate>  and  the  projections  for  this  case  are  drawn  in  the 
upper  left-hand  space. 

Case  II. —  When  the  axes  intersect  at  an  oblique  angle. 

This  projection  is  completed  as  shown  on  the  plate.  In 
this,  as  in  the  preceding  case,  the  plan  is  first  drawn;  but 
before  it  can  be  completed,  a  portion  of  the  elevation  has  to 
be  drawn  in  order  to  determine  the  outline  of  the  octagonal 
surface  in  the  plan  (Problem  6), 

Construction. — ^First  draw  the  outline  A  B  C Din  the 
plan,  and  then  construct  the  octagon  shown  in  dotted  lines 
at  (*i),  from  the  points  of  which  draw  horizontal  lines  to  the 
plan  of  the  quadrangular  prism,  in  the  manner  shown.    Next 
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draw  the  elevation  of  the  quadrangular  prism,  and  locate  the 
point  X  midway  on  the  line  A  A' ;  the  angle  of  mclination  of^ 
the  octagonal  prism  is  in  this  case  45°,  and  a  line  at  that 
angle  is  then  to  be  drawn  through  x  for  the  axial  line  of  that 
solid.  Construct  the  full  view  of  the  end  of  the  octagonal 
prism  at  (b),  and  from  the  points  e,  /,  ^,  etc.  in  that  view,  draw 
lines  of  indefinite  length  toward  the  right;  intersect  these 
lines  at  a\  b\  c\  and  d'  in  the  elevation  by  vertical  primary 
projectors  drawn  from  corresponding  points  in  the  plan,  thus 
establishing  the  line  of  intersection  in  the  elevation.  The 
plan  is  then  completed  by  drawing  primary  projectors  verti- 
cally downwards  from  the  edge  view  of  the  end  of  the 
octagonal  solid  in  the  elevation  and  tracing  the  outline  of 
the  inclined  surface  thus  designated,  as  in  Problem  6.  The 
side  elevation  is  next  projected  by  the  arc  method  of  second- 
ary projectors,  as  heretofore.  Note  that  the  intersection 
of  the  upper  portion  of  the  octagonal  surface  is  to  be  rep- 
resented in  that  view  by  dotted  lines. 

Case  III. —  When  the  axes  are  at  an  oblique  angle y  but  do  not 
intersect. 

Explanation. — The  position  of  the  solids  is  shown  in  the 
drawings  on  the  plate,  and  the  projections  do  not  differ 
materially  from  those  of  the  two  preceding  cases.  The 
octagonal  solid  is,  in  this  case,  inclined  at  an  angle  of  30°,  and 
its  axial  line  m  ;/,  as  shown  in  the  plan,  is  drawn  ^-g-  inch 
below  the  center  of  the  quadrangular  prism.  The  order  of 
procedure  is  the  same  as  that  given  for  the  drawing  of 
Case  II,  and  will  present  no  difficulties  to  the  attentive 
student.  It  is  necessary,  however,  to  use  extreme  care  in 
these  projections,  in  order  that  the  position  of  points  in  the 
different  views  may  be  located  in  the  same  corresponding 
position  with  regard  to  ofte  another.  * 


*Too  much  stress  cannot  be  laid  on  this  important  statement;  as  the 
student  progresses  with  the  projection  of  the  views,  he  will  see  the  im- 
portance of  this  matter.  The  work  must  be  done  slowly,  keeping  the 
pencil  points  well  sharpened;  the  position  of  the  points  in  the  drawing 
may  then  be  accurately  determined,  if  the  views  are  constantly  com- 
pared. If  this  is  done,  there  will  be  no  difficulty  attached  to  any  of  the 
problems  to  follow  in  this  Course. 
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Fig.  46. 


PROBLEM  S3p 

93.  To  project  rlews  of  a  prism  Intersected  by  a 
cylinder. 

Explanation. — Fig.  46  is  a  perspective  view  of  an  octag- 
onal prism  intersected  by  a  cylinder  at  aa  oblique  angle,  the 
axes  of   the  solids  not  intersect-  _ 

ing.      The   arrangement    of  the 
views,   the  dimensions,  and   the 

p  angle  of  inclination  are  shown  on 

.the  plate.     The  projection  of  this 
problem  is  very  similar  to  the  last 

,  case  of  Problem  22.  Note  that 
the  position  of  the  two  solids  is 
such  that  the  axis  of  the  cylinder 
intersects  the  edge  D  of  the 
prism.  The  circles  that  represent 
the  end  surface  of  the  cylinder  in  each  view  are  divided  into 
a  convenient  number  of  equal  spaces,  and  from  the  points 
thus  located  lines  parallel  to  the  axis  of  the  cylinder  are 
drawn  on  its  surface.  These  lines  are  then  projected  in 
the  same  way  as  the  lines  that  represented  the  edges  of 
the  octagonal  prism  in  Problem  22.  Since  the  surface 
of  the  cylinder  is  a  curved  surface,  the  line  drawn  through 
the  points  of  intersection  of  the  two  solids  will  be  a  curved 
line. 

94.  General  Instruction  Relating  to  Intersections. 
When  points  are  located  on  the  full  view  of  a  surface  in  a 
plan  and  elevation,  as  on  the  circles  at  (a)  and  (d)  in  the 
drawings  on  the  plate  for  the  last  problem,  care  must  be 
taken  that  the  distinction  between  the  different  views  is 
maintained;  thus,  the  point  -r,  at  {n)  and  in  the  plan,  is 
located  at  x*  at  (d)  and  in  the  elevation,  both  positions  on 
the  drawing  representing  the  same  position  on  the  solid. 
Any  other  points  thus  located  on  an  outline  will  be  changed 
in  a  corresponding  way  with  relation  to  one  another.  To  pro- 
ject intersections  of  solids^  all  of  whose  surfaces  are  bounded 
by  parallel  lines,  or  on  whose  surfaces  parallel  lines  may  be 
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that  are  familiar  to  all  sheet-metal  workers;  namely,  pipe 
angles  (a),  elbows  (d),  Y's  (r),  and  T's  (r/).  The  same  is 
also  true  of  similar  moklings  '*mitered  "  in  a  plane  in  which 
the  true  length  of  all  members  of  such  moldings  may  be 
shown.  The  line  of  intersection  may  always  be  found  in 
such  cases  by  bisecting  the  angle  made  by  the  pipe  or  mold- 
ings. Fig-  47  also  illustrates  an  example  of  line  shading 
often  used  by  draftsmen  to  designate  cylindrical  surfaces  on 


m 
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working  drawings.  When  cylinders  of  different  diameters 
intersect  (or  cylinders  of  the  same  diameter  whose  axes  do 
not  intersect),  the  lines  of  intersection  in  any  view  are 
curved  lines,  and  are  fottnd  in  a  manner  similar  to  the  pro- 
jection in  the  last  problem.  The  lines,  however,  that  are 
drawn  on  any  one  cylinder  must  be  projected  to  the  inter- 
secting cylinder,  for  it  is  at  the  intersection  of  lines  thus 
drawn  that  points  are  established  through  which  the  curve 
of  intersection  may  be  traced.  This  is  illustrated  in  Prob- 
lem M, 
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rHOBLEM  84. 

07,     To  project  Wews  of  Intersecting   cyllnclei's   of 
uuoqiml  dliijueters. 

Explanation. — Fig.  48  is  a  perspective  view  of  a  branch  Y 
of  occasional  occurrence  in  blowpipe  work.  The  arrange- 
ment of  the  views  and  the  method  of  projec- 
tion are  shown  on  the  plate,  and  since  it  is 
similar  to  those  of  drawings  that  have  been 
made  on  the  preceding  plate,  no  definite  in- 
structions are  necessary.  The  diameter  of 
the  larger  cylinder  is  2  inches  and  that  of 
the  smaller  1  inch,  while  the  angle  of  inter- 
section shown  in  the  elevation  is  45°.  The 
position  of  the  two  cylinders  is  such  that 
the  outline  r  s  of  the  smaller  cylinder  in  the 
plan  is  tangent  to  the  circle  that  represents 
the  large  cylinder.  Note  the  position  of  points  on  the  cir* 
cle  that  represents  the  end  surface  of  the  smaller  cylinder  in 
the  plan,  at  a,  ^,and  c,  and  their  corresponding  location  at^', 
^',  £■',  etc,  in  the  elevation  (Art.  94).  Also,  observe  that  cer- 
tain points  on  lines  drawn  on  the  surface  of  the  smaller  cylin- 
der, as  the  lines  m  n,  pq^  and  rs  in  the  plan,  are  projected  to 
the  front  elevation,  where  they  are  represented  as  lines  at 
n*  n\  (/if,  and/ JT*.  These  corresponding  lines  are  in  the 
same  plane  and  are  the  lines  drawn  on  the  surface  of  the 
larger  cylinder,  as  above  mentioned.  Through  the  points  of 
their  intersection  with  lines  drawn  from  a\  b\  and  c*  in  the 
elevation,  the  curved  line  of  intersection  of  the  two  cylinders 
is  to  he  traced,  thus  completing  the  problem.  Project  the 
side  elevation  as  heretofore. 
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Explanation.^ — Fig.  49  is  a  perspective  \Ww  oi  a  steam - 
exhaust  head^  a  niodifiralion   of  which  is  \n  common   use. 
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The  drawing  on  the  plate  is  a  complete  projection  of  the 
sarne^  in  which  the  proportion  of  the  cylinder  C  is  increased, 
in  order  to  show  the  method  of  projection  to  better  ad- 
vantage. Observe  that  the  position  of  the  object  is  re- 
versed, as  the  drawing  is  thereby  facilitated.  The  eleva- 
tions on  the  plate  show  that  the  lines  of  intersection  of 
the  two  cylinders  A  and  B  with  the  cone  are  representeu 
"by  straight  lines;  this  is  always  the  case  when  a  cylinder 
whose  diameter  is  equal  to  a  section 
of  the  cone  intersects  in  this  manner* 

Construction.  —  First,  construct 
the  elevation  of  the  cone  in  its  proper 
place  on  the  drawing  and  in  accord- 
ance with  the  dimensions  given  on  the 
plate.  The  cylinders  A  and  B  are 
then  drawn  as  shown.  Next,  draw 
the  plan  and  represent  the  outline  of 
the  cylinder  C  in  that  view  by  a  circle 
of  the  diameter  indicated  on  the  plate. 
Divide  this  outline  into  a  convenient  number  of  equal  spaces 
(in  this  case  8),  as  shown  at  a,  /^,  r,  etc.,  and  through  each 
of  these  points  draw  elements  of  the  cone,  as  O />,  O  q^  etc. 
Project  these  elements  to  the  elevation  and  locate  thereon 
by  projection  methods  the  position  of  the  points  of  intersec- 
tion a\  h\  g\  etc.  Complete  the  elevation  by  drawing  the 
outline  of  the  cylinder  C  in  that  view  and  tracing  the  line 
of  intersection  of  the  two  solids  through  the  points  a\  /i\g\ 
etc.     Project  the  side  elevation  by  the  usual  methods. 


Fig.  49. 


PROBT.EM  «0. 
99 ,    To  proj ec t  vle^vs  of  i n t e rsec ti ng  e o nes. 

Fig.  50  is  a  perspective  view  of  an  object  that  illustrates 
this  problem.  The  cones  are  shown  in  a  somewhat  more 
convenient  proportion  for  this  problem  in  the  projections 
on  the  plate.     The  construction  of  this  problem  must  be 
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followed  very  carefully,  as  a  number  of  the  operations  are 
necessarily  made  over  one  another  on  the  drawing  and  the 

student    must    be   careful    to   dis- 
tinguish each  process. 

Construction, — Describe  a  circle 
2}  inches  in  diameter  in  the  plan 
to  represent  the  lower  base  of  the 
larger,  or  intersected,  cone  in  that 
view;  and  from  the  same  center  de- 
scribe a  circle  ^  inch  in  diameter, 
to  represent  the  upper  base.  Pro- 
ject the  front  elevation  of  this  cone, 
and  define  the  frustum  2^  inches 
high,  as  shown  on  the  plate^  pro- 
ducing the  outlines  until  they  meet 
in  the  vertex.  Next,  through  the 
point  I\  Fig.  51,  draw  the  axial  line  of  the  smaller,  or  inter- 
secting, cone  (the  line  A  I>\  Fig.  51)  at  an  angle  of  45"* 
with  the  base  of  the  larger 
cone;  locate  the  point  A 
3  inches  from  /%  and,  after 
fixing  the  point  C  1  inch 
from  F^  draw  CD  perpen- 
dicular to  A  h\  Draw  the 
outline  of  the  upper  base  of 
the  smaller  cone  in  the  ele- 
vation parallel  to  CD  and 
J  inch  from  A,  Draw  the 
full  view  of  the  base  of  the 
smaller  cone  at  J  B H\  di- 
vide this  outline  into  a  con- 
venient number  of  equal 
parts,  as  at  y,  a^  7?,  c^  etc. , 
and  project  these  points  to 
the  base  CD,  Draw  the 
elements  of  the  smaller 
cone,  as  shown  in  Fig.  51, 
and  produce  them  until  they  y\g.  si. 
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intersect  the  base  of  the  large  cone  at  E^  /%  and  (7.*     In 

the  plan  of  this  drawing,  a  series  of  sections  of  both  cones 
are  now  drawn  as  the  sectional  curves  would  appear  if  each 
of  the  elements  of  the  smaller  cone  shown  in  the  elevation 
were  considered  as  a  cutting  plane,  as  in  Problem  20.  The 
sections  of  the  smaller  cone  will,  in  each  case»  be  a  triangle 
(Art,  86),  while  the  sections  of  the  larger  cone  will  be 
elliptical,  parabolic,  or  hyperbolic  curves,  as  the  case  may  l>e. 
The  point  of  intersection  with  the  side  of  each  triangle  and 
its  corresponding  sectional  curve  of  the  larger  cone  is  then 
projected  to  the  elevation  and  the  line  of  intersection  of 
the  two  cones  traced  through  these  points.  The  sectional 
triangles  of  the  smaller  cone  are  shown  in  the  plan  of  Fig.  5L 
Draw  vertical  primary  projectors  to  the  plan  from  points  a\ 
B\  and  c\  and  on  these  pro- 
jectors set  off  distances  from 
the  horizontal  center  line  of 
the  plan  similar  to  the  dis- 
tances from  HJ  in  the  full 
vmw  of  the  base;  that  is, 
make  xV"  equal  .rr,  etc. 

It  is  not  necessary  to  de- 
velop the  sectional  curves 
of  the  larger  cone  in  their 
entire  length,  since  alt  that 
is  required  is  to  find  a  point 
on  each  curve  that  is  at  the 
intersection  of  the  triangu- 
lar sections  of  the  smaller 
cone.  This  is  better  illus- 
trated in  Fig.  52,  in  which 
is  shown  the  projection  of 
the  point  o  in  the  line  of  in- 
tersection.    A  study  of  this 
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•  In  this  case  eight  elements  are  represented,  since  it  is  not  desirable 
to  complicate  the  drawing  by  using  more,  although  in  practical  work 
it  will  be  foimd  necessary  to  use  a  larger  number  of  points  in  order 
that  the  line  of  intersection  may  be  more  accurately  traced. 
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figure  will  show  to  the  student  that  the  operations  are  simi- 
lar to  those  of  Problem  20;  the  process  in  the  case  of  each 
point  is  merely  a  repetition  of  that  here  indicated  and  need 

not  be  further  explained. 
The  extreme  upper  and 
lower  points  y  and  ^, 
Fig.  61,  are  the  points  of 
intersection  of  the  central 
section,  and  may  be  pro- 
jected directly  to  the  plan 
from  the  elevation,  since 
the  outline  of  the  figure 
in  the  elevation  is  really 
a  section  on  the  line  mn 
in  the  plan  of  Fig.  51. 
Fig.  53  shows  the  three 
sections  produced  by  the 
above  method;  that  is, 
the  irregular  curve  /^r, 
Fig.  53,  is  a  section  of  the 
larger  cone  produced  by 
the  intersection  of  the 
Pio.  68.  cutting   plane    A  E  ;    s  s 

and  //  are  found  as  above  described,  the  section  lines  being 
indicated  in  the  figure  by  short  cross-hatching.  Project 
the  side  elevation  as  in  former  problems. 

The  student  may,  at  the  completion  of  the  drawing  on 
the  plate,  erase  all  the  construction  lines  except  those  pro- 
jectors shown  on  the  reduced  copy  of  the  plate,  those  lines 
only  being  inked  in  that  are  necessary  to  show  the  out- 
lines of  the  figure  and  the  line  of  intersection  in  each  view, 
as  well  as  the  outer  projectors. 


PROBLEM   27. 

100.     To  project  views  of  a  sphere  Intersected  by  a 
cylinder. 

When  the  position  of  these  two  solids  is  such  tliat  the  axis 
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of  the  cylinder  passes  through  the  center  of  the  sphere,  as 
shown  in  perspective  in  Fig*  54,  the  line  of  intersection 
is  shown  in  a  rigfht  elevation  as  a  straight  line.  In  the  case 
of  the  soUd  shown  in  perspective  in  Figf.  55»  the  axis  of  the 

Icyrmder  does  not  pass  through  the  center  of  the  sphere,  and 
the  line  of  intersection  is  an  irregular  curve,  which  may  be 
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found  by  the  following  method.  Since  the  construction  of 
this  problem  involves  lines  that  must  necessarily  be  drawn 
closely  together  in  the  small  scale  adopted  for  these  drawings 
on  the  plate,  a  proportion  is  selected  that  does  not  admit  of 
the  entire  figure  being  shown  in  the  elevations;  these  pro- 
jections are  therefore  finished  by  broken  lines,  as  indicated 
on  the  plate. 

Construction* — Draw  the  plan  first  and  represent  the 
view  of  the  sphere  by  a  circle  3 J  inches  in  diameter.  Draw  a 
vertical  diameter  and  from  a  point  midway  on  the  radius  a  b 
describe  a  circle  If  inches  in  diameter,  to  represent  the  end 
view  of  the  cylinder,  on  the  outline  of  which  locate  a  number 
of  points  by  spacing  with  the  dividers,  as  at  i,  2^  J,  -{,  etc. 
Through  these  points,  in  the  manner  shown  on  the  plate, 
draw  vertical  lines,  as  ah,  c ti^  ef^  gh^  and  ij^  each  of  which 
will  now  represent  a  cutting  plane.  Sections  of  the  sphere 
and  cylinder  on  these  lines  are  now  to  be  produced  in  the 
side  elevation.  These  sections,  as  already  stated,  are  circles 
and  parallelograms,  respectively,  the  diameter  of  the  circles 
being  ascertained  from  the  view  in  which  the  cutting  plane 
is  shown  on  edge,  as  in  the  plan.     In  this  problem,  the  side 
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elevation  is  next  projected.  Describe  arcs  representing  the 
sections  in  the  side  elevation,  using  the  radii  ab^cd^  ^f^gf^y 
and  ij^  the  radius  ab  being  the  great  circle  of  the  sphere. 
By  the  aid  of  primary  projectors,  project  the  points  from 
the  cylinder  in  the  plan  to  the  side  elevation,  intersecting 
corresponding  arcs  in  the  side  elevation.  Trace  the  irregular 
curve  shown  in  that  view  on  the  plate  through  these  points. 
Next,  project  the  front  elevation,  thus  completing  the 
problem. 

lOl,  Recapitulation. — The  problems  of  this  plate  have 
afforded  the  student  an  opportunity  for  careful  study. 
Owing  to  the  number  of  points  necessary  to  be  found  in 
each  figure,  the  problems  may  have  had  the  appearance  of 
more  or  less  complication,  but  if  the  student,  as  previously 
cautioned,  will  carefully  locate  the  points  required,  one  at  a 
time,  not  hurrying  his  work  nor  trying  to  grasp  the  entire 
problem  at  once,  but  keeping  in  mind  the  different  principles 
in  the  order  presented,  and  by  referring,  if  necessary,  again 
and  again  to  the  primary  principles,  he  will  experience  no 
difficulty  in  making  the  drawings.  He  will  also  be  able  in- 
telligently to  project  any  view  of  any  object ;  in  other  words, 
he  will  be  able  to  make  any  working  drawing  whatever,  and, 
in  addition  to  this,  be  able  to  read  and  understand  any 
working  drawing  he  may  be  called  on  to  examine. 


DEVELOPMENT    OF   SURFACES. 


rN^TRODUCTIOK. 

1»  DefinltioTi  of  a  lie velopmeiit. — A  developmetit  is 
a  drawing  in  which  a  full  view  of  all  the  surfaces  of  a  solid 
is  represented-  Whenever  a  development  is  to  he  drawn 
(except  ill  the  case  of  solids  of  very  simple  -form),  a  pro- 
jection drawing  must  first  he  made.  This  projection  should 
show  the  solid  in  a  right  position.  Since  the  location  of  the 
various  points  in  a  development  is  dependent  on  their  corre- 
sponding position  in  the  projection  drawing,  the  importance 
of  the  projection  and  the  necessity  for  accuracy  in  its  con- 
struction  are  thus  clearly  seen.  If  a  solid  is  bounded  entirely 
by /^Aiwr  surfaces,  its  development  can  be  accomplished  by 
merely  projecting  their  full  views,  as  already  explained  in 
Practical  Projection. 

A  solid  is  said  to  be  developed  when  all  surfaces  compo- 
sing it  are  represented  on  one  plane  and  in  such  relation  to 
one  another  that,  if  formed  or  bent  up,  they  will  constitute 
a  solid  similar  to  the  one  represented  by  the  projection  draw- 
ing from  which  the  development  was  made.  Such  a  rep- 
resentation  is  called  a  development,  or  a  i>attern,  the 
process  of  laying  out  the  pattern  being  termed  developing 
the  surfaces  of  the  solid. 

2.  Relation  of  the  8ui*fttees  In  a  Pattern. — When  it  is 
desired  to  produce  a  pattern  requiring  a  combination  of 
several  surfaces  that  are  adjacent  in  a  solid,  such  surfaces 
must  be  drawn  in  the  same  relation  to  one  another  in  the 
development.     The  surfaces  of  a  solid  when  thus  combined 
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in  a  pattern,  or  development^  bear  the  same  relation  to  one 
another  that  they  wonld  if  they  were  considered  as  being 
unfoldi'd  or  unrolled — the  same  relation  that  a  paper  wrap- 
per would  bear  to  the  package  from  which  it  had  been  un- 
folded or  II n rolled.  The  paper  wrapper  is  not  always  an 
apt  illustration,  as  the  metal  worker  seldom  requires  several 
thicknesses  of  his  material.  In  the  case  of  the  familiar 
**  square  pan,"  however,  the  ends  are  folded  on  one  another 
in  precisely  the  same  way  as  in  the  paper  wrapper. 

It  will  be  seen  from  the  foregoing  that,  were  all  solids 
bounded  by  flat,  or  plane^  surfaces,  the  subject  of  develop- 
ments would  present  no  new  problems;  it  would  be  neces- 
sary merely  to  study  the  relation  of  surfaces  to  one  another, 
project  their  full  views,  and  carefully  redraw  them  In  the 
pattern  in  the  same  relative  position. 

3*  Projeetlon  Methods  l^seiL— It  has  been  shown  in 
Practical ProjiCtitm  that  a  single  surface  is  developed,  or,  as 
stated,  its  full  view  is  drawn,  by  a  modification  of  the  same 
methods  that  are  used  to  produce  the  different  views  of  that 
surface.  Many  of  the  operations  attendant  on  the  develop- 
ment of  solids  are  like  those  used  in  producing  full  views  of 
single  surfaces;  or^  if  not,  the  principles  involved  may  be 
traced  to  their  origin  in  other  methods  used  in  projection 
drawing. 

A  thorough  knowledge  of  projection  is  absolutely  neces- 
sary that  the  student  may  understand  the  operations  involved 
in  developing  the  surfaces  of  a  solid.  The  position  of  the 
several  points  located  in  a  drawing  and  their  corresponding 
location  in  an  imaginary  way  on  the  object  itself  must  be 
definitely  fixed  in  the  student's  mind.  Each  line  must  be 
determined  in  its  relation  to  the  other  lines  of  the  drawing 
and  its  ideal,  or  imaginary,  location  definitely  ascertained; 
the  surfaces,  also,  must  be  treated  in  a  similar  way.  The 
student  must  picture  to  himself  the  completed  object  as  it 
will  appear  when  the  surfaces  laid  out  on  the  drawing  board 
in  the  development  are  formed  up  in  their  final  relation  to 
one  another.     This  imaginary  part  ^A   the  study  is  of  even 
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greater  importance  in  the  case  of  developments  than  in  pro- 
jection drawing.  As  the  student  has  already  had  some  drill 
in  this  part  of  the  work,  the  subject  he  is  now  studying 
iould  be  found  less  difficult  than  would  otherwise  be  the 
^ase.  In  projection  drawing,  the  surfaces  of  the  solid  are  rep- 
resented as  being  in  their  proper  position;  in  the  develop. 
ment,  the  same  surfaces  are  represented  as  being  developed 
or  spread  out  on  the  surface  of  the  drawing  board. 
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GEISTIRAL  CLASSIFICATION. 

4.  General  Clas^lfleatlon  of  8ollds.  - —  An  accurate 
development  may  be  drawn  f*>r  the  plane  surfaces  of  any 
solid,  or  for  surfaces  having,  when  related  to  a  given  line  on 
such  surface,  a  curvature  in  one  direction  only.  In  general, 
it  may  be  stated  that  any  solid  may  be  developed  on  whose 
surfaces  it  is  possible  to  lay  a  straightedge,  in  continuous 
contact,  in  any  one  direction.  To  use,  in  this  connection, 
the  illustration  of  the  cylinder,  it  will  be  seen  that,  if  the 
straightedge  is  resting  on  the  surface  parallel  to  the  axis  of 
the  cylinder,  it  will  remain  in  contact  at  all  points.  If,  on 
the  other  hand,  the  straightedge  is  resting  on  the  curved 
surface  and  is  not  parallel  to  the  axis  of  the  cylinder,  the 
surface  will  be  in  contact  at  a  single  point  only.  However, 
the  fact  that  it  is  possible  to  place  the  straightedge  in  con- 
tinuous contact  on  the  surface  allows  the  inference  that 
such  surface  is  capable  of  accurate  development. 

The  same  rule  applies  to  solids  of  irregular  form.  The 
methods  of  development,  however,  are  not  the  same  in  cer- 
tain variously  formed  solids,  as  will  be  explained  laten 
There  are  certain  forms  whose  surfaces,  owing  to  their 
curvature  in  several  directions,  are  not  capable  of  being  thus 
laid  out  on  a  flat  surface ;  i.e»,  not  capable  of  being  developed. 
On  the  surfaces  of  solids  of  this  class — the  sphere,  for  ex- 
ample— it  will  be  found  impossible  to  lay  the  straightedge  in 
contact  in  any  direction.  For,  if  placed  on  such  a  surface, 
there  will  be  but  one  point  of  contact — that  of  the  tangential 
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point.  Tangential  contact  indicates  that  development  can 
be  accomplished  only  in  an  approximate  way.  For  purposes 
of  development^  then,  it  is  convenient  to  separate  ail  solids 
into  two  general  classes  according  to  the  result  obtained  in 
developing  their  surfaces.  These  two  classes  are:  solids 
whose  surfaces  admit  of  accurate  development  and  solids 
whose  surfaces  admit  only  of  approximate  developments. 
Approximate  developments  are^  however^  so  nearly  accurate 
for  the  purposes  of  the  sheet*meta!  worker  that  the  kind  of 
solid  is  more  clearly  marked  by  the  method  of  developing  its 
surface  than  by  the  result  obtained  by  the  development. 
Therefore,  in  order  to  distinguish  the  kinds  of  solids^  both 
accurately  and  approximately  developed  solids  are  divided 
into  three  main  classes  according  to  the  method  used  in 
developing  their  surfaces.  These  classes  are  explained 
later. 

5,     Aceurat©  I>evelopirient»,^ — Solids  whose  surfaces  are 
capable  of  accurate  development  are  of  frequent  occurrence 

in  the  sheet-metal-working  trades.  To  this  class  belong  all 
I>rismatic,  cylindrical,  and  conical  forms,  whether  of  regular 
or  irregular  geometrical  form.  It  includes  all  articles  or 
objects  whose  covering  may  be  formed  without  being  sub- 
mitted to  the  operations  known  to  trade  workers  as 
** raising '*  or  "bumping. **  Any  solid  whose  surfaces  may 
be  unrolled  or  spread  out  on  a  flat  surface  without  ''  buck- 
ling/' may  be  accurately  developed.  Although  it  is  often 
necessary,  especially  when  working  metal  of  unusual  thick- 
ness, to  take  into  account  the  st retelling  of  the  material 
when  producing  patterns  for  many  objects^  these  objects 
belong  to  accurately  developed  solids,  providing  that  the 
metal  does  not  have  to  be  *' raised  ''  or  **  bumped  *'  in  order 
to  form  the  object.  It  is,  therefore,  essential  that  the 
metal  worker  should  thoroughly  understand  the  nature  of 
the  material  and  be  well  informed  as  to  the  best  manner  in 
which  to  provide  for  all  laps  and  edges  used  in  the  construc- 
tion of  the  finished  article. 

It  is  the  purpose  of  Dctulo/^mcftt  af  Surfmrs  to  define  and 
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illustrate   theoretical  developments  and  the  means  used  by 
the  draftsman  in  their  producti<>ri. 

6.  Apprfjximate  Developments. — The  sphere  and 
other  solids  whose  surfaces  have  a  curvature  in  two  or 
more  directions  are  examples  of  objects  capable  of  only 
approximate  development.  The  test  by  thti  straightedge  is 
(with  a  single  exception,  which  will  be  fully  explained  later) 
a  positive  indication  of  the  class  to  which  any  solid  may  be 
assigned.  Patterns  for  the  surfaces  of  objects  of  this  class 
may  be  approximated^  because  it  is  necessary  for  the  metal 
to  undergo  the  operations  of  **raising/'  or  *' bumping/* 
before  it  will  conform  to  the  exact  surface  represented  in 
the  drawing.  It  is  necessary  in  these  cases  to  make  allow- 
ance in  the  pattern  for  the  stretching  of  the  metal.  This 
part  of  the  subject,  as  it  does  not  belong  to  theoretical 
development,  is  not  treated  here,  but  is  taken  up  later  in 
the  Course. 


60LII>8  TH^VT  M.VY  Bi:  ACCITBATKT>Y  BEVKT^OPED. 

7.  There  are  three  distinct  methods  in  common  use,  by 
means  of  which  patterns  are  produced  for  solids  whose  sur- 
faces  are  capable  of  accurate  development.  It  is  advisable, 
therefore,  to  separate  the  different  varieties  of  these  forms 
into  three  general  divisions,  in  order  that  their  development 
may  be  studied  in  a  systematic  manner.  This  classifica- 
tion may  be  made  by  studying  the  manner  in  which  the 
covering  of  these  solids^ — to  use  again  the  illustration  of  a 
wrapper — would  be  unrolled  or  spread  out  if  done  by  roll- 
ing the  solid  on  a  flat  surface. 

8.  8ollds  Developetl  on  Fanillel  lilnes, — A  convenient 
illustration  of  the  manner  in  which  the  surfaces  of  a  solid 
will  appear  when  xmrolled  as  above  indicated  may  be  found 
in  the  following  example,  which  serves  at  the  same  time  to 
define  a  property  peculiar  to  solids  of  a  certain  form.  Let 
the  continuoitsly  adjacent  surfaces  of  the  prism  shown  in 
Fig.    1    {a)    be  carefully   covered   with    thin   paper,    as   at 
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Fi^.  1  (5).  Denote  each  of  the  four  surfaces  by  a  letter, 
SiS  At  B^  C,  and  Z?,  and  further  designate  the  edges  of  the 
prism  by  the  letters  a  b^  c  d\  e/^  znd.  g  h.  As  the  ends  of 
the  paper  covering  meet  at  the  edge  a  b,  that  edge  of  the 
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surface  D  may  be  denoted  by  the  letters  a*  b\  as  shown  in 
Fig.  1  (i).  Assume  now  that  the  prism  is  laid  on  the 
drawing  board,  the  surface  A  face  down,  and  the  paper 
covering  removed  by  turning  the  prism  over  and  over,  the 
paper  remaining  on  the  surface  of  the  drawing  board,  as 
shown  in  Fig.  2  {a)  and  {b). 

Two  important  principles  relating  to  developments  are 
demonstrated  in  these  illustrations.  First ^  as  will  be  seen 
from  Fig.  2  {b),  the  edges  a  b^  c  li^  ^  f^g ih  ^'^^  '''  b*  are  all 
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parallel  to  one  another.  This  is  true  both  in  the  develop- 
ment and  on  the  solid,  as  may  be  readily  seen  by  the 
student,  the  only  difference  being  that  on  the  solid  certain 
of  the  lines  are  in  different  planes,  while  in  the  development 
they  are  all  in  the  same  plane.  Second^  it  will  be  noted 
that,  since   the  letters  shown  in   Fig.  2  are  reversed,  the 
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outer  surface  of  the  paper  covering  in  Fig,  1  {h)  corresponds 
to  the  under  surface  in  Fig,  2  {b).  In  a  similar  manner,  it 
is  learned  from  the  second  principle  that  positions  indicated 
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on  any  surface  of  a  solid,  as  shown  in  a  projection  drawings 
are  reversed  when  shown  in  the  development  of  the  solid. 

The  same  treatment  of  the  cylinder  is  found  to  produce 
results  closely  resembling  those  shown  in  the  case  of  the 
prism.  The  cylinder  is  represented  in  Fig.  3  {a")  as  covered 
with  paper,  a  number  of  lines  being  ruled  on  the  covering 
parallel  to  its  axis,  as  shown  at  c  //,  e  f^  etc.  The  paper  is 
shown  unrolled  in  Fig.  3  {b),  and  it  will  be  observed  that 
not  only  the  outer  edges  a  b  ^xvA  a'  b*  'ax^  parallel  to  each 
other,  but  that  all  other  lines  parallel  to  the  axis  of  the 
solid  appear  in  the  development  parallel  to  one  another  and 
to  the  edge  lines  a  b  and  a'  b\  The  student  that  has  ever 
flattened  out  a  piece  of  straight  molding^  as  for  cornice 
work,  probably  noticed  a  number  of  straight  parallel  lines 
on  the  meta!  where  it  had  been  bent  in  the  brake.  This  is 
an  illustration  similar  to  that  of  the  cylinder,  the  different 
members  of  the  molding  being  considered  as  the  various 
surfaces  of  an  irregular  solid. 

Such  illustrations  indicate  that  parallel  lines  bear  some 
relation  to  certain  forms,  and  it  will  be  shown  that  the  pat- 
terns for  these  forms  are  developed  by  a  method  whose 
principles  are  based  on  this  fact.  Many  solids  may  be  at 
once  recognized  as  belonging  to  this  division.  In  general, 
any  solid  whose  edges  are  parallel  may  be  located  here.  In 
the  case  of  solids  having  curved  surfaces,  it  may  be  stated 
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that^  if  it  is  possible  to  draw  a  series  of  parallel  lines  on 
such  surfaces,  the  development  of  the  solid  may  be  pro- 
duced by  the  same  methods  given  for  this  class*  The  first 
general  division,  therefore,  comprises  those  solids  whose 
surfaces  may  be  developed  on  paraiiei  lims, 

9,     8olids  Bevelopeil  on  Kadlal  Z-ines, — When  the  test 
given  to  the  cube  and  the  cylinder  in  Figs.  1  to  3  is  applied 
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to  the  pyramid,  it  is  found  that  the  lines  indicated  on  the 
paper  converge  to  a  pointy  as  shown  in  Fig;  4  {a)  and  {b). 
It  is  noticed,  also,  that  this  point  o^  Fig.  4,  defines  the 
position  of  the  vertex  of  the  pyramid.  The  same  may  be 
said  of  the  cone^  illustrated  in  Fig.  5  {a)  and  (A).     If  lines 
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are  first  indicated  on  the  surface  of  the  cone  corresponding 
to  its  elements,  it  will  be  found,  when  the  covering  is  un- 
rolled, that  these  lines  also  converge  to  a  pointy  as  in  the 
case  of  the  edges  of  the  pyramid. 

It  was  found  possible  to  institute  a  system  of  obtaining 
developments  based  on  parallel  lines  in  the  case  of  the 
prism  and  cylinder;  in  a  similar  manner,  it  is  quite  evident 
in  this  case  that  a  system  dealing  with  radia!  lines  should 


I  16  DEVELOPMENT  OF  SURFACES. 

produce  like  results.  Since,  in  projection  drawing,  the  ele- 
ments of  the  cone  are  known  to  be  useful  factors  in  deter- 
mining the  position  of  points  on  its  surface,  it  may  readily 
be  conceived  that  their  use  in  a  somewhat  similar  way  may 
be  adapted  to  developments.  This  is  found  to  be  the  case; 
and  a  second  general  division  of  sohds  is  thus  made,  con- 
sisting of  those  forms  whose  surfaces  may  be  developed  on 
radial  lines.  Included  in  this  division  are  all  regtilar  taper- 
ing solids  and  such  irregular  forms  as  are  derived  from 
regular  solids.  The  metal  trades  furnish  many  examples  of 
solids  belonging  to  this  division;  in  fact,  the  writers  of  sev- 
eral works  on  patterncutting  confine  their  instruction  almost 
entirely  to  the  development  of  solids  of  this  character. 


lO*  Solids  Developed  by  Trlangulatlon, — There  are 
many  forms  of  irregular  surfaces  to  which  the  test  of  the 
straightedge  may  be  applied  and  the  conclusion  thereby 
reached  that  their  surfaces  admit  of  accurate  development. 
It  may  also  be  concluded  that  neither  of  the  two  former 
methods  is  applicable,  for  neither  parallel  lines  nor  a  series 
of  radial  lines  may  be  drawn  on  their  surfaces.  Many  of 
these  solids  are  not  of  such  a  shape  as  to  admit  of  their 
being  either  turned  or  rolled  on  a  plane  surface.  It  is 
found,  however,  that  on  every  such  surface,  series  of  two  or 
more  lines  each  may  be  drawn  in  certain  directions,  forming 
angles. 

On  such  irregular  surfaces  it  may  happen  that  no  two  of 
the  angles  thus  drawn  on  the  solid,  or  represented — either 
correctly  or  foreshortened — in  the  projection  drawing,  will 
lie  in  the  same  plane  or  be  equal  to  each  other.  Since  it  is 
possible  thus  to  project  these  angles,  evidently  they  may  be 
reproduced  on  the  flat  surface  of  the  drawing  paper  in  then- 
correct  size.  If  this  can  be  done,  it  may  be  reasonably 
assumed  that  the  surfaces  thus  represented  will  be  the  same 
as  the  corresponding  surfaces  of  the  solid.  An  illustration 
of  this  principle,  as  pertaining  to  a  plane  surface,  was  given 
under  another  heading  in  Practical  Projection.  In  Geo- 
metrical Drazving,  the  irregularly  outlined  figure  known  as 


10 


DEVELOPMENT  OF  SURFACES. 


§16 


the  trapezium  was  divided  into  two  triangles  that  were  in 
turn  reproduced  by  a  method  precisely  similar  to  that  used 
in  developments  for  solids  of  this  division.  The  figure  in 
that  problem  was  a  plane  figure;  but  the  student,  having 
now  had  experience  in  representing  solids  in  projection 
drawing,  should  have  no  difficulty  in  understanding  that  it 
is  possible  to  find  a  method  applicable  to  the  development 
of  irregular  surfaces  by  means  of  a  series  of  triangles. 

In  Fig.  6,  an  irregular  solid  of  this  kind  is  shown.  It  is 
the  solid  whose  projection  was  drawn  in  Problem  19  of 
Practical  Projection.  This  figure 
illustrates  in  a  general  way  the 
method  used  in  arranging  the  trian- 
gles on  the  irregular  surface  of  such 
solids.  The  triangles  are  represented 
in  the  figure  in  a  perspective  way, 
but  they  are,  of  course,  always  drawn 
in  connection  with  the  usual  methods 
of  projection.  The  third  general  division,  therefore,  con- 
sists of  those  solids  whose  surfaces  are  developed  by  triau' 
gulation — that  is,  by  means  of  triangles. 


FIO.  fl 


IK      Now    llu"    IHvlfsIoii    of  8oHds    Is   Aecoiiii>llshed- 

It  is  not  to  be  understood  that  the  draftsman  actually 
applies  the  test  of  the  straightedge  in  reaching  a  conclusion 
as  to  whether  the  surfaces  of  a  solid  may  be  accurately  or 
approximately  developed.  Nor  does  he  roll  the  object  on 
the  drawing  board  in  order  to  determine  whether  the 
method  by  parallel  lines  or  one  of  the  other  methods  is  to 
be  used.  As  a  matter  of  fact,  he  seldom  has  a  model  to 
work  from,  and,  therefore,  could  not  apply  such  a  test  if  he  so 
desired*  But  as  he  studies  the  drawings  and  imagines  the 
position  of  the  surfaces  as  they  will  appear  in  the  com- 
pleted object,  he  is  enabled  to  apply  the  tests  as  effectually, 
in  an  imaginary  way,  as  though  the  tests  were  made  with  a 
straightedge.  In  the  same  imaginary  way,  also,  he  assigns 
the  solid  to  the  gt^neral  division  to  which  it  properly  lielongs, 
and  thus  decides  as  to  the  method  he  will  use  in  the  devel- 
opment of  its  surfaces. 
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A  little  practice  will  enable  the  student  to  classify  the 
variously  formed  objects  in  this  way  and  to  select  the 
method  that  shall  be  applied  in  any  given  case.  A  very 
important  part  of  the  patterncutter's  acquirements  consists 
in  being  able  to  recognize  in  various  irregular  objects  those 
forms  that  may  be  only  a  portion  of  some  regular  solid. 
In  other  words,  the  student  must  learn  to  establish  in  his 
own  mind  the  connection  between  complete  and  perfectly 

formed  solids  and  those  objects 
in  which  only  a  portion  of  the  solid 
may  be  represented.  The  method 
of  development  is,  of  course,  the 
same  in  both  cases,  but  as  a  matter 
of  fact^  the  operations  are  us- 
UH  'llfi^HF^     ually    more  com pH rated   in  cases 

where  the  incomplete  solid  de- 
mands the  patterncutter's  atten- 
tion. Especially  is  this  true  of 
conical  forms,  or  those  developed 


Pio.  7.  Fig.  8. 

on    radial  lines.       Frequent  illustrations  of  this  principle 
may  be  found  in  commonly  occurring  objects.     The  flaring 
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pail  shown  in  Fig.  7  is  seen  to  be  a  part   (or  frustum)  of  a 

cone^  the  completed  cone  being  indicated  by  the  light  sha- 

dinjj  in  the  illustration. 

The  same  is  true  of  the  sitz  bathtub  in   Fig.  8.      Here   it 

is  seen  that  the  portion  of  the  cone  represented  by  the  fin- 
ished article  is  an  irregular  section 
of  the  cone;  its  development  is,  how- 
ever,  accomplished  by  the  same  meth- 
ods to  be  shown  for  regular  cones. 
Another  instance  is  found  in  the 
measure  shown  in  Fig.  9.  Here  are 
two  intersecting  cones  :  a  regular 
frustum  of  one  forms  the  body  of 
the  measure;  and  an  irregular  frus- 
tum of  the  other^ — an  inverted  cone — 
forms  the  liji  of  the  finished  article. 
All  the  articles  in  Figs.  7  to  9  are 
thus  shown  to  be  frustums  of  regu- 
lar cones,  ah  hough  varying  in  the 
regularity  of  their  bases.  In  certain 
cases,  as   in    the   **oval'*  pan  body 


Fig.  9.  Fig.  W 

represented    by  the    heavily  shaded   band   in    Fig.    10,    the 
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surfaces  may  be  portions  of  the  surfaces  of  different  cones  or 
of  cones  differing  in  size.  The  bases  of  this  article  are 
elliptical  in  outline.  The  ellipses  are  drawn  by  circular 
arcs.  The  vertexes  of  the  different  cones  would  be  repre* 
sen  ted  in  a  plan  view  by  the  centers  from  which  the  differ- 
ent arcs  are  struck.  These  cones  are  partially  shown  in 
Fig.  10,  and  in  the  relation  required  by  the  portions  of 
their  surfaces  that  compose  the  sides  of  the  pan. 

It  is  essential,  therefore,  that  the  student  should  possess 
.a  certain  familiarity  with  the  forms  of  the  regular  solids,  to 
assist  him  in  the  classification  of  the  objects  that  he  will  be 
called  on  to  develop.  It  is  with  this  end  in  view  that  a 
series  of  plates  is  to  be  drawn  by  the  student.  The  instruc- 
tion is  in  the  form  of  prohlemSj  and  several  of  the  drawings 
of  Practical  Project  ion  are  reproduced  for  the  purpose  of 
showing  the  development  of  the  surfaces  of  the  solids  there 
represented.  The  student's  attention  will  first  be  directed 
to  a  consideration  of  those  solids  whose  development  may 
be  accomplished  by  means  of  parallel  lines. 


DE%TtlIX>PMEXT  BV  PARAI.T.i:i.   X<II»rK8. 

13»  ImportaDce  of  Certain  Views. —  It  has  already 
been  stated  that  the  making  of  a  working  drawing  is  the 
draftsman's  first  step  toward  obtaining  a  pattern  for  the 
surfaces  of  any  solid.  The  solid  in  question  should  be  shown 
in  this  drawing  in  such  a  position  that  measurements  may 
be  taken  of  its  surfaces  in  all  their  dimensions.  In  order  to 
accomplish  this,  several  views  may  have  to  be  drawn, 
although  a  right  plan  and  elevation  will  usually  be  sufficient. 
In  some  cases  there  may  be  given  to  the  mechanic  a  draw- 
ing in  which  the  object  is  so  shown  that  these  dimensions 
may  not  be  readily  obtained.  In  such  cases,  operations  in 
projection  are  required;  with  these  the  student  is  already 
familiar. 

For  purposes  of  development  it  is  important  that  the  view 
shown  should  be  that  one  in  which  the  lines  of  the  solid  are 
given  in  their  true  length,  or,  in  other  words,  a  right  view 
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nf  the  solid.  In  addiiioti  to  this  view  there  must  be  given 
that  view  also  in  which  the  surfaces  thus  partially  bounded 
by  these  parallel  lines  are  shown  as  on  edge.  In  some 
instances,  as  in  the  case  ^f  a  simple  solid  of  which  all  the 
dimensions  are  known,  the  latter  view  may  be  omitted ;  it 
is,  however,  understood  as  being  drawn»  for  the  draftsman 
knows  all  of  its  dimensions.  Generally^  therefore,  before 
the  pattern  can  be  produced,  a  plan  and  an  elevation  show- 
ing the  solid  in  a  right  pasit ion  must  be  drawn. 

In  drawing  the  projections  in  i^nutica!  Projection,  the 
right  views  have  first  been  drawn  and  inclined  views  have 
then  been  projected  from  them.  This  has  been  done  in 
order  to  familiarize  the  student  with  the  appearance  of  such 
drawings;  but,  in  every  case,  the  development  of  the  pat- 
tern is  to  be  projected  from  a  right  view.  It  is  possible  for 
the  draftsman  to  become  so  expert  by  practice  that,  in  cer- 
tain cases,  he  is  enabled  to  obtain,  from  foreshortened 
views,  patterns  for  some  surfaces.  The  beginner  should  not 
attempt  this,  however,  since  the  operations  involved  are 
confusing,  and  should  be  resorted  to  only  by  the  experienced 
patterncutter  that  thoroughly  understands  the  subject. 

13*  The  Stretchout. — As  stated  in  the  preceding  article, 
it  is  essential  that,  in  all  cases  where  the  development  of 
solids  may  be  accomplished  on  parallel  lines^  the  view  show- 
ing certain  surfaces  as  on  edge  should  either  be  given  or 
assumed.  From  such  a  view,  the  width  of  each  surface  may 
readily  be  ascertained.  The  total  width  of  all  these  sur- 
faces— ^the  distance  around  the  solid— is  called  the  i^lrth  of 
the  solid.  In  case  the  solid  has  a  curved  surface,  its  girth  is 
found  by  spacing  with  the  dividers  the  outline  in  that  view. 
The  girth  of  the  cylinder,  for  example^  is  equal  to  the  length 
of  the  circumference  of  a  circle  that  represents  the  base  of 
the  cylinder. 

When  a  distance  corresponding  to  the  girth  of  any  solid 
is  represented  by  a  straight  line  on  a  flat  surface,  such  a  line 
IS  called  a  strt*tehout  for  the  development,  ur  pattern. 
This  line  is  then  marked  off  by  a  series  of  |>oints,  the  points 
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representing  the  places  at  which  the  h"ne  would  be  bent  if 
formed  up  to  correspond  with  the  outline  of  the  solid  repre- 
sented in  the  view  from  which  the  distances  were  taken« 
In  the  case  of  curved  surfaces,  a  number  of  points  are 
located  on  the  outline,  as  previously  indicated.  This  is 
usually  done  by  dividing  the  outline  into  a  number  of  equal 
spaces  in  the  same  manner  as  in  projection  drawing;  an 
equal  number  of  spaces  is  then  stepped  off  on  the  stretchout 
line,  whose  total  length  is,  in  all  cases,  equal  to  the  girth  of 
the  solid.  An  important  point  to  be  observed  is  that  the 
points  thus  located  on  the  stretchout  must  be  (although 
reversed)  in  a  position  on  the  line  corresponding  to  that 
relatively  occupied  on  the  solid. 

14.  Position  of  the  Development, — The  position  in 
which  the  stretchout  is  placed  an  the  drawing  determines 
the  position  of  the  development.  This  line  is  always  drawn 
at  right  angles  to  the  parallel  lines  of  the  solid  and  from  a 
view  in  which  these  parallel  lines  are  shown  in  their  true 
length. 

In  making  a  projection,  then,  from  which  to  produce  the 
patterns  of  any  object,  it  is  important  that  a  sufficient 
space  be  left  on  the  drawing,  to  one  side  or  the  other  of  that 
view.  It  frequently  happens  that  this  cannot  be  done,  and, 
in  such  cases,  it  is  a  common  practice  to  lay  an  extra  piece 
of  paper  over  a  portion  of  the  drawing,  on  which  the  de- 
velopment may  be  produced.  When  the  latter  method  is 
adopted,  the  paper  on  which  the  development  is  made  may 
be  used  in  transferring  the  outline  of  the  pattern  to  the 
metal,  and  the  original  drawing  may  then  be  preserved  in 
perfect  condition, 

15i  Development  of  the  Cnlie. — For  the  purpose  of 
explaining  to  better  advantage  the  use  of  the  stretchout,  the 
development  of  the  cube  is  presented,  step  by  step,  in  Figs.  1 1 
to  14,  inclusive.  A  reproduction  of  this  development  should 
be  made  by  the  student  in  accordance  with  the  following 
instructions,  although  the  drawing^^is  not  to  be  sent  to  the 
Schools  for  correction. 

liO— ft 
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The  plan  and  the  elevation  shown  in  the  left-hand  portion 
of  the  figures  are  drawn  first.  The  development  could  be 
produced  from  either  view  in  this  case,  since  in  any  right 
view  the  dimensions  of  a  cube  are  equal.  For  the  purpose 
of  the  illustration,  the  developoxeut  is  drawn  from  the 
elevation.  At  right  angles  to  the  parallel  lines  in  the  eleva- 
tion^ draw  a  line  as  J/iV,  Fig,  IL  On  this  line  locate  a 
point  at  any  convenient  distance,  as  at  w.  This  point  may 
correspond  to  any  of  the  upright  lines  or  edges  of  the  solid 


jf-^ 
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Fig.  n. 


represented  by  A^  l>\  6,  or  IJ  in  the  plan  of 
the  cube.  Since  it  is  necessary  to  begin 
from  one  of  these  edges  to  unfold  in  an 
imaginary  way  the  surfaces  of  the  cube,  the 
point  7Cf  will  be  considered  as  representing 
a  position  on  the  edge  A.  The  surfaces 
are  to  be  represented  in  their  regular  order 
in  the  development,  that  is,  the  order  in  which  they  appear 
on  the  solid  itself;  firsts  the  surface  represented  in  the  plan 
by  A  B^  then  B  C^  CI\  and  DA^  in  their  natural  order  as 
they  are  shown  in  the  projection  at  the  left  of  the  line  M N. 
The  dividers  may^  therefore,  be  set  at  a  distance  equal  to 
the  length  of  the  side  A  B^  and,  since  the  sides  of  the  cube 
are  equal  in  length,  the  distances  tv  .i\  x)\yn^  and  2w' — 
corresponding,  respectively,  to  the  sides  represented  in  the 
plan  by  A  B,  B  C^  C D^  and  DA — are  to  be  spaced  off  on 
the  line  ^f  N. 


16.  X»a3-Iti$r  Off  tho  Strotelioiit.— That  portion  of  the 
line  J/ iV  included  between  the  points  Tt'  and  \l^  is  called  the 
Stretchout  of  the  cube.  A  stretchout  may  be  drawn  in  any 
position  on  the  drawing  board,  at  the  convenience  of  the 
draftsman,  hut  it  is  invariably  at  right  angles  to  the  parallel 
lines  of  the  solid.  ^ 

Wherever  the  stretchout  occurs  in   the  drawliv.^s  of  this 


DEVELOPMENT  OF  SURFACES. 


17 


^ourse,  it  is  represented  by  a  heavy  line,  as  shown  in  Fig.  11. 
It  is  customary  to  draw  a  line  of  indefinite  length  quite  near 
the  view  of  the  solid  that  is  being  developed,  as  in  Fig.  11. 
When  the  stretchout  is  mentioned,  the  only  part  of  the  line 
referred  to  is  that  included  between  the  extreme  points  w 
and  w\  Fig.  11,  located  to  define  the  total  width  of  the  ad- 
jacent surfaces.  This  operation  is  called  laying  off^  or 
developing^  the  stretchout.  It  will  be  seen  that  if  a  string 
equal  in  length  \oww*  should  be  stretched  around  the  cube 
in  a  horizontal  direction,  it  would  exactly  reach  the  entire 
distance,  and  the  ends  would  meet,  m  Fig.  11,  at  the  edge  A. 
The  next  step  is  to  erect  perpendiculars  to  the  stretch- 
out M  N  tiiat  shall  pass  through  the  points  «\  x^  y\  etc. 
and  be  produced  on  both  sides  of  the  line.  This  is  done  by 
means  of  the  triangle,  in  connection  with  the  T  square,  as 
in  Fig-  12.  The  lines  thus  drawn  are  called  edge  lines^ 
since  they  represent,  in  the  development,  those  portions  of 
the  surfaces  that  would  form  the  edges  of  the  solid  if  the 
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pattern  were  to  be  cut  out  and  formed  up  to  the  shape 
indicated  by  the  projections.  Edge  lines  are  to  be  repre- 
sented in  these  drawings  by  dash-and*dot  lines,  as  shown 
in  Fig.  12,  similar  to  those  used  in  Practical  Pr ejection  for 
projectors. 
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Next,  the  length  of  each  of  the  upright  edges  shown  in 
the  elevation  is  marked  off  on  its  corresponding  edge  line 


Sleviftion 


^1 


I 


I 


Plan 


I 
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in  the  development.  This  is  readily  < 
with  the  T  square,  and,  since  each  of  the  four 
edges  represented  in  the  elevation  is  of  the 
same  length,  the  T  square  may  be  brought 
F(f^.  IX  even  with  tlie  horizontal  lines  in  that  view^ 
and  a  line  drawn  from  each  across  the  development,  a& 
shown  in  Fig.  13.  The  lines  thus  drawm  are  called  dezr/^ 
opers^  and  will  be  represented  in  these  drawings  by  broken 
lines,  as  shown  in  Fig.  13*  This  name  is  applied  to  them 
for  the  reason  that  the  length  of  the  edge  lines  is  deter- 
mined— ^developed — when  a  developer  is  drawn  from  each 
extremity  of  the  edge  shown  in  the  elevation  to  its  corre- 
sponding edge  line  in  the  development.  In  this  case,  the 
four  upright  edges  of  the  cube,  represented  by  the  two  ver- 
tical lines  in  the  elevation,  are  of  the  same  length,  and  their 
€:nd^  are  in  the  same  horizontal  lines;  therefore^  the  tw^o 
developers/^  and  rs^  drawn  from  the  elevation,  define  the 
upper  and  lower  boundaries  of  each  of  the  four  upright 
surfaces  of  the  cube. 

The  development  of  four  sides  of  the  cube  is  thus  accom* 
plished;  and,  if  desirable,  the  other  two  sides  may  be  added 
to  any  one  of  the  four  that  have  been  developed.  Since 
the  method  of  obtaining  a  development,  as  it  is  now  called, 
or  a  full  view  of  any  side  or  surface  of  a  solid  is  already 
familiar  to  the  student^  no  further  explanation  will  be  given. 
In  sheet-metal  work  it  is  generally  preferable  to  make  the 
ends  (of  forms  similar  to  the  cube)  of  separate  pieces  of 
metal,  and,  on  account  of  the  waste  of  stock,  it  wnll  seldom 
be  founcl  desirable  to  combine  all  the  surfaces  of  a  solid  in  a 
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single  piece.  Should  such  a  case  arise,  however,  the  full 
view  would  be  projected  and  afterwards  copied  into  its 
proper  place  on  the  development. 

The  development  of  any  solid  of  this  class,  whose  bases 
are  parallel  and  at  right  angles  to  its  parallel  lines,  is  always 
a  parallelogram;  and,  as  in  the  development  of  the  cube  in 
Fig.  13»  this  is  divided  into  smaller  parallelograms,  each 
representing  a  surface  of  the  solid, 

17*  FlnLsliiiig-  the  Drawing. — In  order  to  enable  the 
draftsman  to  distinguish  the  features  of  a  development  at  a 
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ghmce,  it  is  customary  to  define  Lhc  outer 
edges  of  such  a  drawing  by  means  of  full 
lines,  as  is  shown  in  Fig.  14.  The  outer 
edges  are  further  distinguished  by  small 
arrowheads,  while  the  other  edge  lines  of 
the  pattern  are  marked  near  each  extrem- 
ity by  a  small  circle  drawn  by  freehand  methods,  in  the 
manner  shown,  thus  indicating  to  the  mechanic  that  the 
sheet  is  to  be  bent  along  this  line.  It  is  sometimes  desir- 
able, as  in  detail  developments  for  certain  classes  of  sheet- 
metal  work,  to  designate  the  stretchout  by  a  line  drawn 
with  a  blue  pencil,  thus  readily  attracting  the  draftsman's 
attention. 

The  sheet-metal  worker  seldom  resorts  to  the  drawing 
board  in  order  to  produce  a  development  of  a  simple  solid 
such  as  the  cube,  since  the  same  result  may  be  accomplished 
with  the  steel  square,  the  sizes  being  marked  out  directly 
on  the  metal  The  development  of  the  cube,  however,  has 
been  shown  in  these  illustrations,  inasmuch  as  by  the  same 
principles  any  solid  of  this  class  may  be  developed.  It  may 
also  be  stated  that  the  draftsman  rarely  represents  developers 
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or  edge  lines  by  the  particular  lines  used  for  that  purpose 
in  this  Course,  These  distinguishing  lines  have  been 
adopted  here  solely  for  the  purpose  of  fixing  clearly  in  the 
student's  raind  the  principles  on  which  these  drawings  are 
made.  After  these  principles  have  been  mastered/ the  use 
of  such  lines  in  practical  work  may  be  di  scon  tinned^  and 
the  student  may  then,  by  the  use  of  light  pencil  lines  only, 
proceed  with  the  development  of  such  other  solids  as  he  may 
be  called  on  from  time  to  time  to  lay  out.  The  drawings  of 
this  Course,  if  inked  in,  should  be  completed  in  the  manner 
shown  in  the  illustrations. 

18*     Development   of   Intersected    Solids. — In    cases 

where  the  parallel  lines  of  a  solid  are  interrupted  by  the  in- 
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'  tersection  of  another  solid  or  by  a  cutting 
plane,  it  becomes  important  to  follow 
carefully  the  instructions  above  given;  in 
such  cases  it  is  of  extreme  importance 
that  an  exact  development  should  be 
made  on  the  drawing  board.  For  exam- 
°'    ■  pies   of    the  development  of   such    inter- 

sected solids,  we  will  refer  to  the  figures  illustrating  the 
cutting  planes  in  their  eflFect  on  the  cube,  which  figures 
have  become  familiar  to  the  student  from  their  use  in  Pritc- 
tual  Projection.  Fig,  15  is  a  reproduction  nf  one  of  these 
projections,  showing  the  development  of  the  parallel  sur- 
faces. Here  it  will  be  seen  that  the  dcveln[)ment  can  be 
produced  only  from  the  elevation,  siiu  e  the  cutting  plane 
has  altered  the  solid  in  such  a  manner  as  t**  admit  of  par- 
allel lines  being  drawn  in  but  one  direction. 

The  stretchout  is  drawn  as  befnire,  and   the  width   f»f  the 
surfaces  spaced  off  in  the  usual  manner.      It   will  be  further 
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noticed  that,  since  the  edges  of  the  cube  are  unequal  in 
'  length,  it  becomes  more  important  to  observe  the  order  of 
the  surfaces  as  they  are  being  unrolled  from  the  solid. 
After  the  edge  lines  are  drawn  in  the  development,  the  de- 
velopers are  drawn  in  the  same  manner  as  in  Fig.  13,  but 
with  this  difference:  the  lower  ends  of  the  edge  lines  are 
defined  by  a  single  developer  as  before,  but  it  becomes  nec- 
>  essary  to  draw  a  developer  from  the  upper  end  of  each 
,  edge  in  the  elevation  to  its  corresponding  edge  line  in  the 
development.  If  this  is  done  carefully,  it  will  be  seen, 
froai  a  comparison  of  the  surfaces  in  the  development  with 
those  on  the  solid  in  the  elevation,  that  they  are  in  the 
same  relative  position  with  reference  to  one  another, 
although  reversed.  This  is  clearly  indicated  in  Fig.  15  by 
the  use  of  similar  capitals  and  small  letters  for  the  corre- 
sponding edges  and  edge  lines,  respectively,  in  the  projec- 
tion and  development.  Thus,  the  edge  line  a  a'  represents 
the  edge  A;  if  b*  represents  the  edge  B\  etc.  It  will  be 
noticed,  also,  that  those  parts  of  a  development  that  come 
together  and  form  edges  or  seams  are  indicated  by  the 
same  letters,  A  similar  principle  of  lettering  these  draw- 
ings will  be  continued  throughout  Development  of  Sur- 
faces^ since^  when  once  understood  by  the  student,  he  can 
study  the  drawings  intelligently  and  with  less  reference  to 
the  descriptive  text. 

In  this  drawing  of  the  cube,  another  fact  is  presented 
that  demands  care  on  the  part  of  the  draftsman ;  that  is, 
the  outer  edge  lines  in  the  development  must  be  of  the 
same  length.  It  may  seem  unnecessary  to  call  attention 
to  a  fact  so  obvious,  since  it  is  very  clear  that,  as  the 
outer  edge  lines  represent  the  same  edge  of  the  solid, 
they  mttst^  therefore,  be  of  the  same  length  in  the  develop- 
^ment.  It  is,  however,  a  cause  of  frequent  error,  and  is 
due  simply  to  carelessness  in  drawing  the  developer  to  the 
wrong  edge  line.  Great  care  must  be  exercised  in  this 
respect,  since  the  accuracy  of  a  development  depends  in  no 
small  degree  on  this  feature. 

A  development  similar  to  the    one  given   in   Fig.    15    is 
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shown  in  F]g.  IG.    This  development  is  made  from  the  front 
elevation  of  the  figure  in  Practical  Projection  that  shows  fcow 


T 


.V 


Fig,  Id, 


a  plane  that  cuts  a  cube  is  represented. 
Fig,  15  shows  a  development  made  from 
the  side  elevation  of  the  same  figure.  An 
excellent  illustration  is  here  furnished  of 
the  importance  of  all  edges  of  a  solid  being 
defined  in  that  view  from  which  a  de- 
velopment is  made.  The  drawing  in 
Fig.  15  represents  the  cube  in  such  a  position  that  the  lengths 
of  all  its  parallel  edges  are  shown,  while  in  Fig.  16,  the 
length  of  the  edge  />  is  seen  only  by  the  aid  of  the  dotted 
line.  In  drawings  of  this  class,  therefore,  all  edges  should 
be  indicated,  whether  on  the  side  nearest  the  observer  or 
not.  In  sudi  drawings,  however,  it  is  customary  to  repre- 
sent these  hidden  edges  by  dotted  lines,  in  order  to  avoid 
confusion. 

It  frequently  happens  that  the  cutting  plane  so  intersects 
the  surfaces  of  a  solid  as  to  produce  angles  at  points  other 
than  at  the  vertical  edges  of  the  solid.  An  example  of 
this  is  found  in  Fig.  17.  The  method  of  obtaining  the  de- 
velopment is,  in  the  main,  similar  to  that  used  in  the  pre- 
ceding cases.  From  the  plan  of  the  cube  in  Fig.  17,  how- 
ever, it  will  be  seen  that  points  are  indicated  on  the  lines 
/?Cand  CD  denoting  the  corners,  or  points,  at  the  extrem- 
ities of  the  line  K L.  The  distances  BK  and  DL  must, 
therefore,  be  indicated  on  the  stretchout  M N^  as  shown  at 
jiD&and  /r,  the  points  in  each  case  being  located  from  bb* 
and  dif  toward  cc\  This  is  because  the  points  A'  and  L 
approach  Cin  the  plan  in  their  distances  fr<*m  //  and  i>, 
respectively;  according  to  the  foregoing  instru*  ti^m,  it  is 
necessary  to  define  them  in  a  position  in  the  dx'velo[)ment 
corresponding  to  that  represented  on  the  solid. 
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Paraliel  lines  must  be  produced  through  the  points  k  and  / 
in  the  sanie  manner  as  the  edge  lines  were  drawn.  In  a 
certain  way,  these  hues  serve  a  similar  purpose,  since  they 
are  the  termination  of  certain  developers;  but,  as  it  is  not 


I 


r 
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necessary  to  bend  the  surfaces  of  the 
pattern  on  such  Hnes,  they  are  distin- 
guished from  tiie  regular  edge  lines  by 
the  term  inter  edge  lines.  Interedge  lines 
are  as  essential  in  determining  the  out- 
line of  a  development  as  the  edge  lines 
themselves,  and  are  to  be  distinguished  on  the  drawings  for 
this  Course  by  the  dash~and-double-dot  line.  A  comparison 
of  the  projections  with  the  development  in  Fig.  17,  made  by 
looking  for  similar  capitals  and  small  letters  in  the  figure, 
will  enable  the  student  to  see  clearly  the  manner  in  which 
the  additional  spaces  are  located  on  the  stretchout,  and  also 
how  this  development  is  produced  from  the  elevation. 


19.  IniiK>rtance  of  Aceii racy. —The  attention  of  the 
student  has  frequently  been  called  to  the  necessity  for  accu- 
racy in  his  drawings.  If  this  is  necessary  in  the  case  of 
projection  drawing,  it  is  doubly  important  in  the  case  of 
developments,  Too  much  stress  cannot  be  laid  on  this  very 
important  feature  of  the  patterncittter's  training.  Unless 
his  drawings  are  accurate  they  are  of  no  vahie;  it  is,  there- 
fore, of  the  utmost  importance  that  the  patterns  for  any 
piece  of  sheet-metal  work  should  he  carefully  and  accurately 
described.  The  draftsman  may  thoroughly  understand  all 
the  principles  involved  in  projection  drawing  and  the  develop- 
ment of  surfaces;  but  if  the  work  on  the  drawing  board  has 
been  done  in  a  careless  manner,  the  pattern  is  as  liable  to  be 
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incorrect  as  though  it  had  been  **  guessed  at,"  or  **cut  and 
trimmed." 

There  are  few  solids  whose  development  may  be  accom- 
plished by  the  aid  of  the  limited  number  of  lines  required  in 
the  case  of  the  cube.  The  same  principles,  however,  govern 
all  solids  of  this  class,  and  it  is  necessary  merely  to  be  careful 
and  observe  the  form  of  the  solid  as  it  is  shown  in  the  pro- 
jection drawing.  The  fact  that  the  drawing  contains  many 
lines  should  not  deter  the  student  from  recognizing  each 
surface  independently  of  the  others,  although  it  may  require 
more  care  on  his  part  to  select  the  correct  lines  in  each  case. 

20.  The  Ima^natton  a  Great  Help. — The  student's 
imagination  will  be  found  to  be  his  best  assistant  in  this 
work,  and  by  the  aid  of  the  projections  he  should  picture  to 
himself  a  model  of  the  object  represented.  Further,  he  will 
find  it  a  valuable  help  in  being  able  to  imagine  the  surfaces 
as  they  would  appear  if  a  covering  of  the  solid  wereimroUed 
and  spread  out  on  the  drawing  board  for  the  development. 
In  this  way,  the  corresponding  surfaces  on  the  solid  and  in 
the  development  may  be  compared,  and  the  student  may  be 
able  to  detect  any  errors  that  might  otherwise  escape  him. 


GENERAT.  RUIZES  FOR   OBTAINING  PARALLEL, 
DE  VELOPM  ENTS. 

21.  For  the  convenience  of  the  student,  and  to  aid  him 
in  the  production  of  developments  of  solids  by  means  of 
parallel  lines,  a  general  summary  of  the  important  features 
is  here  presented.  This  summary  contains  the  substance  of 
the  foregoing  instruction. 

1.  A  [)rojcction  must  first  be  drawn,  consisting  of  a  plan 
and  elevation,  shcnving  the  solid  in  a  rii^^ht  position. 

2.  The  development  isahvnys  olnaincd  frnni  that  view  in 
which  the  parallel  lines  are  shown  in  their  true  leni^ths. 

3.  The  stretchout  isdrawn  at  right  angK's  to  the  j)arallel 
lines  of  the  solid. 
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4.  To  indicate  the  width  and  relative  position  of  the  sur- 
faces, points  are  located  on  the  stretchout  corresponding  to 
the  place  of  those  points  in  a  view  that  represents  the  sur- 
faces on  edge. 

5.  Edge  lines  and  interedge  lines  are  always  drawn  at 
right  angles  to  the  stretchout, 

6.  Developers  are  drawn  from  each  edge  or  interedge 
represented  in  the  projection  drawing  to  the  cor respun ding 
edge  line  or  interedge  line  in  the  development.  The  position 
of  points  located  on  these  lines  is  determined  in  a  similar 
manner. 

7.  Interedge  lines^  when  necessary  fi>r  the  clevelopment, 
must  be  indicated  on  tiie  projection  as  well  as  on  the  develop- 
ment, and  the  same  care  exercised  with  the  corresponding 
developers  as  with  those  drawn  from  edges  to  edge  lines. 

8.  The  length  of  the  outer  edge  lines  in  a  complete 
development  must  be  defined  by  the  same  developers. 

These  instructions  should  be  carefully  observed  by  the 
student,  and  if  the  work  involved  in  the  accompanying  prob- 
lems is  done  in  accordance  with  the  principles  just  enumer- 
ated, no  difficulties  will  be  encountered  that  may  not  be 
readily  overcome  by  careful  study  and  a  comparison  of  the 
drawings  with  these  roles. 


BRAWIKO   PLATE,    TITLE:    DEVELOPMENTS  I. 

22.  For  Development  of  Surfaces  the  student  is  required 
to  draw  five  plates,  which  are  the  same  size  as  those  drawn 
ioT  Practical  Project um  and  in  accordance  with  the  same  gen- 
eral instructions.  The  titles  of  the  plates  are  given,  and  are  to 
be  placed  and  lettered  in  the  same  manner  as  heretofore.  The 
division  lines  between  the  problems  are  to  be  omitted,  and, 
in  their  place,  a  general  arrangement  is  to  be  followed  which 
resembles  the  reduced  copies  of  the  drawings  shown  on  the 
printed   plates.     The    problems  should  first    be  drawn    on 
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separate  paper  to  the  given  sizes.  The  developments  may 
then  be  drawn  in  such  positions  on  the  plates  as  to  present 
an  appearance  similar  to  that  of  the  reduced  copies- 

These  problems  consist  mainly  of  developments  of  solids 
whose  projection  occupied  the  attention  of  the  student  in  the 
study  of  Practical  Project ian.  They  have  been  selected  for 
this  purpose  because  they  are  representative  solids  whose 
development  affords  an  illustration  of  the  principles  involved 
in  patterncuttmg.  The  student  that  desires  to  pursue  the 
study  at  greater  length  may  find  convenient  illustrations  in 
other  objects  of  frequent  occurrence.  Desirable  practice 
may  thus  be  obtained^  and  the  practical  application  of  the 
principles  outlined  will  serve  to  f\x  them  more  definitely  in 
the  student's  mind.  No  insurmountable  difficulties  are 
likely  to  be  encountered  in  developments  thus  undertaken. 
Additional  work  of  this  kind  should  be  of  the  same  class  as 
the  developments  explained  in  the  text. 


PROBl^EM   1. 

23#     To  develop  tlie  siirffti-es  of  a  pentagonal  prism. 

A  perspective  view  of  the  prism  is  presented  in  Fig.  18. 
The  drawing  is  to  be  made  on  the  plate 
to  the  size  indicated  by  the  dimension 
figures  there  given.  The  com  [dieted  de- 
velopment is  shown  at  Fig.  1  (^7)  and  {h) 
on  the  plate.  First  draw  the  plan  in 
the  position  shown  and  then  the  eleva- 
tion, according  to  the  given  sizes.  Next, 
draw  the  stretchout  J/  .\\  spacing  off  on 
its  length,  as  previously  instructed,  the 
width  of  the  surfaces;  after  this  the 
^dgti.  lines  are  drawn,  and  finally  the 
developers.  As  before,  indicate  the  edge 
lines,  atid  finish  this  and  ail  drawings  in  the  manner  de- 
scribed in  Arts,  16  to  18. 


Fig  ih, 


PROBLKM   2. 

8*4.     To  develop  the  eurvt»d  surface  of  a  eylluder. 

ExpLANATio-v. — No  perspective  figure  is  given  for  this 
problem,  the  cylinder  being  IJ  inches  in  diameter  and 
1|  inches  high.  Since  there  are  no  parallel  edges  presented 
on  the  curved  surface  of  the  cylinder,  it  is  necessary  to 
assume  them.  When  edges  are  thus  assumed  for  the 
curved  surface  of  any  solid,  the  corresponding  edge  lines 
in  the  development  are  represented  in  the  same  manner  as 
for  the  prism.  It  is  unnecessary,  however,  to  designate' 
assumed  edg^  lines  by  small  circles,  since  there  is  no 
angular  bending  on  such  lines  when  the  surface  is  formed 
to  the  shape  indicated  in  the  projections. 

When  it  becomes  necessary,  on  account  of  the  intersec- 
tion of  another  solid  or  plane  with  the  cylinder,  to  represent 
intermediate  lines,  they  are  then  treated  as  interedge  lines, 
the  same  as  for  the  prism.  Edge  lines  and  interedge  lines, 
therefore,  bear  the  same  relation  to  the  development  of 
curved  surfaces  as  to  plane  surfaces.  But  it  is  necessary  to 
exercise  more  care  in  the  development  of  curved  surfaces, 
since  these  lines  are  not  so  readily  distinguished  from  one 
another  as  in  the  case  of  prisms.  Indicators  may  be 
marked  on  the  outer  edge  lines;  but,  since  the  others  are 
assumed  merely  for  the  purposes  of  development,  the  small 
circular  indicators  are  omitted.  In  the  case  of  a  regular 
cylinder,  as  in  this  problem,  it  is  unnecessary  to  project  the 
edge  lines  to  the  elevation,  and  this  work  may  be  omitted 
in  the  construction  of  the  problem  on  tlie  plate. 

Construction. — Draw  first  the  plan  and  elevation  shown 
on  the  plate  at  Fig.  2  (a)^  giving  the  figure  the  required 
dimensions.  Next,  divide  tlie  outline  in  the  plan  into  a 
convenient  number  of  equal  spaces  (in  this  case  16).  Draw 
the  stretchout  iff  jV  as  heretofore,  and  lay  off  on  this  line 
an  equal  number  of  spaces  similar  to  those  on  the  plan  of 
the  cylinder;  draw  the  edge  lines  as  shown,  and  complete 
the  development  by  drawing  the  two  necessary  developers 
from  the  elevation.  Then  finish  the  drawing  in  the  usual 
manner,  as  shown  at  Fig,  2  (i). 
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PROBl.KM   a. 

25*  To  di^velop  the  surfaces  of  an  Intersected  octa^*- 
onal  |uisin. 

¥[g.  r.J  is  a  perspective  view  of  the  prism  prujected  in 
Practical  Projection  in  order  to  show  an  octagonal  prism 
cut  by  a  plane;  the  dimensions  of  the  fignrr,  however,  are 
slightly  changed,  as  may  be  seen  from  the  plate.  The 
drawing  of  the  projections  is  similar  to  that  in  the  problem 
referred  to,  and  may  be  completed  as  shown  on  the  plate 
at  Fig.  3  (rr).  This  problem  requires  interedge  lines,  as  in 
the  Cvise  of  the  cube  in  Fig.  17;  more  de* 
velopers,  too,  are  needed  than  are  used 
for  preceding  problems.  Aside  from 
these  features,  the  drawing  does  not 
differ  materially  from  those  that  have 
preceded  it.  After  developing  the  stretch- 
oat»  as  in  previous  problems,  and  drawing 
the  edge  lines  and  interedge  lines  at  right 
angles  to  the  stretchout,  developers  are 
drawn  from  the  several  points  indicated 
in  the  elevation;  viz.,  E* ^  />*,  C,  etc.,  as 
shown.  Care  must  be  used  to  terminate 
each  developer  on  the  line  corresponding 
to  each  edge  or  interedge^  as  the  case 
may  be. 

After  this  development  is  completed,  the  student  may 
derive  some  assistance  by  cutting  out  a  paper  model 
according  to  the  lines  indicated  and  bending  it  to  conform  to 
the  octagonal  prism;  he  should  then  understand  exactly 
what  is  implied  by  the  operations  that  have  been  explained. 


\ 
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PRO B I. KM    I. 

26,  To  develop  the  curvcHl  surface  of  eu  Intersectefl 
cylinder. 

Fig,  20  is  a  perspective  drawing  of  the  intersected  cylinder 
required  for  this  development ;  the  dimensions  in  Fig.  ion 
the  plate  indicate  the  size  the  drawing  must  appear  tliereon. 
This  problem  is  very  similar  to  Problem  ti.  the  only  difference 
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being    that  it  is  necessary  to  project  the  edge  lines  to  the 

elevation  in  order  to  obtain  the  points  of 

their  intersection  with  the  cutting  plane. 

From  these  points  developers  are  drawn 

to  their  corresponding  edge  lines   in  the 

development.      The  cnrve  traced  through 

points  of  intersection    in   that  portion  of 

the  drawing  is  the  upper   outline  of  the 

development.     This  drawing   being  fully 

shown  on  the   plate  at  Fig,  4  {a)  and  (i), 

the  student   should  have    no  difficulty  in 

completing  the  problem.     Since  the  cut* 

ting  plane  in  this  problem  is  at  an  angle 

of  45^,  the  development  may  Im  used  as  a  pattern  for  a  two- 

pieced    elbow.       More   attention    will    be   directed     to    the 

methods  of  obtaining  elbow  developments  in  a  later  part  of 

this  Course,  but  the  principles  are  the  same  as  are  shown  in 

this  problem. 

PRO B  I. EM  5, 

27.  To  develop  the  surfaees  of  two  intersect ln§: 
cyllmlers. 

Explanation.— Fig.  31  is  a  perspective  view  of  intersect- 
ing cylinders.  Since  the  two  cylinders  are  of  the  same 
diameter,  their  axes  intersecting,  the  lines  of  intersection 
are  represented  on  the  drawing  by  straight  lines. 

Construction. — The  projections  shown  on  the  plate  at 
Fig.  5  (<?),  are  first  completed,  and  an  end  view  of  the 
shorter  cylinder  projected  as  shown  at  (d). 
The  outline  of  each  cylinder  in  that  view 
in  which  it  is  represented  as  on  edge  is 
then  divided  into  a  similar  number  of 
equal  spaces  (IG  in  Fig.  5).  The  points 
thus  located  for  the  purpose  of  represent- 
ing the  assumed  edges  are  then  projected 
from  each  view  to  the  elevation.  Stretch- 
outs ji/iVand  AV  N'  are  then  developed, 
iG.  t\.         and  edge  lines  are  drawn  perpendicular  to 
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the  stretchout  in  each  development.  Developers  may  now 
be  drawn  from  the  ends  of  all  assumed  edges  in  the  eleva- 
tion to  their  corresponding  edge  lines  in  the  developments. 
Note  that,  in  the  development  of  the  vertical  cylinder,  the 
outline  of  the  intersection  of  the  horizontal  cylinder  is  pro- 
jected tu  any  set  of  edge  lines  desired,  the  position  of  the 
outline  of  the  opening  being  optional  with  the  draftsman. 

The  development  of  the  intersecting  cylinder  coukl  be 
drawn  from  either  the  plan  or  the  elevation  in  this  case, 
since  the  true  length  of  the  parallel  lines  of  that  solid  is 
shown  in  either  view;  for  the  sake  of  the  appearance  of  the 
drawing,  it  is  developed  from  the  elevation.  The  develop- 
ment of  the  intersected  solid  is  here  shown  to  be  a  parallelo- 
gram having  an  irregularly  curved  portion  outlined  in  the 
central  part  of  the  figure.  It  may  be  seen  that  the  plan  of 
the  cylinders  is  not  absolutely  necessary  for  this  develop- 
ment, since  the  edge  bnes  from  each  circle  intersect  in  the 
same  points  on  the  line  of  intersection  of  the  two  cylinders. 
In  tbe  practical  work  of  such  developments,  therefore,  one 
of  the  full  views  may  hereafter  be  omitted. 

28,  Rernplt Illation.  —  These  five  problems  are  to  be 
copied  on  the  plate  in  the  relative  positions  indicated  on  the 
printed  copy.  Care  should  be  exercised  that  the  figures 
when  completed  occupy  central  positions  on  the  plate,  and 
an  equal  distance  should  be  left  on  all  sides  of  the  drawing. 
The  plate  will  then  present  a  neat  appearance,  and  the 
developments  may  be  easily  distinguished  from  one  another. 
When  finishing  these  drawings  on  the  plate,  the  various 
features  are  to  be  represented  as  follows: 

Represent  the  boundaries  of  figures  and  all  visible  parts 
of  solids  by  light  fuli  lines.  — — — 

Hidden  edges  and  hidden  intersection  lines  should  be 
represented  by  light  dotted  lines. ^^^-. 

Projectors,  as  heretofore,  are  to  be  indicated  by  dot-and- 
dash  lines.  ' '  - — -  • • 

Edge  lines  are  indicated  by  dot-and-dash  lines,  used  also 
for  projects jrs. 
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the  stretchout  in  each  development.  Developers  may  now 
be  drawn  from  the  eods  of  all  assumed  edges  in  the  eleva- 
tion to  their  corresponding  edge  lines  in  the  developments. 
Note  that,  in  the  development  of  the  vertical  cylinder,  the 
outline  of  the  intersection  of  the  horizontal  cylinder  is  pro- 
jected to  any  set  of  edge  lines  desired,  the  position  of  the 
outline  of  the  opening  being  optional  with  the  draftsman. 

The  development  of  the  intersecting  cylinder  could  be 
drawn  from  either  the  plan  or  the  elevation  in  this  case» 
since  the  trtie  length  of  the  parallel  lines  of  that  solid  is 
sho^vn  in  either  view;  for  the  sake  of  the  appearance  of  the 
drawing,  it  is  developed  from  the  elevation.  The  develop- 
ment of  the  intersected  solid  is  here  shown  to  he  a  parallelo* 
gram  having  an  irregularly  curved  portion  outlined  in  the 
central  part  of  the  figure.  It  may  be  seen  that  the  plan  of 
the  cylinders  is  not  absolutely  necessary  for  this  develop- 
ment, since  the  edge  lines  from  each  circle  intersect  in  the 
same  points  on  the  line  of  intersection  of  the  two  cylinders. 
In  the  practical  work  t^f  such  developments,  therefore,  one 
of  the  full  views  may  hereafter  be  omitted* 

28.  Kocaiilt Illation.  —  These  five  problems  are  to  be 
copied  on  the  plate  in  the  relative  positions  indicated  on  the 
printed  copy.  Care  should  be  exercised  that  the  figures 
when  completed  occupy  central  positions  on  the  plate,  and 
an  equal  distance  should  be  left  on  all  sides  of  the  drawing. 
The  plate  will  then  present  a  neat  appearance,  and  the 
developments  may  be  easily  distinguished  from  one  another. 
When  finishing  these  drawings  on  the  plate,  the  various 
features  are  to  be  represented  as  follows: 

Represent  the  boundaries  of  figures  and  all  visible  parts 
of  solids  by  light  full  lines.  

Hidden  edges  and  hidden  intersection  lines  should  be 
represented  by  light  dotted  lines. 

Projectors,  as  heretofore,  are  to  be  indicated  by  dot-and- 
dash  lines.  * • * • * • 

Edge  lines  arc  indicated  by  dot-and<dash  lines,  used  also 
for  projectors. 
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Interedge    lines    are    indicated    by   dash-and-doub!e-dot 
lines.  •• * •• ^- ~ — ' 

Represent  developers  by  broken  lines.    ^ — 

Represent  the  stretchouts  by  heavy  full  lines. 
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39.     To    develop 
prismas. 

The  prisms'  developed  in  this  problem  are  the  octagonal 
and  quadrangular  solids  whose  projec- 
tion was  given  in  Practical  Project iim 
in  order  to  show  views  of  intersecting 
prisms. 

Construction,  —  The  development 
of  Case  I  of  that  problem  is  shown  in 
Fig*  22,  Note  that  interedge  lines  are 
required  for  the  development  of  both 
solids,  their  positions  being  found  by 
projectors    drawn    from    the    different 


Vr- 
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views  of  the  drawing  to  the  full 
view  of  the  end,  as  shown  in 
Fig.  22. 

d"~F~ — '^ \/  Case  II  of  the  problem  referred 

to  is  developed  in  a  similar  man- 
ner, A  drawing  of  the  Jatter  will 
form  the  first  development  for  this  plate,  and  the  projections 
are  accordingly  reproduced  as  shown  at  Fig.  1   (a)  of  this 
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plate.  In  order  to  avoid  confusion  of  lines,  projectors  are 
sometirnes  drawn  as  shown  on  this  plate;  that  is,  only  their 
starting  points  are  indicated,  as  between  the  tw^o  views  of 
the  octagona!  prism  in  this  drawing.  Next,  develop  the 
stretchouts  for  the  two  solids,  as  at  J/iVand  M'  N\  and 
draw  edge  and  interedge  lines  through  their  respective 
points.  The  positions  of  the  interedge  lines  are  found  by 
projecting  the  point  /I,  in  the  plan,  across  to  the  full  view, 
as  shown  at  (f/),  afterwards  locating  the  points  x  and  y 
at  jr'  andy  in  (*/');  thence,  they  are  projected  to  the  eleva- 
tion and  carried  to  the  development  in  the  usual  manner, 
the  resulting  figures  at  {b)  and  {c)  completing  the  develop* 
ment  of  the  solids. 

The  development  of  Case  III  of  the  problem  in  Practical 
Projection  forms  the  second  part  of  this  problem.  These 
projections  arc  reproduced  in  Fig.  2  on  the  plate  at  {a). 
In  this  case,  the  axes  of  the  solids  do  not  coincide,  and  the 
problem  has  an  appearance  of  greater  complication  than 
the  drawing  in  Fig.  L  It  is  necessary  to  trace  out  the  line 
of  intersection  very  carefully,  and,  if  this  is  done,  the  draw- 
ing of  the  remainder  of  the  problem  will  be  comparatively 
easy.  The  interedge  lines  are  determined  in  the  same  man- 
ner and  are  shown  on  the  plate  by  similar  letters.  The 
method  of  procedure  is  precisely  the  same  as  already  ex- 
plained, the  resulting  developments  at  {b)  and  (r)  com- 
pleting the  problem. 

In  drawings  of  this  class,  the  student  will  perceive  that 
the  true  length  of  the  parallel  lines  is  found  by  projection 
drawing.  The  application  of  the  rules  found  under  the 
heading  **  General  Rules  for  Obtaining  Parallel  Develop- 
ments" is  then  sufficient  for  the  development  of  any  solid; 
and,  if  this  application  is  carefully  made,  the  student  will 
meet  with  no  obstacles  that  may  not  be  readily  overcome. 


30.  Development  of  Intricate  Solids, — In  the  process 
of  developing  intricately  formed  solids,  it  becomes  neces- 
sary to  exercise  diligence  and  caution  in  the  observance  of 
the  regular  order  of  anrolling  the  surfaces  on  the  stretchout, 
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and  carefully  to  draw  the  developers  to  their  correspon- 
ing  edge  lines  in  the  development.  Note  that  in  order 
to  obtain  the  outline  of  the  development  for  the  inter- 
sccting  solid  at  Fig,  2  (r),  a  separate  developer  is  required 
in  the  case  of  each  edge  or  interedge  of  the  solid. 
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PROBI.EM  7. 

31  •     To  develop  cylinders  tliat  Intersect  Irregrulariy, 

This  problem  is  a  development  of  the  cylinders  projected 
in  Practical  Projection^  to  show  views  of  intersecting  cylinders 
of  unequal  diameters. 

Construction. — The  principles  are  the  same  as  those 
governing  previous  developments^  but  since  many  lines  are 
required  for  the  drawings  the  student  should  carefully  fol- 
low the  directions  in  the  order  stated.  Draw,  first,  the 
projections  as  at  Fig,  1  {a\  of  this  plate,  and  carefuily  in- 
dicate the  line  of  intersection  of  the  two  solids.  The  de- 
velopment of  the  smaller  cylinder  is  then  made.  Space  the 
outline  of  the  full  view  as  at  {b)  and  (^'),  using  10  spaces; 
number  these  points  in  a  corresponding  manner,  as  shown, 
and  project  them  to  their  adjacent  views.  Designate  the 
intersections  in  the  different  views  by  similar  numbers,  to 
avoid  confusion.  Develop  the  stretchout  J/ iV  in  the  usual 
way;  draw  edge  lines  and,  afterwards,  developers,  as  shown 
on  the  plate.  The  development  at  (r)  is  thus  completed, 
the  irregular  outline  there  shown  being  the  pattern  for  the 
surface  of  the  smaller  cylinder.  This  part  of  the  work  may 
be  completed  without  reference  to  the  larger  cylinder.  In 
fact,  it  may  be  considered  as  a  separate  drawing,  and  the 
student  should  take  no  notice  of  any  other  lines  on  the 
drawing  except  those  pertaining  to  the  smaller  solid.  In 
this  way  he  will  accustom  himself  to  working  on  drawings 
that  overlap  one  another. 
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A  saving  of  the  draftsman's  time  is  often  effected  by 
thus  making  developments  over  other  portions  of  the  draw- 
ing, for  if  this  were  not  done^  a  separate  projection  would 
be  required  for  each  development.  The  large  number  of 
lines  on  the  drawing  is,  however,  apt  to  be  confusing  to  the 
beginner,  and  is  frequently  a  cause  of  error  when  the  draw- 
ing is  transferred  to  the  metal.  Unusual  rare  must  there- 
fore be  taken  in  such  cases. 

The  development  of  the  smaller  cylinder  being  com- 
pleted, attention  is  directed  to  the  larger  solid.  It  is  evi- 
dent that  the  outline  of  the  development  of  the  larger 
cylinder  will  be  a  parallelogram  having  an  irregularly  out- 
lined portion  in  some  part  of  the  figure*  Reference  to  the 
plan  indicates  that  the  edges  assumed  for  the  smaller  cylin- 
der intersect  the  surface  of  the  larger  at  9^  10,  11^  12,  13^ 
14,  ^^f  10,  and  i,  the  total  distance  from  ^  to  i  being  one- 
quarter  of  the  length  of  its  outline.  These  points  may  now 
be  assumed  as  tlie  edges  for  that  portion  of  the  surface  of 
the  larger  cylinder,  the  remainder  being  spaced  off  in  the 
usual  manner,  as/!,  /j\  C^  etc.  Any  convenient  point  on 
the  outline  may  be  taken  as  the  starting  place  for  the 
stretchout,  the  extreme  upper  point  of  the  plan  at  A  being 
selected  in  this  case.  Since  the  intersections  occur  only  on 
the  assumed  edges  that  are  indicated  by  the  tiumbired 
points,  the  drawing  of  the  edge  lines  in  the  development 
may  be  omitted  through  the  lettered  points,  the  outer  edge 
lines  alone  being  necessary  to  define  the  .size  of  the  parallel- 
ogram. Developers  are  then  drawn  from  the  same  points 
of  intersection  in  the  elevation  used  for  the  development  of 
the  smaller  cylinder,  care  being  exercised  that  they  extend 
to  their  corresponding  edge  lines  in  the  development  of  the 
larger  cylinder,  as  shown  on  the  plate  at  Fig.  1  (i/).* 


♦  It  will  be  noted  durinjr  tht*  drawing  of  this  development  that 
the  stretchouts  of  these  cyVinclers  are  measured  as  chord  distances. 
The  lengths  in  {d)  for  the  large  cyhiuler,  therefore,  will  be  slijtjhtly 
dilTereiit  as  measured  from  a  to  /  when  comparison  is  made  witJi  the 
length  1  to  5",  and,  ctjrrespondingly,  from  .7  to  H.  The  student  should 
understand  that  in  actual  shop  practice  these  chord  distances  are 
equally  spaced  in  all  quadrants  in  order  to  overcome  this  difficulty. 
The  difference  is,  however,  so  slight  in  this  drawing  that  no  allowance 
is  necessary. 
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PROB1.EM  8. 

32,  To  develop  nil  «>et4ijBronal  prism  ami  an  liiter- 
sectlug^  cylinder. 

Explanation, — The  projections  given  in  Practical  Pro- 
^tion  to  show  views  of  a  prism  intersected  by  a  cylinder, 
are  redrawn  for  this  problem.  The  development  of  ihe 
cylinder  is  very  similar  to  that  of  the  smaller  cylinder  in 
the  preceding  problem,  as  shown  at  Fig.  *2  (<').  Note  that 
the  edges  1  and  9^  assumed  on  the  surface  of  the  cylinder, 
coincide  with  the  edge  C  of  the  prism;  this  simplifies  ihe 
development,  and  the  student  will  -have  no  difficulty  in 
completing  the  work  at  (r),  it  being  similar  to  that  described 
in  the  preceding  problem. 

Construction.' — Since  the  development  of  one-half  of  the 
prism  will  serve  to  illustrate  the  principles  of  this  problem, 
four  sides  only  need  be  laid  out  ou  the  stretchout.  In  this 
case,  the  edge  lines  are  to  be  drawn  and  indicated  as  such, 
in  order  that  the  distinction  between  them  and  the  inter- 
edge  lines  may  be  clearly  marked,  in  accordance  with  the 
instructions  given  under  the  heading  **  Development  by 
Parallel  Lines."  After  developing  the  stretchout  as  shown 
at  ((/),  the  completion  of  the  development  is  made  in  the 
same  manner  as  heretofore. 


PROBLEM  9. 

33.  To  develop  the  surfaces  of  a  <'y Under  Inter- 
secting^ a  sphere. 

Explanation. — The  projections  of  the  sphere  intersected 
by  a  cylinder  that  were  drawn  for  Practical  Projection  are 
here  reproduced  at  Fig.  3  {a")  on  the  plate,  btit  to  a  smaller 
scale.  This  problem  introduces  no  new  element  in  the  de- 
velopment of  solids  by  parallel  lines.  It  is  given  a  place  in 
this  instruction  merely  to  show  the  student  that,  while  the 
task  of  finding  the  line  of  intersection  of  parallel-iined  solids 
with  solids  of  other  classes  may  depend  on  various  principles 
of  projection  drawing,  their  development  after  this  line  has 
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been  produced  is  the  same  in  all  cases.  After  the  comple- 
tion of  the  projections,  the  outline  of  the  cylinder,  as  shown 
in  the  plan»  is  divided  into  spaces  by  locating  a  convenient 
number  of  points;  this  number  is  always  optional  with  the 
draftsman,  it  beings  customary  to  take  as  many  as  are  re- 
quired for  accurate  development;  for»  of  course,  the  more 
points  there  are,  the  greater  will  be  the  accuracy. 

Construction. — In  this  case^  as  in  the  case  of  all  sym- 
metrical solids^  it  is  necessary  to  locate  points  on  but  one- 
half  of  the  outline,  since  their  projectors,  if  produced,  will 
fix  correspi^nding  f>ohits  on  the  remaining  portion  of  the 
out Hne.  The  assumed  edges  are  then  projected  to  the  ele- 
vation and  their  intersections  with  the  sphere  carried  by 
developers  to  the  development  at  (5),  A  similar  develop- 
ment may  be  completed  at  (/»')  by  producing  the  edge  lines 
to  that  figure  and  drawing  developers  as  shown,  completing 
the  problem. 

The  stretchout  line  has  been  prominently  used  in  these 
problems.  In  many  cases  it  may  be  convenient  to  develop 
the  stretchout  on  one  of  the  Hntjs  used  for  developers,  thus 
avoiding  an  additional  line  t>n  tiie  drawing.  Generally,  in 
sheet-metal  work,  it  will  be  fuund  preferable  to  give  the 
stretchout  line  the  same  prominence  as  in  these  problems, 
for  reasons  that  will  be  apparent  in  the  student's  later  work. 


I>i;Vl[:iiOPM15KT  BT  RAPTAX  XIXES. 
34,     Relation  of  the  Pyrfimid  to  the  Cone.— We  now 

come  to  the  second  general  division  of  those  solids  whose 
development  may  be  accurately  accomplished— that  is, 
solids  developed  on  radial  lines.  It  is  here  proposed  to 
show  the  relation  borne  by  the  pyramid  to  the  cone,  since 
the  methods  of  development  of  both  solids  are  similar.  In 
the  development  of  the  cylinder,  its  curved  outline  was 
divided  by  points  into  a  number  of  equal  parts.  These 
points  in  the  plan  were  then  pr<>i<^ctcd  to  the  elevntion  and 
there  considered  as  assumed  edges;    in  other   words,    the 


solid  in  its  relation  to  the  cone.     This  may  be  better  under- 
stood by  reference  to  Fig,  23  {a),  (^)»  and  {c). 

The  removal  from  the  cone  at  (a)  of  the  pieces  marked  jr, 
leaves  a  solid  that  may  be  recognized  as  a  quadrangular 
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pyramid— better  shown  at  {d),  the  pieces  being  removed 
and  shown  in  an  adjacent  position.  The  illustration  at  (c) 
is  a  perspective  elevation  of  the  parts  shown  at  (a)  and  (^), 
and  is  introduced  for  the  purpose  f>f  showing  the  relation  be- 
tween the  cone  and  the  pyramid  to  better  advantage.  Com- 
paring tlicse  two  solids  in  the  figure,  it  will  be  seen  that  the 
edges  of  the  pyramid  at  (i)  correspond  to  certain  elements 
of  the  cone  at  (a).  Further,  it  will  be  seen  that,  if  the 
cone  is  covered  with  paper,  as  in  Fig,  24,  and  the  position 
of  the  elements  noted,  the  paper  afterwards  being  unrolled 
as  shown,  the  elements  may  be  imagined  as  leaving  their 
imprint  on  the  paper,  as  at  oa,  oby  etc.,  Fig,  24.  The  posi- 
tion of  these  imprints  will  correspond  relatively  to  the  loca- 
tion of  the  elements  on  the  surface  of  the  solid.     A  figure 
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FlO.  24. 

similar  to  the  unrolled  covering  may  be  described  by  the 
aid  of  the  dividers,  the  boundaries  of  the  development  being 
defined  by  the  position  of  any  element  chosen  at  pleasure, 
notice  being  laken  of  the  first  and  last  contact  of  such  ele- 
ment w^ith  the  drawing  during  a  single  revolution  of  the 
cone.  The  radius  of  the  arc  thus  described  is  always  equal 
to  the  true  length  of  an  element,  while  its  Icngtlt  is  equal  to 
the  circumference  of  the  base  of  the  cone. 

Suppose,  now,  that  the  surface  of  the  pyramid  shuwn  at 
Fig.  23  {b)  is  covered  in  a  similar  manner,  the  covering  being 
afterwards  unrolled  as  shown  in  Fig.  25.  It  will  be  found 
that  an  arc  described  with  a  radius  equal  to  that  used  for 
the  develoi>ment  of  the  cone  in  Fig.  24 — that  is,  equa!  to 
the   true   length    of    an    edge    of    the  pyramid — will    pass 
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through  the  points  a,  b,  i%  d,  and  a\  representing  the  lower 

'extremities  of  the  upright  edges  of   the  pyramid.     These 

points  are  equally  distant  from  one  another  as  measured  on 

the  arc.     This  may  be  proved  by  setting  the  dividers  at  a 

[distance  equal  to  the  length  of  a  base  edge  of   the  pyramid 
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and  stepping  off  the  spaces  on  the  arc.  The  only  differ- 
ence between  the  developments  for  these  two  solids  lies  in 
the  fact  that,  for  the  coni\  the  development  is  defined  by 
the  circular  arc,  while  in  the  case  of  t\\Q  pyramid^  straight 
lines  are  drawn  between  the  points  a,  b,  c\  etc.,  as  shown  in 
Fig-  tJS.  These  developments  will  be  completed  in  a  later 
problem. 

35.  6tretclioiit«  for  Radial  Solids, — Since  the  dis- 
tance around  the  bases  of  the  cone  and  the  pyramid  may 
be  measured  on  an  arc  whose  radius  is  equal  to  the  length 
of  one  of  the  elements  of  the  cone  (or,  in  the  case  of  the 
pyramid,  to  the  length  of  one  of  its  upright  edges),  such 
an  arc  may  be  described  for  the  stretchout  of  these  solids. 
The  measurement  around  the  solid  being  taken  on  a  partic- 
ular line,  or  base  plane,  it  may  ht^re  be  observed  that  any 
real  or  assumed  base  phine  of  a  cone  or  pyramid  may  be 
treated  in  a  similar  manner.  The  length  of  the  radius  by 
which  the  stretchout  is  described  must,  in  all  cases,  be 
equal  to  the  true  length  of  the  elements  in  that  portion  of 
the  solid. 

This  is  illustrated  in  Fig.  26,  the  cone  O  A  B  being  devel- 
oped along  a  stretchout  described  with  the  radius  O  B.  An 
assumed  base  may  be  taken  at  C D\  an  arc  is  then  described 


sumed  base  CD  (meas- 
ured on  the  plan)  is 
taken  in  the  dividers 
and  spaced  off  on  the 
arc  D F^  the  spaces  will 
be  found  to  coincide 
with  the  intersection 
of  the  elements  in 
the  development  drawn 
from  the  arc  BE.  The 
same  will  be  found  true 
for  any  right  base  that 
may  be  assumed  for  the 
cone.  As  a  matter  of 
precaution,  it  is  cus- 
tomary, when  drawing 
developments  of  the  ra- 
dial solids,  to  describe 
the  stretchout  with  as 
long  a  radius  as  possi- 
ble^ usually  not  exceed- 
ing the  length  of  the 
elements  or  edges  shown  in  the  drawing.  For  reasons 
that  will  be  shown  during  the  construction  of  the  problems, 
it  is  convenient  to  locate  the  center  for  describing  the 
stretchout  at  the  vertex  of  the  solid. 

36,  Kevolutlou  of  Radial  Solids. — During  the  study 
of  projection  drawings  it  was  learned  that  measurements 
for  all  distances  and  the  position  uf  points  on  the  surfaces 
of  cones  and  pyramids — radial  solids— are  determined  by 
means  of  their  radial  lines,  or  elements.  The  same  princi- 
ple must  be  adhered  to  when  developments  of  such  solfds 
are  produced.      It   is  essential,   therefore,   that  these  lines 
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should  be  shown  in  their  true  lengths  on  drawings  from 
which  such  developments  are  produced.  This  will  necessi- 
tate much  work  on  the  part  of  the- draftsman^  especially  if 
the  surfaces  are  in  any  way  irregular  or  are  intersected  by 
other  solids.  To  overcome  the  necessity  for  drawing  a 
number  of  views,  advantage  is  taken  of  a  principle  that 
may  be  observed  during  the  revolution  of  the  solid.  This 
revolution  is  effected  in  a  very  simple  way  on  the  drawing 
board,  and  an  illustration  of  the  method  used  is  furnished 
in  Fig,  27.  The  student  will  understand,  from  an  inspec* 
tion  of  that  figure^  that  if  the  cone  O  A  /?  is  revolved  on 
its  axis  in  the  direction  of  the  arrow,  the  motion  of  any 
point  on  its  surface  will  be  indicated  on  the  elevation  by 
a  horizontal  line.  When  any  elements  of  the  cone  are  in 
the  positions  occupied  by  the  elements  OA  and  0  B^  their 

r  true  lengths  are  shown  on  the  elevation,  and  measurements 
may,  therefore^  be  taken  from  such  lines  or  from  any  points 
located  on  these  lines.     Lines  in  this 

r  position  may  be  called  inte  edge  iines^ 
their  use  under  this  name  being  pecu- 
liar to  the  radial  solids. 

When  developing  the  surfaces  of  pyra- 
mids shown  in  certain  positions,  it  is 
sometimes  necessary  to  draw  this  true 
edge  line  independently  of  the  figure. 
A  problem  illustrating  this  principle  is 
given  on  the  following  plate.  Since  the 
elements  of  a  cone  are  equal  in  length, 
the  position  of  any  p<jint  that  may  be 

I  located  on  any  of  these  elements  (as  jr, 
located  on  the  element  O  C,  Fig.  27) 
may  be  projected  in  a  horizontal  direc- 
tion to  the  true  edge  line  at  .r*,  and  its 
correct  distance  from  the  vertex  O  be 
there  ascertained.     The  point  .r,  there-  ^*^-  ^' 

fore,  could  be  projected  to  either  element  O  A  or  O  B^  but 
the  supposed  revolution  is  generally  represented  as  being 
made  toward  the  true  edge  line  that  is  nearest  the  point 


j\ 
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whose  location  it  is  desired  to  determine,  although  in  Fig.  27 
the  point  x  is  moved  in  the  opposite  direction.  Thus,  in 
Fig.  27,  if  it  is  desired  to  determine  the  exact  distance  of 
the  point  x  from  the  vertex  0^  the  horizontal  line  x x'  is 
drawn  in  the  elevation,  and  the  distance  from  the  point  O 
to  the  point  x'  is  then  the  exact,  or  true,  distance  between 
the  two  points.  The  same  result  would  be  obtained  if  an 
elevation  were  drawn  showing  the  element  O  C  \x\  its  true 
length;  but,  as  seen  from  the  foregoing  explanation,  the 
method  here  explained  is  much  shorter  and  better  adapted 
to  the  wants  of  the  draftsman. 

37.  Use  of  Constioictlon  Ijlnes. — In  the  development 
of  radial  solids,  the  same  construction  lines  are  used  as  in 
obtaining  the  developments  for  parallel  solids,  although  in  a 
slightly  different  manner.  Since  the  stretchout  line  has 
been  shown  in  its  adaptation  to  the  development  of  these 
solids,  it  may  be  represented  in  a  similar  manner  on  the 
drawings.  Developers  also  are  indicated  by  the  same  kind 
of  broken  lines  used  in  the  preceding  class,  but,  like  the 
stretchout,  they  are  described  in  the  form  of  arcs,  and  must 
be  produced  from  an  element  or  edge  that  is  shown  in  its 
true  length.  In  a  similar  manner,  these  developers  are 
drawn  to  the  development,  arcs  being  described  extending 
from  points  on  edges  or  interedges,  as  the  case  may  be,  to 
their  corresponding  edge  lines  or  interedge  lines  in  the 
development.  When  edge  lines  and  interedge  lines  occur, 
they  converge  to  a  point,  and  are  the  radial  lines  by  which 
this  class  of  solids  is  distinguished.  Such  edges  and  inter- 
edges are  represented  by  lines  similar  to  those  used  for  the 
same  purpose  in  parallel  developments,  and  refer  to  the  same 
corresponding  portions  of  the  solid. 


GENERATE  RULES  FOR  OHTAIM>'G    RADIAL  DEVELOPMENTS. 

38.  A  slight  modlHcalion  of  the  rules  for  obtaining 
developments  on  parallel  lines  is  here  api)lie(l  to  the  develop- 
ment of   radial   solids.      In  connection    with    the   foregoing 
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instruction,  a  comparison  of  the  two  sets  of  rules  will 
enable  the  student  to  understand  the  principles  by  which 
these  developments  may  be  accomplished. 

1*  A  projection  must  first  be  drawn,  consisting  of  a  plan 
and  elevation  and  showitig  the  solid  in  a  right  position. 

2.  The  development  is  always  obtained  from  that  view  in 
which  the  axis  of  the  solid  is  shown  in  its  true  length  (since 
the  revolution  of  the  solid  may  not  readily  be  shown  in  any 
other  view). 

3.  The  stretchout  is  described  with  a  radius  equal  to  the 
ength  of  the  true  edge  of  the  solid.       Its  center  may  be 

conveniently  located  at  the  vertex. 

4.  To  indicate  the  width  and  relative  position  of  the  sur- 
faces, points  are  located  on  the  stretchout  correspond i^ig  to 
the  position  of  those  points  on  the  outline  of  a  sectional  or 
base  view.  This  view  must  be  taken  at  right  angles  to  the 
axis  of  the  solid,  the  distance  from  the  vertex  being  de- 
termined by  the  length  of  the  true  edge  Hues  in  the  elevation. 

5.  Edge  lines  and  interedge  lines  are  always  radii  of  the 
stretchout  arc. 

6.  Points  located  on  the  surface  of  the  solid  must  be  pro- 
jected to  the  true  edge  line  by  projectors  drawn  at  right 
angles  to  the  axis. 

7.  Developers  are  described  with  radii  equal  tothe  dis- 
tances on  a  true  edge  line  from  the  vertex  to  the  points  pro- 
jected to  such  edge  line.  Each  developer  extends  thence 
to  its  corresponding  edge  line  or  interedge  line  in  the 
development. 

8.  Interedge  lines,  when  necessary  for  the  development, 
must  be  indicated  on  the  projection  as  well  as  on  the  develop- 
ment. Points  located  on  such  lines  are  projected  to  the 
true  edge  lines  and  thence  developed  in  the  usual  manner, 

9.  The  lengths  of  the  outer  edge  lines  in  a  complete  de- 
velopment of  a  solid  must  be  defined  by  the  same  developers. 

The  application  of  these  rules  will  be  made  apparent  to 
the  student  in  the  construction  of  the  following  problems^ 
which  involve  the  development  of  radial  solids. 
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PHOIILEM   10, 

To  develop  tlie  surface  of  a  cone. 

Construction. — Draw  a  plan  and  an  elevation  of  the  cone, 
as  shown  at  Fig,  1  on  the  plate.  The  cone  is  there  shown 
in  a  right  position,  the  dimensions  being"  1^  inches  in  diam- 
eter at  the  base  and  2  inches  high.  The  true  length  of  its 
axis  is  shown  in  the  elevation,  and  the  development  is  there- 
fore made  from  that  view.  Divide  the  outline  of  the  base  in 
the  plan  into  a  convenient  number  of  equal  parts  (in  this 
case  12);  from  the  vertex  O'  of  the  cone  as  a  center,  describe 
the  stretchout  arc  B*  a'  with  a  radius  equal  to  the  true  length 
of  the  elements  of  the  cone  (that  is^  the  distance  O*  B^  in 
the  elevation).  With  the  dividers,  take  the  length  of  one  of 
the  equal  spaces  in  the  plan,  and,  starting  at  a  convenient 
point  on  the  stretchout,  as  at  a^  step  off  spaces  equal  in 
number  to  those  on  the  plan,  thereby  making  the  length  of 
the  stretchout  equal  to  the  circumference  of  the  base  of  the 
cone.  From  each  of  the  points  thus  located  on  the  stretch- 
out, an  edge  line  may  be  drawn  to  the  vertex  O^ \  but  since 
there  are  no  points  on  the  surface  of  the  cone  that  it  is  desir- 
able to  locate  in  this  instance,  only  the  outer  edge  lines  a  O' 
and  a'  O'  need  be  inked  in  on  the  drawing.  These  lines  are 
to  be  further  indicated  by  means  of  the  small  arrowheads 
(as  in  the  case  of  parallel  solids)  illustrated  on  the  plate 
in  Fig.  1,     This  completes  the  development. 
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PROBLKM   11. 

40.  To  develop  tlie  Kiirfaees  o/  a  quadranin^IaF 
pyramid. 

Construction. — ^This  development  is  shown  on  the  plate 
at  Fig.  2,  the  right  plan  and  elevation  being  first  drawn 
according  to  the  dimensions  given  in  the  figure.  It  wiM 
be  seen  that  the  true  length  of  the  edge  is  shown  in  the 
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elevation;  the  stretchout  may,  therefore,  be  described  as  in 
he  case  of  the  cone  in  the  preceding  problem.  After  set- 
ting the  dividers  to  the  width  of  one  of  the  base  edges  shown 
in  the  plan  at  A  B^  Fig.  2,  begin  at  a  and  step  off  on  the 
stretchout  line  spaces  equal  in  number  to  the  base  edges 
of  the  pyramid.  Thus,  points  are  located  at  tf,  b^  <r,  rf,  and  a\ 
Draw  lines  connecting  these  points  in  the  manner  shown, 
and  draw  other  lines  from  each  of  these  points  to  the 
vertex  0\  In  this  case  the  edge  lines  must  be  drawn  in 
the  development,  since  there  are  actual  edges  on  the  solid; 
besides,  it  is  necessary  to  define  those  portions  of  the  de- 
velopment as  indicated  on  the  plate.  Complete  the  drawing 
in  the  manner  shown,  the  outline  O' a  b  c  d  a*  being  the 
development  of  the  pyramid* 


PROBI^M  i*a. 
41.    To  develop  the  surf^^ees  of  an  octagonal  pyra- 
mid. 

Explanation. — The  base  of  the  pyramid  whose  dimen- 
iions  are  given  in  Fig,  3  on  the  plate  is  not  a  true  octagon, 
the  alternate  sides  only  being  equaU  It  will  be  seen, 
however,  that  the  octagon  may  be  circumscribed  by  a  circle; 
that  is,  a  circle  may  be  described  in  the  plan  from  the 
center  O  with  a  radius  O  A^  whose  outline  will  pass  through 
all  the  points  A^  B,  C,  I),  etc.;  therefore,  the  development 
of  the  solid  may  be  accomplished  by  this  method. 

Construction. — The  true  length  of  the  edge  lines  is  not 
shown  in  either  view  presented,  and  it  is  therefore  necessary 
to  draw  a  line  that  will  represent  the  true  edge  in  the 
elevation.  This  is  found  as  follows:  From  f?  as  a  center, 
with  the  radius  O  H,  describe  the  arc  H  H\  intersecting  a 
line  O  H*  (drawn  parallel  to  the  base  line  of  the  front  ele- 
vation) at  //';  project  the  point  //'  to  the  base  line  of  the 
front  elevation  (extended)  at  H*-^  O' H' \s  then  the  true 
length  of  an  edge  of  the  pyramid,  and  is,  at  the  same  time, 
the  length  of  the   stretchout   radius.     Next,  describe    the 
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stretchout  with  this  radius  from  the  vertex  O'  as  a  center; 
then  space  off  the  width  of  the  surfaces  shown  on  the  base 
in  the  plan,  as  at  a,  h^g^  f,  etc.,  and  complete  the  develop- 
ment as  directed  in  the  preceding  problem. 


probl:em  18. 
42*    To  develop  the  surfaces   of  an  irregrular  frus- 
tum of  a  hexa8^>nal  pyramid. 

Construction. — The  projections  shown  in  Fig.  4  on  the 
plate  are  first  drawn  in  accordance  with  the  dimensions 
there  given,  thus  producing  a  right  plan  and  elevation  of 
the  frustum.  In  this  and  all  similar  developments,  it  is 
desirable  to  extend  the  edges  of  the  pyramid  to  the  vertex 
of  the  solid.  Since  the  drawing  does  not  show  the  true 
length  of  the  edge,  this  must  first  be  found  by  the  method 
described  in  the  preceding  problem,  and  produced  as  shown 
in  the  elevation  at  O'a,  The  points  in  the  upper  portion  of 
the  solid,  at  B'C'D\  are  then  projected  to  the  true  edge  line 
at  B",  C'y  and  D'.  The  stretchout  is  next  described  from  O' 
as  a  center  with  a  radius  O'a;  the  widths  of  the  surfaces 
are  then  laid  off  at  a^  b^  c,  d^  etc.,  and  the  corresponding 
edge  lines  are  then  drawn.  Developers  are  now  described 
from  B" ^  Cy  and  D",  as  previously  directed,  the  intersec- 
tions with  their  corresponding  edge  lines  being  noted  at 
b'  a\  c*  f\  and  d'  e\  Complete  the  development  by  drawing 
its  full  outline  and  adding  the  indicators  in  the  manner 
shown. 


PROBLEM   14. 

43.     To  develop  an  irregular  friLstiini  of  a  cone. 

Two  developments  arc  required  for  this  problem,  one  of 
them  being  fully  described  and  the  other  to  be  drawn  by 
the  student  as  a  test  of  his  advancement. 

Construction  — The  projec  tion  drawini;s  for  the  first 
development  are  shown  on  the  plate  at  Fig.  T),  that  portion 
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of  the  cone  representing  a  parabolic  section  being  presented 
for  development.  In  tliis,  as  in  the  preceding  case,  the 
completion  of  the  figure,  as  shown  by  the  broken  lines,  must 
first  be  made.  Proceed  then  as  if  the  complete  cone  were 
to  be  developed;  that  is,  divide  the  outline  of  the  base  in 
the  plan  into  a  number  of  equal  spaces,  observing  that 
certain  of  the  points  fall  on  the  ends  of  the  parabohc  curve 
(as  at  /"and  B  in  the  plan,  Fig.  5),  The  elements  of  the 
cone  are  then  produced  in  the  elevation,  their  intersections 
with  the  edge  of  the  frustum  at  i*.  r',  rf",  etc.  being  then 
projected  as  before  to  the  true  edge  line.  As  in  former 
problems,  the  stretchout  is  next  described  and  spaced  off, 
and  edge  lines  are  drawn.  Developers  may  now  be  de- 
scribed as  shown  on  the  plate,  and  the  development  com- 
pleted in  the  usual  manner.  The  irregular  curve  is  now 
traced  through  the  poijits  thus  determined.  The  projection 
drawings  for  the  second  development  of  this  problem  are 
shown  on  the  plate  at  Fig.  0,  and,  since  the  methods  used 
are  the  same  as  io  the  case  just  described,  the  development 
may  be  completed  by  the  student  without  further  instruc- 
tion. 
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PROB1.EM:  IS. 

44:,    To  develop  the  .surfaces  of  Interseetlng  cones. 

The  projections  for  this  problem  are  shown  on  the  plate 
at  Fig.  7.  They  shoinid  first  be  carefully  drawn  by  the 
student,  the  line  of  intersection  being  accurately  determined 
by  the  method  for  finding  the  intersection  of  two  cones  that 
was  given  in  Practical  Projection.  After  this  line  has  been 
found,  all  construction  lines  used  in  the  projection  should 
be  erased  from  the  drawing;  if  this  is  not  done,  confusion 
is  h'able  to  result. 

Construction.— The  development  of  these  surfaces  does 
not  diflfer  materially  from  those  in  the  preceding  problem, 
as  an  inspection  of  Fig,  7  will  indicate.  First  draw  the 
development  of  the  surface  of  the  smaller  cone;  extend  the 
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edge  lines  in  the  elevation  to  the  vertex  0\  as  shown; 
extend  them  also  to  the  assumed  base  a  e  and  produce  the 
full  view  of  the  base  in  the  manner  indicated  by  the  broken 
lines  at  (//),  using  only  one-half  of  the  circumference.  The 
semi -circumference  is  then  spaced  off  as  at  a,  b^  r,  d^  and  e\ 
b^  c^  and  ^/are  then  projected  to  the  base  line  a  €\  and  the 
elements  b'  0\c*  0\  and^'  {?' are  drawn  as  shown.  The  in- 
tersections of  these  elements  with  the  line  of  intersection  of 
the  two  solids  are  then  projected  to  the  true  edge  of  the 
smaller  cone,  at  tf ',  d',  etc.  A  stretchout  for  this  solid  is  next 
described  from  the  vertex  O*  as  a  center  with  a  radius  O'  e\ 
the  points^!,  b^  <:,  etc.  at  {b)  are  located  by  spacing  the  stretch- 
out; and  the  distances  a  b^  b  c^  etc.  are  taken  from  the  full 
view  at  (?/),  Next,  draw  the  edge  Hues  a  0\  b  0\  c  0\  etc. 
at  (^) ;  and  from  points  a" ^  A',  etc.  describe  developers  in 
the  manner  shown.  The  irregular  curve  at  (^)  is  then 
traced,  completing  the  development  for  this  solid. 

As  a  matter  of  conveoieoce  in  this  case,  the  development 
of  the  larger  cone,  or,  rather,  as  much  of  its  surface  as  will 
show  the  opening  made  by  the  intersection  of  the  smaller 
cone,  may  be  drawn  to  the  right  of  the  projections,  as  at  (r). 
Now  draw  the  horizontal  center  line  in  the  plan  and  from 
the  center  of  the  plan  draw  a  line  tangent  to  the  line  of 
intersection  of  the  cones,  marking  the  point  where  this  line 
meets  the  base  4'.  Divide  V-^  into  a  convenient  number 
of  parts  (in  this  case  3),  and  project  the  points  1\  2\  S\  4.'  to 
the  elevation.  Draw  elements  from  O'^  to  the  projected 
points  and  mark  the  points  where  these  elements-  cross  the 
line  of  intersection  of  the  cones  /,  ;2,  S,  4^  ^i  ^»  ^^^  7'-  The 
points  /',  fS*,  3\  4*  in  the  plan  establish  the  width  of  the 
spaces  that  shall  be  stepped  off  on  the  stretchout.  Describe 
the  stretchout  from  the  center  O',  as  shown  at  (i),  and  on 
this  line  set  off  the  spaces  determined  in  the  plan  at  1\  2\  S\ 
and  4\  and  repeat  them  on  both  sides  of  the  edge  line  1 1?*, 
as  indicated  at  (r).  Project  the  points  1,  2^  S,  etc.  to  the 
right-hand  true  edge  line  of  the  elevation,  and  carry  them 
thence,  by  developers,  to  the  drawing  at  (r),  completing  the 
development  as  there  shown. 
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The  student  will  readily  perceive  that,  if  the  line  of  inter- 
section of  the  two  cones  is  not  correctly  drawn,  the  true 
development  cannot  be  produced,  since  the  drawing  depends 
entirely  on  the  Hoe  thus  determined.  If  these  points  are 
incorrectly  located,  the  development  is  necessarily  wrong^. 
The  importance  of  having  a  correct  projection  is  thus 
evidenL 

45,  Ho^w  to  Reeofifulze  Radial  Fonns*  —  Since  many 
objects  of  frequent  occurrence  in  the  trades  are  portions  of 
the  cone  or  pyramid,  the  student  should  familiarize  himself 
with  the  appearance  of  such  frustums.  Many  objects  repre- 
sent a  combination  of  the  surfaces  of  cones  of  unequal 
sizes,  and  at  first  sight  it  might  appear  that  their  develop- 
ment should  be  produced  only  by  triangulation.  But  an 
experience  in  the  projection  of  cones  and  conic  sections  will 
often  enable  the  student  to  refer  such  sections  to  the  appro- 
priate forrn^  in  many  cases  thereby  avoiding  a  tedious  proc- 
ess of  development. 

The  representation  of  the  elements  of  the  cone  in  both  plan 
and  elevation  will  determine  the  method  to  be  used  in  the 
development  of  a  given  solid.  In  a  certain  case,  a  number 
of  vertexes  may  be  defined ;  each  cone  is  then  to  be  traced  out 
carefully  and  the  development  of  its  surface  made,  or  as 
much  of  that  surface  as  is  required  for  the  object  in  view, 
the  operation  being  similar  to  that  of  the  preceding  prob- 
lems. This  subject  is  given  special  attention  in  a  later  part 
of  this  Course,  and  different  trade  articles  are  developed 
clearly  exemplifying  these  principles. 


TRIAKOIJI^TIOK, 
46.     Eletnentarj^      Principles. — Trlangnlatlon— the 

process  by  which  the  development  of  solids  belonging  to 
the  third  general  division  is  accomplished — is  generally  re- 
garded by  sheet-metal  workers  as  particularly  intricate  and 
difficult.  It  is,  on  the  contrary,  a  very  simple  method  of 
development,  and  should,   to  the  student  that  thoroughly 
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understands  the  principles  of  projection,  present  no  serious 
obstacles.  This  process  depends  for  its  results  on  two  gen- 
eral principles,  both  of  which  have  been  mentioned  in  this 
Course:  firsts  to  find  the  true  length  of  all  lines,  real  or 
assumed,  appearing  on  the  surfaces  of  the  solid;  second^  hav- 
ing determined  the  true  length  of  such  lines,  to  construct 
triangles  similar  in  form  and  relation  to  those  shown  on  the 
solid. 

Certainly,  the  construction  of  a  triangle  whose  three  sides 
are  given  is  not  a  difficult  problem;  and  the  task  of  finding, 
from  the  projection  drawing,  the  true  lengths  of  its  sides 
involves  nothing  but  the  elementary  principles  of  that 
study.  Having  found  the  true  lengths  of  the  sides  of  such 
triangles  as  are  involved  in  a  development,  nothing  appar- 
ently remains  but  to  show  the  method  of  arranging  the 
triangles  in  their  proper  relation  to  one  another  on  the 
different  surfaces  of  the  solids.  Since  this  is  naturally 
suggested  by  the  shape  of  the  solid  itself,  several  solids  are 
presented  in  the  accompanying  problems,  from  the  study  of 
which  the  student  should  learn  to  apply  the  principles  to  the 
development  of  any  solid  of  this  class. 

47.  Illustration  of  Methods  Used.  —  This  method  of 
development  has  been  previously  mentioned,  and  while  this 

principle  of  patterncutting  is 
usually  applied  to  solids  having 
curved  surfaces,  it  is  best  illus- 
trated by  its  application  to  a  solid 
having  plane  surfaces.  Such  a 
solid  is  shown  in  Fig.  28,  where  a 
^^^'  ^'  perspective  view  is  given  of  what 

may  be  termed  a  transition  piece — that  is,  a  piece  used  to 
connect  openings  of  different  sizes,  as  in  pipework.  Both 
bases  are  rectangular  and,  in  this  case,  parallel,  but  diago- 
nally arranged  in  their  relation  to  each  other,  as  may  be 
seen  from  the  figure. 

It  is  at  onc:c  .seen  that  noiu?  of  the  methods  described 
under   the   headings  of  parallel-   or  radial-lined  solids  will 
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apply  to  the  development  of  the  lateral  surfaces  of  this  solid, 
although  it  is  possible  to  project  a  full  view  of  each  of  the 
surfaces  shown  in  the  figure.  Since  this  would  require  an 
unusual  amount  of  work  on  the  part  of  the  draftsman,  the 
following  process  admitting  of  more  rapid  application  is 
presented. 


p 


48.  Determining  the  Triangles.^— Clearly,  a  reproduc- 
tion of  these  triangular  surfaces  on  the  flat  surface  of  the 
drawing  board*  in  the  same  corresponding  relation  with  ref- 
erence to  one  another,  will  be  a  development  of  the  solid. 
Apparently,  the  only  difficulty  that  presents  itself  is  the 
fact  that^  in  certain  cases,  the  sides  of  the  triangles  are  not 
shown  in  their  true  lengths.  It  is  necessary  to  determine 
the  true  lengths  of  all  lines,  in  order  that  the  triangles  may 
be  constructed  of  the  same  size  as  they  are  on  the  surfaces 
of  the  solid. 

As  in  all  cases  where  a  development  is  desired,  a  right 
plan  and  elevation  must  first  be  drawn.  This  is  shown  in 
Fig.  2D,  and  from  that  illustra- 
tion it  is  seen  that  all  lines  of 
the  solid  that  appear  on  either 
base  are  shown  in  their  true 
lengths.  It  is  therefore  neces- 
sary, before  the  triangles  may 
be  produced,  to  determine  the  -ffW^ 
true  lengths  of  the  remaining 
lines  of  the  solid.  As  mentioned 
in  Practical  Project  ion  ^  this  is 
most  readily  accomplished  by 
constructing,  in  each  case,  a 
right-angled  triangle  whose  base 
is  equal  to  the  length  of  any 
foreshortened  line  in  the  plan, 
and  its  altitude  to  the  vertical  ^^^  ® 

height  of  the  same  line,  as  shown  in  the  elevation.  The 
hypotenuse  of  such  a  triangle  will  then  be  equal  to  the  true 
length  of  the  line.   In  this  case,  the  lines  A  //,  D H^  A  E,  B E\ 
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etc,  foreshortened  in  the  plan,  are  all  represented  by  h'nes 
of  the  same  length.  The  vertical  height  M^  Fig.  29,  is  the 
same  in  the  case  of  each  line. 

A  single  triangle  constructed  by  the  above  method,  there- 
fore, will  be  sufficient  to  indicate  the  true  length  of  all  lines 
not  shown  in  their  true  length  in  Fig,  29. 
Stich  a  triangle  is  constructed  in  Fig.  30;  the 
base  of  the  triangle  A  //,  Fig,  30,  is  equal  to 
the  length  of  A  H,  Fig.  20,  the  altitude  M 
being  the  same  as  >/,  Fig,  20.  The  hypot- 
enuse of  this  triangle  is  therefore  the  true 
lengths  of  the  lines  A  HJ}H,  etc.  as  shown 
in  Fig.  29.  The  true  lengths  of  all  lines  bordering  the  tri- 
angular surfilces  of  the  solid  shown  in  Fig.  20  having  been 
found,  the  triangles  may  now  be  constructed  on  the  drawing, 
care  being  observed  that  the  adjacent  triangles  are  completed 
in  the  same  order  as  they  are  shown  on  the  solid.    Any  edge 
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of  the  solid  may  be  assumed  as  a  starting  place  for  the 
operation;  the  true  length  of  such  an  edge  is  then  laid  off 
on  a  line  as  at  A  E,  Fig.  31.  The  triangle  A  E  B,  Fig.  31, 
is  first  constructed;  the  length  of  the  ?A{\^  A  E  being  laid 
off,  and  BE,  Fig.  29,  being  of  the  same  length,  an  arc  may 
be  described  in  Fig.  31  from  £*  as  a  center,  with  a  radius 
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equal  to  EA,  Intersect  this  arc  at  B^  Fig,  31,  with  one 
described  from  A  as  a  center,  with  a  radius  equal  to  A  B^ 
Fig.  29.  Draw  A  B  and  E B^  thus  developing^  the  trian- 
gle A  E  B^  Fig.  31,  which  is  the  correct  development  of  the 
surface  A  E  B,  Fig.  29. 

The  adjacent  triangle  EB F^  Fig.  31,  may  next  be  con- 
structed. Since  B  Fis  equal  to  B E^  Fig,  29,  an  arc  may  be 
described  in  Fig.  31  from  B  as  a  center,  with  a  radius  B E\ 
this  arc  is  then  intersected  by  an  arc  described  from  j?  as  a 
center^  with  a  radius  equal  to  the  length  of  E F^  Fig.  29, 
thus  developing  the  triangle  E B F^  Fig.  31,  which  corre- 
sponds to  the  surface  E B  F,  Fig.  29<  In  like  manner,  each 
surface  of  the  solid  is  developed,  due  care  being  observed 
that  adjacent  triangles  are  placed  in  corresponding  positions 
in  the  development. 

49,  Completion  of  the  Dra^ving:, — The  completion  of 
the  drawing  is  made  in  a  manner  somewhat  similar  to  par- 
allel and  radial  developments;  that  is,  the  edge  lines  may  be 
indicated  as  in  those  methods,  the  outer  edges  being  denoted 
by  full  lines  and  those  lines  on  which  bends  are  to  be  made 
when  the  flat  surfaces  are  formed  up  being  designated  by 
the  customary  indicator  circles.  It  will  thus  be  seen  that 
no  new  principles  are  required  to  produce  developments  by 
this  method.  A  careful  observance  of  the  different  portions 
of  the  drawing  is  required,  since  an  object  as  simple  as  that 
shown  in  Fig.  29  is  seldom  met  In  practice.  The  same 
methods  are  used,  however,  and  should  be  readily  understood 
by  the  student  and  applied  to  the  drawing  in  the  same 
.  manner  as  has  been  shown. 


BRAWnCG  PIjATE,  title::     BEirHLOPBOENTS  V, 

50,  Several  problems  relating  to  the  development  of 
solids  by  triangiilation  are  given  on  this  plate.  The  same 
principles  that  were  shown  in  connection  with  the  develop- 
ment of  the  transition  piece  in  Figs.  28  to  31  are  used  in 
these  drawings;  but,  owing  to  the  different  shapes  assumed 
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by  the   solid  selected  for  each    problem,   slightly  different 
constructions  are  given  in  each  case. 

Particular  attention  should  be  paid  to  the  manner  in 
which  the  triangles  are  located  on  the  hregular  surfaces,  care 
being  exercised  that  similar  points  in  each  view  shall  be 
taken  as  a  basis  for  finding  the  true  length  of  each  line. 


PROBLEM    lU. 

61.  To  develop  the  Biirfacc*  of  an  Irregftilar  Bolld 
liiivtngr  parti Uel  l>a**es» 

The  solid  shown  in  perspective  in  Fig.  32  is  the  same  as 
that  used  in  Prenfiin/  Pni/trtion  for  the  projections  of  views 
of  an  irregularly  formed  solid  and  a  sectional  view  from  a 
given  cutting  plane. 

Construction. — The  first  step  is  to  draw  a  right  plan  and 
elevation^  as  shown  at  Fig.  1  {a)  on  the  plate.  Draw  the 
horizontal  diameter  a  m  through  the  plan,  thus  dividing  the 
solid  into  symmetrica!  halves.  It  will  now  be  seen  that,  if  a 
development  is  made  of  the  tipper  portion  of  the  solid,  as 
seen  in  the  plan^  a  duplication  of  the  resulting  figure  will  be 
the  complete  development.  In  order  to  locate  the  sides  of 
the  triangles  that  are  to  be  assumed  on  the  surface  of  the 
solid,  the  outline  of  the  bases  is  divided  into  the  same  number 
of  equal  parts  (in  this  case  G),  as  at  «,  r,  r,  etc.  on  the  lower 
base  and  ^,  d^  /*,  etc.  on  the  upper  base. 

Draw,  in  succession,  lines  alternately  from  the  points  on 
the  upper   and  lower  bases;    a  b  being  on   the  line  of   the 

diameter,  draw  bi\  rt/,  dc^  etc. 
Project  these  points  and  lines  to 
the  elevation,  and  represent  them 
by  dot-and-dash  lines,  as  used  in 
preceding  developments  to  desig- 
nate edge  lines.  The  surface  of 
the  solid  is  thus  divided  into  a  num- 
^'^■^*  ber  of  triangles  that  may  be  better 

understood  by  the  student  from  an  inspection  uf  Fig.  32, 
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This  is  a  perspective  view  of  the  solid,  showing  in  the  full 
lines  the  triangles  that  have  been  assumed  on  its  surface. 
The  lengths  of  the  sides  bd,  df^  ac^  c  e^  etc,  may  be  taken 
as  chord  distances  directly  from  the  plan,  since  they  are 
there  shown  in  their  full  length.  A  construction  of  right- 
angied  triangles  is  necessary,  however,  in  order  to  find  the 
true  lengths  of  the  lines  bc^  c d,  d t%  etc.,  Fig,  1  of  the  plate; 
and,  in  order  to  construct  them,  the  base  line  a*  w'  of  the 
solid  in  the  elevation,  Fig.  1,  is  extended  indefinitely  toward 
the  right  of  the  drawing  to  m'^  as  shown  at  {h). 

At  a  convenient  distance  from  the  elevation,  locate  a 
point  on  this  line,  as  at  i'  in  Fig.  1  {b)  on  the  plate.  Take 
the  distance  bc^  as  shown  in  the  plan,  and  st-t  it  off  with  the 
dividers,  as  at  iV;  in  like  manner,  make^'^/'  equal  to  cd^ 
as  shown  on  the  plan,  and  proceed  to  copy  all  the  distances 
there  shown  until  the  point  ///'  is  reached.  It  w*ill  be  seen 
from  an  examination  of  the  projections  that  the  lines  a*  b 
and  m*  n  are  shown  in  their  true  length  in  the  elevation, 
and  a  triangle  is,  therefore,  not  required  for  those  lines. 

Since  the  bases  of  the  solid  are  parallel,  the  vertical 
height  of  the  triangles  at  {b)  is  the  same  in  all  cases,  and 
may  be  projected  from  the  elcvatinn  as  shown  on  the  plate. 
The  true  lengths  of  all  lines  now  being  determined,  the  tri- 
angles may  be  constructed  as  shown  at  Fig.  1  {c).  Draw 
the  line  a  b^  making  it  equal  in  length  to  the  corresponding 
line  in  the  elevation- — that  is,  a*  b;  next,  describe  an  arc 
from  /7  as  a  center,  with  a  radius  rtr,  taken  from  the  plan  at 
{ii)\  intersect  this  arc  by  an  arc  described  from  b  as  a  cen- 
ter, with  a  radius  equal  to  the  length  of  the  hypotenuse  of 
the  triangle  whose  base  is  iV  in  (b).  This  completes  the 
triangle  ^i<:  at  Fig.  1  (r).  The  triangle  bed  is  next  con- 
structed in  a  similar  manner,  and  the  completion  of  the  de- 
velopment is  accomplished  by  a  continuation  of  the  methods 
described.  Small  arrows  are  introduced  in  Fig.  1  (()  to 
indicate  the  location  of  the  centers  of  the  corresponding 
arcs.  Thus,  the  arrowhead  on  the  line  iris  pointed  toward  A, 
and  indicates  that  the  center  of  the  arc,  by  means  of  which 
the  point  c  is  determined,  is  located  at  *;  c  in  like  manner 
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is  similarly  shown  to  be  the  center  of  the  arc  described 
through  d.  Since  there  are  no  edges  to  be  bent  angularly 
when  the  surface  is  formed  to  the  shape  shown  in  the  plan 
and  elevation,  the  circular  indicators  are  omitted;  but 
arrowheads  indicating  the  boundary  edges  of  the  develop- 
ment may  be  added  as  heretofore,  completing  the  problem. 


Fig.  a^J. 


I*ROni..EM   17. 

53.  To  develop  the  surfe^ee  of  an  Irreg-ularsollfl  liav 
ing  Inclined  bases, 

A  perspective  view  of  this  solid  is  shown  in  Fig.  33;  it  is 
a  modification  of  the  solid  used  for  the  preceding  problem, 
and  may  be  drawn  as  shown  on  the 
plate  at  Fig.  %  {a\  The  outline  of 
the  lower  base  is  drawn  as  in  Fig.  1, 
and  the  center  of  the  semicircle  at  o 
is  also  the  center  of  the  circle  that 
(^presents  the  inclined  upper  base, 
the  angle  of  inclination  being  45**. 

Construction. — Draw  a  line  (not 
shown  on  the  plate)  vertically  upwards  from  ^,  and  fix  the 
point  k  \\  inches  above  the  lower  base  of  the  solid.  Through 
this  point  draw  the  line  bn  at  the  given  angle;  and  at  right 
angles  to  ^;f  describe  the  circle  representing  the  full  view 
of  the  upper  base,  as  shown.  Next,  locate  the  points  shown 
on  the  semicircle  and,  by  means  of  the  temporary  full  view 
shr>wn  at  h*  ii  n\  project  the  inclined  view  of  the  upper  base 
in  tlie  plan.  These  points  are  then  used^  as  in  the  prece- 
ding problem,  for  the  purpose  of  defining  the  triangles. 
Divide  the  lower  base  of  the  solid,  as  shown  in  the  plan, 
into  an  equal  number  of  parts,  and  draw  lines  representing 
the  sides  of  the  triangles,  as  in  Fig.  1,  producing  them  in 
the  plan  and  elevation,  as  bc^  c d,  dt\  etc.,  Fig.  %  (a). 

The  manner  of  determining  the  true  lengths  of  the  lines  ir, 
cd,  d €^  etc.  is  slightly  different  from  that  used  in  the  pre- 
ceding problem,  since  the  vertical  distances  are  not  the  same 
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in  all  cases.  Produce  the  lower  base  a  m  to  llie  left,  as 
shown  at  {b)  on  the  plate,  and  on  this  line  set  off  the  lengths 
of  the  lines  bc^  cd^  de^  etc,  as  they  appear  in  the  plan  at 
Fig.  2  {a).  The  vertical  heights  are  then  projected  from 
the  elevation  in  the  manner  shown,  taking  similar  points  in 
each  case. 

The  true  lengths  of  all  lines  now  having  been  determined, 
the  development  may  be  constructed  as  shown  at  Fig.  2  {c). 
In  this  case»  as  in  all  instances  where  the  solids  are  uneven 
and  irregular  in  their  form,  it  is  preferable  to  begin  the  de- 
velopment from  the  longest  edge  that  is  shown  in  its  true 
length.  The  line  mn  is,  therefore,  copied  as  shown  at  (r), 
and  the  triangle  «/;// constructed  as  in  the  preceding  de- 
velopment, taking  the  lengths  of  the  radii  nl^  lj\jh,  etc. 
from  the  full  view  of  the  upper  base,  and  the  lengths  of  the 
radii  ml^  Ik,  kj\  etc.  from  their  respective  triangles  as 
formed  at  (i),  while  tnk^  it\  ig^  etc.  are  taken  from  the  full 
view  of  the  lower  base  as  shown  in  the  plan  at  {a). 

t  PROBLEM  IB. 

L     To  develop   the   sui'faee  of  an   Irregnlar   solid 
so  upper  base  is  rightly  ineliiied  and  whose  loiver 
Is  a  portion  of  a  cylinder* 

This  solid  is  shown  in  perspective  in  Fig.  34,  and  the  tri- 
angles that  are  to  be  located  by  the  student  in  the  projec- 
tions are  represented  in  the  drawings  shown  on  the  plate. 

Construction.- — As  may  be  seen  from  Fig.  3  {a)  on  the 
plate,  the  projections  do  not  differ  materially  from  those  of 
the  preceding  problems.  First  draw 
the  oval  in  the  plan  as  in  the  two 
preceding  problems,  noting  that,  in 
this  case,  the  outline  is  a  foreshort- 
ened view  of  the  real  surface.  Next, 
draw  a  line  vertically  upwards  from  o^ 
the  center  of  the  semicircle,  to  the 
point   A  in  the    elevation,  which   is 
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3  inches  distant  from  o.  Through  //  draw  d  n  at  an  angle 
of  30^  with  the  horizontal;  at  right  angles  to  b  n,  project 
the  full  view  of  the  upper  base^  which,  as  in  Problem  17, 
is  a  circle.  Thniu|rh  the  plan  draw  am  and  bisect  it  at  x\ 
with  -I*  as  a  center,  and  a  radius  of  IJJ  inches,  describe,  in 
the  elevation,  the  arc  agfft^  representing  that  view  of  the 
lower  base. 

As  In  the  preceding  problem,  project  the  foreshortened*^ 
view  of  the  upper  base,  and,  as  before,  designate  the  posi* 
tions  of  the  six  spaces.  Since  the  view  of  the  base  in  the 
plan  is  foreshortened,  it  is  necessary  to  project  its  full  view, 
in  order  to  ascertain  the  true  distance  around  the  otitline. 
Divide  the  foreshortened  outline  of  the  lower  base  shown  in 
the  plan  into  six  equal  spaces,  at  a^c^e,  etc.  First,  how- 
ever, draw  the  center  line  am^  as  in  previous  cases,  and 
then  project  to  the  elevation  the  points  thus  located.  To 
produce  the  full  view,  as  at  Fig.  3  (t),  extend  the  line  am 
in  the  plan  toward  the  left  as  f^ir  as  to  m\  and  on  this  line 
lay  off  the  stretchout  of  the  lower  base,  as  shown  in  the 
elevation;  thus  that  portion  of  the  solid  is  treated  as  a  sur- 
face developed  by  means  of  parallel  lines.  Draw  edge  lines 
perpendicular  to  the  stretchout,  as  on  the  plate,  and  pro- 
duce developers  from  the  points  a^c^e^g^  etc.  in  the  plan 
ioa\€y^e\g\  etc,  at  (t).  The  light  curve  shown  at  {c)  is 
then  drawn  and  represents  the  true  outline  of  the  lower  base 
of  the  solid;  measurements  may  now  be  taken  from  points 
on  this  outline,  as  ^ V,  c'  e\  etc.,  for  the  radii  of  the  arcs 
required  in  that  portion  of  the  development  at  (^/),  their 
true  lengths  thus  being  shown.  The  true  lengths  of  the  lines 
shown  in  the  projections  at  bt\  c  t/^  de^  etc.  are  obtained  as 
before  by  constructing  temporary  triangles  at  {/?),  (^). 
Their  projection  on  both  sides  of  the  elevation  is  done  to 
avoid  confusion  from  having  a  number  of  lines  cross  on 
the  drawing. 

Note  the  varied  heights  of  the  triangles,  hence  the  need 
of  extreme  care;  for,  if  correspontling  points  are  not  taken 
from  both  plan  and  elevatitrn,  it  will  be  difficult  to  trace  the 
resulting  errors.     The  true  lengths  of  all  lines  havifig  beeo 
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determined  in  {b),  {d)^  and  (c)^  the  development  at  {d)  may 
be  constructed  by  methods  precisely  like  those  used  in 
Problems  16  and  17. 

Since  mn  is  the  longer  true  edge  shown  in  the  elevation, 
the  development  should  begin  from  that  line  by  making  fnn 
at  (d)  equal  to  m  n  in  the  elevation  at  [a).  With  a  radius  n  I 
(taken  from  the  full  view  of  the  upper  base),  and  with  ;/  in 
{d)  as  a  center,  describe  an  arc  as  shown,  and  intersect  it 
at  /  with  an  arc  described  from  ///  as  a  center,  with  a  radius 
equal  to  the  hypotenuse  of  the  triangle  m  I  at  {b) — the  true 
length  of  the  line  ml^  as  shown  at  {/?). 

This  completes  the  triangle  inn  I  at  {d).  Next,  describe 
an  arc  from  m  as  a  center,  with  a  radius  m*  k*  taken  from 
the  full  view  of  the  lower  base  at  (£"),  and  intersect  this  arc 
at  k  with  an  arc  described  from  /as  a  center  and  a  radius 
equal  to  the  hypotenuse  of  the  triangle  ik  at  {b).  The  tri- 
angle mlk  is  thus  completed,  and  the  remainder  of  the 
figure  at  (</)  is  constructed  in  a  similar  manner.  The  de- 
velopment at  {d)  is  one-half  of  the  irregular  surface  of  the 
solid  shown  in  Fig,  34, 

It  should  be  noted  that,  in  the  practical  work  of  laying 
out  patterns  by  this  method,  a  sufficient  number  of  points 
should  be  located  on  both  bases  of  the  solids  to  insure  accu- 
racy in  tracing  the  curved  line  of  the  development, 

54,  Iniportiiiice  of  a  Connect  Projection*^ It  will  be 
seen  from  the  foregoing  problems  thai  in  each  ease  the  first 
operation  is  the  drawing  of  a  correct  projection.  The  true 
lengths  of  all  real  or  assumed  lines  that  may  have  been  shown 
in  such  a  drawing  of  the  solid  are  thus  ascertained,  and  the 
draftsman  is  then  enabled  to  determine  which  of  the  three 
general  methods  is  to  be  applied  in  order  that  a  development 
may  be  produced.  The  views  to  be  drawn  are,  in  all  cases, 
those  that  will  represent  the  solid  in  a  right  position^  since 
the  true  length  of  any  line  is  most  easily  obtained  from  such 
drawings.  The  ease  with  which  this  is  accomplished  is 
clearly  shown  in  the  foregoing  examples;  and  if  the  student 
will  devote  his  attention   to  the  projection  of  a  variety  of 
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commonly  occurring  trade  subjects,  he  will  quickly  acquire 
a  facility  obtained  only  by  constant  practice. 

Particular  aiteolion  is  directed  to  the  imaginative  feature 
of  the  projection^  as  mentioned  in  Practical  Projection ;  for 
a  correct  conception  of  the  actual  position  of  the  various 
lines  as  they  will  appear  in  the  completed  object  can  be 
acquired  in  no  other  way,  and  it  is  of  extreme  importance 
to  the  draftsman  desirinpj  to  become  proficient  in  the  pro- 
duction of  developments.  If  a  student  is  expert  at  **  read- 
ing'*  drawings,  he  will  experience  no  difficulty  in  applying 
the  various  principles  that  have  been  given  for  producing 
developments  of  surfaces. 

55,  "EmploT^Tiioiit  of  Modified  3Ietliods, — In  producing 
the  developments  given  in  the  last  three  problems,  the  tri- 
angles are  not  always  projected  from  the  views  in  the  man- 
ner shown  on  the  plate.  Short  methods  are  often  used;  but 
since,   in  such  cases^    there  is  more  chance  for  error,  the 


\(^) 


student  will  do  well  not  to  attempt  any  other  method  than 
that  just  described — at  least,  not  until  the  principles  are 
firmly  fixed  in  his  mind.  As  the  drawings  from  which  such 
developments  are  made  are  often  too  large  to  permit 
the  projection  of  the  triangles  in  the  manner  shown, 
the    construction    given    in    Fig.  3"»   is  nften   applied.     In 
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this  figure  the  triangles  for  Problem  16  are  shown  at  (a), 
and  those  for  Problems  17  and  18,  at  (*)  and  (c),  respect- 
ively. A  single  right  angle  is  first  drawn,  as  a 6c;  the 
lengths  of  all  lines  shown  in  the  plan  are  then  set  off  with 
the  dividers  on  the  side  6c^  while  the  vertical  distances 
taken  from  the  elevation  are  set  off  on  the  side  ad,  A 
number  of  slanting  lines  are  then  drawn  between  the  points 
thus  located,  each  forming  the  hypotenuse  of  its  respective 
right-angled  triangle.  Unusual  care  must  be  observed  when 
this  method  is  adopted,  since  the  points  are  located  close 
together  and  are  very  apt  to  be  mistaken  for  one  anotber. 
When  many  lines  thus  appear  in  the  drawing,  the  student 
is  very  apt  to  become  confused  and  to  consider  the  drawing 
as  complicated.  If  due  care  is  used  and  ample  time  taken, 
this  confusion  will  be  avoided,  for  the  drawings  themselves 
depend  on  the  simplest  of  principles — ^principles  that  may 
readily  be  understood  by  any  one  willing  to  give  the  time 
necessary  for  mastering  this  work. 

56.  Scalene  C'oite. — The  development  of  this  solid  illus- 
trates a  short  method  of  triangulation  applicable  to  a  number 
of  solids,  particularly  to  those  represented  by  transition 
pieces  one  of  whose  bases  is  a  polygon.  A  right  view  of  such 
a  cone  is  presented  in  Fig.  36  (^z),  and  an  inspection  of  its 
elements  will  show  that  they  are  of  unequal  length.  This 
inequality,  combined  with  the  fact  that  a  section  taken  at 
right  angles  to  the  axis  of  a  scalene  cone  is  not  a  circle,  pre- 
cludes its  development  by  the  method  applied  to  radial  solids, 
although  the  process  is  a  combination  of  that  method  and 
triangulation.  In  accordance  with  instructions  given  here* 
after,  a  drawing  of  this  development  should  be  made  by  the 
student,  although  it  is  not  required  to  be  sent  to  the  Schools 
for  correction. 

After  drawing  the  right  plan  and  elevation  as  in  Fig.  36  (a), 
the  base  is  divided  into  a  convenient  number  of  equal  parts 
(12  in  Fig.  30).  Next,  the  elements  are  drawn  in  both  views, 
and  it  may  then  be  seen  that  the  surface  of  the  cone  is 
divided  into  a  number  of  triangles  whose  common  apex  13 
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Sit  Oy  the  vertex  of  the  cone.  In  the  elevation,  the  elements  og 
and  o  a  are  the  only  ones  shown  in  their  true  length.  In 
order  to  determine  the  true  lengths  of  the  remaining  ele- 
ments, the  drawing  shown  at  Fig.  30  (b)  is  constructed. 
Draw  the  right  angle  Imn  and  set  off  vio,  the  vertical 
height  of  the  cone. 

The  length  of  each  element  shown  in  the  plan  at  {a)  is 
now  set  off  on  the  line  ;;/  n ;  thus,  make  ;;/  g  at  {b)  equal 
to  o' g  in  the  plan  at  (^/),  in  f  vX  (b)  equal  to  o'  f  nt  (a)^  etc. 


Fig.   36. 

Draw  0  g^  of,  o  i\  etc.  at  {b),  thus  producing  the  elements  of 
the  scalene  cone  in  their  true  length,  the  method  used,  as 
will  be  seen  by  the  student,  being  similar  to  that  used  in  the 
other  triangulation  problems. 

From  o  as  a  center,  with  o  g,  o  J\  o  i\  etc.  as  the  respective 
radii,  describe  ares  in  the  manner  shown  in  Fig.  ;5G  {b).  At 
a  convenient  point  locate  g\  and  draw  g'  o  as  indicated  at  {c). 
This  line  {g'  o)  is  one  edge  of  the  clevelo|)nient,.  which  may 
be  completed  by  making^'-'/'  at  {c)  eipial  to^^^'-y'in  the  plan 
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at  (/i),  y  ^*  at  (r)  equal  lo  f  e  at  {a),  etc.,  the  compasses 
being  set  at  this  distance  and  similar  arcs  described  as  the 
successive  points  are  located.  Proceed  in  the  manner  shown 
until  the  pointy'  is  reached,  when  the  development  is  com- 
pleted by  drawing  o  g^  and  tracing-  the  curve  through  points 
at  the  intersection  of  the  arcs.  The  outer  edge  lines  of  the 
development  may  be  further  noted  by  the  use  of  indicators 
as  before  described. 

There  are  many  irregular  solids  to  which  this  method  of 
development  may  be  applied.  The  student  should  therefore 
work  out  this  drawing  very  carefully,  that  the  construction 
may  be  well  understood  and  the  method  of  its  application 
readily  seen.  Where  convenient,  models  should  be  made  of 
these  developments.  These  models  may  be  cut  out  of  paper 
or  thin  sheet  metal,  and  afterwards  formed  up  to  represent 
the  solids  described  in  the  particular  projections  accompany* 
ing  each  problem.  A  better  idea  of  the  solids  and  their 
respective  developments  will  thus  be  obtained.  Should  any 
errors  arise  in  the  course  of  the  work,  they  may  frequently 
be  detected  by  this  means. 


APPBOXTMATE    DEVEI^OFME^TrS. 

57.  The  Sphere. — The  sphere  is  the  most  prominent 
example  of  the  many  solids  whose  surfaces  admit  of  approxi- 
mate development.  The  methods  used  with  solids  capable  of 
accurate  development  must  be  applied  to  solids  of  approxi- 
mate development.  Since  solids  of  approximate  develop- 
ment maybe  resolved  into  parts  resembling  those  capable  of 
accurate  development,  it  is  clear  that  the  same  general 
methods  are  easily  applicable.  Thus,  in  the  case  of  the 
sphere,  that  solid  is  resolved  into  a  number  of  frustums  of 
cones,  in  the  manner  described  in  the  next  article. 

As  already  stated,  it  is  necessary  to  submit  the  covering 
for  these  solids  to  the  operations  of  **  raising,"  in  order  to 
conform  the  metal  to  the  profile  of  the  solid  itself;  an  allow- 
ance is  therefore  required  for  the  consequent  stretching  of 
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Course,  but  an  example 
is  here  given  showing 
how  certain  methods 
may  be  adapted  to  the 
case  of  the  sphere. 

58,      Beveloimient 
of  the  Splici^e. — It  has 

been  stated  that  each 
solid  of  approximate  de- 
velopment must  be  re- 
ferred to  one  of  the 
three  classes  of  solids 
capable  of  accurate  de- 
velopment. It  is  first 
necessary^  therefore,  to 
determine  which  of  the 
regular  solids  the  irreg- 
ular solid  to  be  devel- 
oped most  resembles. 
The  blanks,  or  pat- 
terns, p  reduced  by 
these  methods  are,  as 
has  been  observed,  flat, 
or  plane,  surfaces;  and, 
since  it  is  necessary  to 
**  raise"  these  surfaces 
by  hammering,  the 
draftsman  must  imag- 
ine the  surface  desired  in  the  final  form.  The  principle  by 
which  these  solids  are  classified  is  illuslraled  in  Fig.  37  by 
the  perspective  of  the  sphere  and  its  resolved  cones.     After 
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the  sphere  has  thus  been  resolved  into  cones — or  rather, 
frustums  of  cones — their  developments  may  be  produced  in 
the  regular  way,  each  frustum  being  separately  treated,  in 
the  manner  shown.  This  is  called  development  by  zones ^ 
and  may  be  applied  to  a  number  of  irregular  solids  resem* 
bling  the  sphere. 

Another  method  of  treatment  is  shown  in  Fig.  38^  certain 
sections  of  the  sphere  being  here  considered  as  portions  of 

the  surface  of  the  cylinder.  This 
method  is  referred  to  as  the  develop- 
ment by  gores;  the  patterns  are 
developed,  as  with  any  portion  of 
the  cylinder,  by  means  of  parallel 
lines. 
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When  the  curved  surface  of  any 
solid  is  such  that  it  cannot  he  con- 
sidered as  part  either  of  a  cone  or 
of  a  solid  with  parallel  lines,  it  is 
p'To.  sa  customary  to  determine  a  series  of 

sections  in  a  regularly  occurring  order  and  apply  the 
method  of  tri angulation  as  shown  in  Problems  16  to  IS, 
Such  surfaces  are  then  formed  up  as  nearly  as  possible  to  the 
shape  of  the  solid  and  are  then  submitted  to  the  operations 
referred  to  for  '*  raising  "  to  their  proper  shape. 

The  remainder  of  this  Course  is  devoted  to  illustrating  the 
practical  methods  of  applying  the  principles  of  developments 
to  actual  shop  problems  and  patterns. 
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(PART   1.) 


.\pplicatio:n^s. 

1,  The  principles  of  projection  ant!  development  having 
been  clearly  illustrated^  the  practical  application  of  these 
principles  to  commonly  occurring-  trade  problems  will  now 
be  considered.  Practual  Pattern  Problems  is  printed  in 
three  parts,  none  of  which  is  accompanied  by  a  Question 
Paper.  In  this  section,  before  taking  up  the  problems,  sub- 
jects of  general  importance  to  the  sheet*metal  worker  are 
treated.  The  articles  on  these  subjects  should  be  read  care- 
fully. The  tables  given  here  and  in  Arithmetic  rv^  useful  in 
solving  the  problems  and  examples  that  follow. 

2*  Fajuillarlty  Wltli  Methods  I iKlIspe usable, — ^Owing 
to  the  diversity  of  forms  tliat  occur  in  actual  workshop 
practice,  it  is  necessary  for  the  student  to  be  familiar  with 
the  operations  that  have  preceded,  and  be  ready  to  apply,  in 
any  particular  case,  the  method  best  adapted  to  the  pro- 
duction of  the  pattern.  If  he  is  skilful  in  the  application  of 
these  methods,  he  will  often  be  able  to  shorten  an  otherwise 
tedious  process,  and  in  special  cases  may  be  able  to  use 
methods  of  his  own   that  will  have  been  suggested  by  his 
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study  of  the  subject.  The  facility  with  which  these  results 
are  attained  will  depend  on  the  proficiency  of  the  student — a 
high  degree  of  expertness  can  be  acquired  only  by  constant 
practice. 

It  will  be  noticed  that  in  the  construction  of  the  projec- 
tions required  for  the  various  problems,  the  regular  arrange- 
ment of  the  various  views  given  in  Practical  Projection  is 
occasionally  departed  from,  and  an  arrangement  better 
adapted  to  the  particular  case  in  hand  is  used  instead.  The 
student  will,  however,  readily  see  the  connection  that  exists 
between  these  drawings  and  those  previously  given;  and, 
from  the  knowledge  of  projection  that  he  has  now  acquired, 
he  will  be  able  to  apply,  in  special  cases  that  may  arise,  the 
arrangement  of  views  best  adapted  to  the  purpose. 

It  seldom  happens  that  similar  drawings  made  by  two 
draftsmen  in  the  delineation  of  sheet-metal  patterns  are 
exactly  the  same  in  every  particular.  They  may  both  reach 
the  desired  end  and  produce  a  correct  pattern,  but  an  exami- 
nation and  comparison  of  the  work  will  usually  show  that  the 
different  steps  have  not  been  taken  in  the  same  order  by 
both  men.  It  may  be  found  that  one  has  used  a  long  and 
tedious  process,  while  the  other  may  have  greatly  shortened 
his  work  by  ingenious  adaptations  of  certain  fundamental 
principles.  The  thoughtful  draftsman  that  gives  his  atten- 
tion to  the  work  in  hand  and  studies  labor-saving  devices  and 
processes  is  sure  to  be  rewarded  by  a  reputation  for  skill  and 
efficiency. 

In  handling  the  problems  treated,  these  short  methods 
have  been  quite  frequently  used;  they  are  explained  in 
detail  as  they  occur,  in  order  that  the  student  may  profit  by 
the  practice  thus  j^ivcn  and  be  enabled  to  apply  to  his  future 
work  the  principles  therein  involved. 

3.  Patterns  for  C'oiii plicated  Forms. — Parallel,  radial, 
and  triangulation  methods  nuist  often  be  applied  t(^  different 
portions  of  the  same  solid.  The  objects  (U)nstructed  in  the 
sheel-metal-workino-  trades  are  frecjuently  of  siuh  irregular 
shape  that  no  one  process  of  develoi)nient  may  be  sufficient 
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in  any  particular  case  to  enable  the  draftsman  toprodoce  the 
entire  pattern  of  the  solid.  One  method  may  be  best  suited 
to  develop  certain  of  its  surfaces,  and  another  method  to  de- 
velop the  remaining  surfaces.  In  some  instances,  all  three 
processes  must  be  utilized  before  the  development  is  com- 
plete. In  such  cases,  the  draftsman  is  quite  apt  to  become  con- 
fused; a  careful  development  of  each  surface,  with  close  at- 
tention to  the  corresponding  lines,  is  therefore  indispensable. 

4.  Univlse  Economy  In  Drawing  Paper. ^ — It  is  a  fre- 
quent practice,  and  one  that  deserves  condemnation,  for  the 
draftsman  to  be  too  saving' of  his  paper;  in  many  instances, 
errors  arise  simply  from  the  fact  that  too  many  drawings 
are  attempted  on  the  same  sheet.  The  result  is  generally 
an  incorrect  pattern,  and  when  the  draftsman's  attention  is 
called  to  the  mistake — often  in  no  gentle  way — his  only 
excuse  is,  '*  Well,  I  must  have  taken  the  wrong  line/'  On 
examining  the  drawing  afterward,  he  frequently  finds  that 
his  work  has  been  correctly  done,  but  that  in  transferring 
the  pattern  to  the  metal,  Hues  or  points  were  wrongly  taken, 
thus  spoiling  an  otherwise  carefully  constructed  pattern. 
Possibly  many  pieces  have  already  been  cut  in  accord- 
ance with  the  pattern;  these  must  be  thrown  on  the  scrap 
pile  and  the  lost  time  and  wasted  stock  charged  to  the 
account  of  profit  and  loss.  After  such  an  incident,  it  is 
within  the  range  of  possibility  that  the  draftsman's  mail  will 
be  delivered  to  a  new  address  and  among  the  certainties 
that  he  will  be  more  careful  to  avoid  such  mistakes  in  the 
future. 

It  is  true  that  the  draftsman  is  compelled  in  many  cases 
to  lay  out  the  patterns  for  different  portions  of  some  objects 
in  such  a  manner  that  the  developments  cross,  or  overlap,  one 
another  on  the  drawing,  this  being  necessary  in  order  to 
avoid  the  drawing  of  another  projection;  unusual  care, 
however,  should  be  exercised  in  such  instances. 

6,  Presei'vation  of  Dra^^lniirs. — Another  point  to  be 
observed  in  this  connection  is  that  all  detail  drawings  should 
be  carefully  preserved;  if  the  same  sheet  of  drawing  paper 
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is  used  repeatedly  for  di  He  rent  developments,  it  will  be 
extremely  difficult  to  refer  to  them  intelligently  when  occa- 
sion requires.  Or,  if  some  person  other  than  the  one  that 
made  the  drawing  should  be  obliged  to  get  out  work  from 
the  same  details,  he  will  usually  find  it  impossible  to  deter- 
mine the  outlines  of  the  various  patterns  that  have  been 
developed. 

In  the  office  of  every  well-regulated  sheet-metal-working 
establishment,  what  is  c^Med^  contract  rccard  hook  is  kept,  in 

:^    which  is  entered  a  descrip- 
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tinn  of  every  contract  se- 
cured. Each  contract  is 
usually  distinguished  by  a 
number,  and  this  number  is 
often  used  to  designate  the 
work  while  it  is  undergoing 
construction.  Wherever 
^  this  excellent  system  has 
been  adopted,  the  drafts- 
man should  be  particular  to  designate  by  its  proper  immber 
every  drawing  pertaining  to  a  contract.  It  is  often  desirable, 
where  many  drawings  are  made  for  the  same  contract,  to 
indicate  these  drawings  by  independent  numbers  or  short 
descriptive  terms,  in  order  that  reference  to  them  may  be 
more  readily  made.  A  small  space,  usually  in  the  lower 
right-hand  portion  of  the  drawing,  is  devoted  to  these  mem- 
oranda, and  the  contract  number,  together  with  such  other 
descriptive  matter  as  may  be  found  necessary,  is  neatly 
marked  on  the  drawing.  The  freehand  alphabet  previously 
described  may  be  used  to  good  advantage,  since  the  letters 
are  clear  and  easily  read.  In  some  establishments,  a  rubber 
stamp  is  used,  lettered  as  shown  in  Fig.  1;  and,  as  before, 
the  numbers  and  description  are  filled  in  with  some  freehand 
letter.  In  this  instance,  the  contract  number  has  a  further 
significance;  its  first  two  figures  refer  to  the  year  in  which 
the  contract  was  secured — the  date  being  that  on  which  the 
drawings  of  a  particular  sheet  were  rom[)lctcd.  No  sheet 
should  contain  drawings  that  have   reference  to  more  than 
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one  contract.  The  different  drawings  and  details  may  then 
be  filed — each  contract  or  number  by  itself — and  readily 
referred  to  as  occasion  requires. 

6.  AUo^vanees   ^'^ecessary    In     Laying    Out  Work, — 

During  the  construction  of  the  drawings  in  Develop  mint  of 
Surfaces,  no  attention  was  paid  to  the  thickness  of  the  cov- 
ering of  the  different  solids.  This  covering  has  been  con- 
sidered simply  as  a  surface,  and  as  such  has  been  represented 
on  the  drawing  board.  Before  the  patterns  for  any  object 
are  laid  out  by  the  draftsman,  however,  it  is  essential  that 
the  properties  of  the  material  to  be  used  in  its  construction 
should  be  considered.  Such  investigations  often  show  that 
certain  changes  of  construction  must  be  made  in  the  draw- 
ing; these  changes  should  be  made  in  the  manner  required 
by  the  nattire  of  the  material  and  the  cr^nditions  that  prevail 
in  the  object  itself.  This  is  an  important  subject,  and  in 
order  that  it  may  be  thoroughly  understood  by  the  student^ 
his  attention  is  directed  to  a  study  of  a  few  of  the  commonly 
occurring  requirements.  These  changes  will  be  considered 
under  two  heads:  first,  those  made  necessary  on  account  of 
bends  in  the  material;  and  second^  those  required  for  lafs^ 
locks ^  and  edges, 

7.  Allowance  for  Bends** — When  the  metal  used  in 
any  construction  is  lighter  than  No,  24  gauge,  no  allowance 
is  usually  necessary  for  its  shrinkage  under  bending  opera- 
tions, unless  the  work  in  question  is  very  small  and  great 
accuracy  is  desired^  in  which  case,  methods  similar  to  those 
used  for  the  heavier  gauges  may  be  adopted. 

When  heavy  sheet  metal  is  formed  into  cylindrical  shapes, 
such  as  pipes  and  round- tank  work,  and  it  is  desired  to  pre- 
serve an  exact  inside  diameter,  it  is  customary  to  add  a 
certain  amount  to  the  stretchout  of  the  pattern  to  make  up 
for  the  loss  of  stock  in  bending,  due  to  the  thickness  of  the 
material,  and  also  for  the  imperceptible  inequalities  in  various 
portions  of  the  curved  surface.  Workshop  practice  varies  in 
the  amount  to  be  added;  some  mechanics  allow  three  times 
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the  thickness  of  the  material^  while  others  allow  five,  six,  or 
even  seven  times  ihis  amount*  Since  it  is  found  that  the 
metal  **  takes  up  "an  additional  amount,  varying  with  its 
nature,  it  is  usually  considered  the  best  practice  to  allow 
seven  times  the  thickness  ctf  the  nietaL  When  the  article  is 
of  such  a  form  that  only  a  portion  of  the  full  circumference 
is  needed  in  the  pattern,  a  proportionate  allowance  must  be 
made. 

In  the  case  of  patterns  of  irregular  outline,  as  for  elbows 
and  certain  other  forms,  this  allowance  must  be  made  on  the 
stretchout  before  the  pattern  is  developed,  in  order  that  the 
added  amount  may  be  equally  distributed  over  its  surface. 
The  practical  methods  by  which  this  is  accomplished  will  be 
fully  ilkistrated  in  connection   with  several  problems, 

8*     Angular  Ii<*ntls. — Probably  the  operation  most  com- 
monly required  of  the  sheet*metal  worker  is  that  of  making 
^  square   or  angular   bends,  similar  to 
^  those  shown  in  Fig.  %  {a)  and  (^),     In 
the  lighter  gauges  of  metal  no  allow- 
ance is  necessary   for   this  operation; 
but  when  the  thickness  of  the  material 
exceeds    No.  24  gauge   and  accurate 
^^^-  ^'  work    is    required,    several    elements 

must  be  taken  into  account. 

First  of  all,  if  the  metal  is  such  that  a  sharp  square  bend 
cannot  be  made  to  advantage,  either  on  account  of  its  ex- 
treme thickness  or  of  its  resistance  to 
the  bending  operation,  a  representation 
must  be  made  of  a  form  similar  to  that 
which  the  metal  will  assume  under  the 
conditions  through  which  it  must  pass; 
the  detail  may  then  be  worked  out  in 
accordance  with  the  resulting  form. 
For  example,  let  us  suppose  that  a  cer- 
tain metal  of  a  specified  thickness  is  to 
be  used  in  the  construction  nf  a  tank 
having  the  form  of  a  paraUelopipedon^ —  p^^  3 
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that  is,  the  shape  of  a  rectangular  prism.  Square  bends  are 
required  at  the  corners  of  this  tank,  and,  on  trying  a  piece 
of  the  metal,  it  is  found  that  the  angle  shown  in  Fig.  3  is  as 
sharp  as  can  be  conveniently  made  with  the  machinery  at 
hand,  It  is  necessary^  in  this  instance,  to  represent  the 
outline  of  the  corner  on  the  drawing  by  the  broken  Hue  pass- 
ing through  the  central  portion  of  the  section.  The  solid  is 
then  treated  on  the  drawing  as  though  it  had  similarly 
rounded  corners,  and  its  projection  and  development  are 
made  in  accordance  with  that  form.  Possibly  the  inner 
dimensions  of  the  tank  have  been  given  to  the  draftsman, 
in  which  case  it  will  be  found  necessary  to  construct  the 
drawing  in  such  a  manner  that  allowance  may  be  made  for 
the  thickness  of  the  material.  It  will  be  seen  from  Fig.  3 
that  if  the  broken  center  line  he  taken  for  the  outline  of  the 
pattern^ — inside  measurements  being  given»  as  is  usual  in 
such  cases — then,  for  every  square  bend  of  the  material,  an 
amount  equal  to  the  thickness  of  the  metal  must  be  added 
to  the  stretchout. 

P  9.  Angles  other  than  right  angles  must  be  treated  in  a 
similar  way,  the  center  line  of  the  metal,  being  taken  for 
the  outline  of  the  pattern.  Allowances  necessary  in  the 
case  of  other  forms  may  be  made  in  accordance  with  the 
suggestions  that  have  here  been  given;  but,  in  all  cases,  a 
test  bend  should  be  made  and  the  outline  of  the  drawing 
should  follow  the  center  line  of  the  material.  No  definite  • 
rules  can  be  given  that  will  apply  in  all  cases;  different 
flanging,  bending,  and  forming  machines  take  up  unequal 
amounts,  and  the  experience  of  the  workman  must  furnish 
the  needed  guidance. 

It  is  found  that  an  unusually  sharp  bend  will  always 
cause  sheet  metals  to  stretch  at  the  outer  part  of  the  curve, 
as  indicated  at  a.  Fig.  3.  When  great  accuracy  is  desired 
in  cases  where  this  stretching  is  considerable,  it  should  be 
noted  in  the  test  and  an  allowance  made  for  it  on  the  draw- 
ing, although  it  is  not  usually  deemed  of  sufficient  impor* 
tance  to  be  taken  into  account- 
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10,     Allo^vance   for    r*ap!$,    T^ocks,  and   Kdj?es. — The 

method  of  addmg  allowances  to  the  pattern  for  laps  is  so 
simple  that  little  need  be  said  concerning  it.  In  the  case 
of  the  lighter  gauges  of  metal,  it  is  necessary  merely  to  add 
the  required  amounts  in  their  proper  places;  but  where 
heavy  metal  is  used  and  a  flush  joint  is  desired,  as  in  Fig.  4, 
the  amounts  required  for  the  offset  bends  at  a  and  ^  must 
be  considered  by  the  draftsman.  Where 
such  a  seam  as  that  shown  in  Fig,  4  is  made 
on  flat  work^  and  an  accurate  layout  is  nec- 
essary, an  amount  nearly  equal  to  two  thick- 
nesses of  the  stock  is  needed;  this  amount 
should  be  determined  and  added  to  the 
pattern,  as  in  the  case  of  the  square  bend 
previously  mentioned.  If  the  seam  occurs 
transversely  in  round  work,  the  addition 
need  not  be  so  great,  since 
there  will  be  a  stretching  of 
the  metal  in  working  out  such 
a  bend.  The  correct  allow- 
ance in  such  cases  is  best  de- 
termined by  actual  experience 
and  a  knowledge  of  the  proper- 
ties of  the  metal  used. 


11.     When  pipes  are    made 

of  heavy  metal,  with  joints  at 

frequent  intervals,  and  it  is  not 

desired  to  flange  each  section 

as  represented  in  Fig,  4,  it  is  a 

common  practice    to   consider 

the  sections  as  frustums  of 
cones.  The  pattern  is  therefore  given  a  certain  amount  of 
flare,  as  in  Fig.  5.  The  method  of  laying  out  the  pattern 
in  such  cases  is  to  treat  each  section  as  a  radial  solid  to  be 
developed  by  methods  already  known  to  the  student. 

In  a  variety  of  work,  such  as  tapering  joints  of  stove- 
pipe, stack  cylinders,  or  b<»iier  sections,  this  flare  is  not  so 
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pronounced  as  to  require  the  laying  out  of  the  pattern  with  a 
'•sweep/*  In  such  instances,  the  required  radius  will  be  too 
long  even  if  trammels  are  used,  and  it  is  customary  to  lay 
out  the  pattern  for  each  section  in  the  form  of  a  trapezoid. 
An  illustration  of  a  case  of  inside  and  outside  laps  occur- 
ring at  the  corners  of  square  work  constructed  of  heavy 


I 


Fig.  6, 


metal  is  furnished  in  Fig.  6.  The  method  of  making  the 
necessary  allowances  will  be  apparent  from  an  inspection  of 
that  figure.  The  draftsman's  judgment  is  always  indis- 
pensable and  he  must  find  the  construction  best  adapted  to 
the  purpose,  for  on  this  will  depend  the  degree  of  excellence 
in  each  particular  case. 

13.  Tlie  Lock  Seani.-^— When  a  joint  is  made  between 
two  pieces  of  comparatively  thin  metal,  either  on  a  flat  sur- 
face or  lengthwise  on  a  flaring  or  a  cylindrical  surface, 
what  is  technically  termed  the  lock  seam  is  frequently 
used.  This  is  used  for  many  of  the  straight  seams  in 
pipework,  for  the  side  seams  in  tinware,  and  for  many 
cases  of  flat  work. 
An  illustration  of 
this  seam  may  be 
seen  in  Fig.  7,  the 
sheets  A  and  B 
being  thus  joined 
along  the  seam  c. 
Note  that  there  are  four  thicknesses  of  metal  at  f,  and, 
since  there  is  but  one  thickness  at  other  places  on  the  two 
sheets,  it  is  evident  that  an  allowance  must  be  made  equal 


Fig.  7, 


to  three  times  the  dimension  ;//.  In  addition  to  this,  some 
allowance  must  be  made  for  the  stock  taken  up  by  the 
curved  bends  at  a\  r,  and  s.  As  previously  stated,  the 
amount  required  U>r  these  bends  depends  on  the  thickness 
of  the  metal  used,  and,  in  the  case  of  metal  thinner  than 
No.  24:  gauge,  this  amount  need  not  be  taken  into  considera- 
tion unless  unusual  accuracy  is  required.  Where  heavier 
metal  is  used,  however,  the  actual  width  of  material  taken  up 
by  such  bends  must  be  computed  and  added  to  the  pattern. 
When  a  lock  seam  is  required  in  a  pattern  of  irregular 
outline,  it  is  necessary  to  add  one-half  of  the  requisite 
amount  to  each  edge  thus  joined.  This  is  done  to  preserve 
the  contour  of  its  outline  when  the  metal. is  formed,  and 
this  precaution  should  always  be  carefully  observed  when 
such  patterns  are  laid  out. 

The  double  lock,  shown  in  Fig.  8,  is  used  in  certain 
work,  and,  as  may  be  seen  from  the  illustration,  requires 
the  addition  of  five  times  the  dimension   w,  as  well  as  an 

allowance     for    the 
curved   portions  of 
-wi-dP'  /      the  metal.    By  ma- 

king a  test  seam,  the 
student  should  in 
all  cases  be  able  to 
determine  the  cor- 
rect allowance.  He  should  also  be  familiar  with  the  vari- 
ous amounts  taken  up  by  different  locking  and  bending 
machines,  and  thus  be  better  prepared  to  make  necessary 
allowances  in  proper  places  as  occasion  requires. 


13.  The  Double  BeaiTi.— A  seam  somewhat  similar  to 
the  lock  seam  is  often  used  at  the  corners  of  angular  work 
and  in  the  connections  made  between  flat  and  curved  sur- 
faces. It  is  called  a  double  seam,  and  is  shown  in  its  ap- 
plication to  an  angular  corner  at  (//),  Fig.  i).  The  sheets  ^4 
and  B  are  shown  at  (r?),  Fig.  1*,  with  the  seam  partially 
completed;  the  seam  is  occasi«»nal!y  left  in  this  way,  but  it 
is  referred  to  as  a  double  seam  only  when  the  operation  is 


PRACTICAL  PATTERN  PROBLEMS. 


11 


finished  by  turning  over  the  edge,  as  at  Fig.  9  (if).  As  may 
be  seen  fruui  the  figure,  an  allowance  equal  to  three  of  the 
dimensions  ;//  is  necessary.  In  this  case,  however,  the 
width  of  but  one  of  these  surfaces  is  added  to  the  sheet  A^ 

^^while  the  width  of  two  is  added  to  B. 

^^    There  are  many  special  machines  in  use  for  effecting  this 


(^) 
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required  for  the  scam,  the  draftsman  must  determine  the 
correct  amount  by  experiment  and  make  the  necessary  ad- 
ditions to  the  pattern. 

In  certain  cases,  an  edge  or  f!ange  is  required  for  the  pur- 
pose of  stiffening  an  article,  thus  enabling  it  to  hold  its  shape 
and  withstand  strains.  The  only  application  that  need  be 
considered  is  that  made  in  the  case  of  the  so-called  **  wiring  ** 
operation,  since  all  other  edges  added  for  this  purpose  are 
proportioned  at  the  discretion  of  the  draftsman  and  in  ac- 
cordance with  the  variety  of  work  and  quality  of  material. 

14.  The  Wli'liig  Operation.*— It  is  often  desirable  to 
increase  the  strength  of  cylindrical  or  flaring  articles,  es- 
pecially those  made  from  thin  sheet  metal,  by  enclosing  a 
wire  in  certain  of  their  edges,  as  shown  in  Fig.  10.  The 
wire  in  this  illustration  is  shown  larger  than  the  size  of  the 
vessel  w^ould  warrant;  but  this  is  done  in  order  that  the 
principle  of  the  operation  may  be  more  plainly  seen.  The 
amount  usually  added  to  the  height  of  the  pattern  for  this  op- 
eration is  equal  in  width  to  three^fourths  of  the  circumference 
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of  the  wire — indicated  by  the  dimension  m.  Fig.  10.  When 
this  work  is  dune  by  means  of  power  marhinery,  and  the  wire 
is  *' curled  in  **  either  by  direct-acting  dies  or  by  a  rapidly 
revolving  wheel  suitably  grooved,  there  is  a  certain  amount 
of  stretching  of  the  material.  This  amount  can  be  deter- 
mined only  by  careful  tests  and  should  be  provided  for 
accordingly. 


E^3J 
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Fig.  jo. 


In  the  manufacture  of  many  articles,  especially  tinware 
and  light  brass  goods,  where  cheapness  is  an  object,  the 
wire  is  often  omitted;  but,  since  the  formation  of  the  work 
is  the  same  as  when  the  wire  is  actually  used,  a  similar 
allowance  should  be  made;  that  is,  three-fourths  of  the 
circumference  of  the  inside  diameter  of  the  curl  is  allowed 
in  the  pattern. 

15.  Kotches- — The  next  important  feature  to  be  taken 
into  consideration  is  the  manner  in  which  the  pattern  shall 
be  notched.  That  is,  the  allowances  that  have  been  made 
for  the  various  purposes  described  in  the  foregoing  text 
must  be  finished  at  their  ends  in  such  a  manner  that  when 
the  several  pieces  of  the  pattern  are  joined,  the  finished 
article  will  present  a  neat  appearance.  No  part  of  the 
work  counts  for  so  much  in  the  appearance  of  the  finished 
article  as  the  manner  in  which  the  notching  is  done.     If  the 
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various  edges  do  not  meet  exactly  throughout,  the  pattern- 
cutter  will  be  blamed  for  poor  work.  He  should  therefore 
examine  the  edges  as  carefully  as  any  other  portion  of  the 
work,  and  see  that  they  are  so  trimmed  that,  when  the 
work  is  put  together,  they  will  make  a  neat  joint.  Atten- 
tion to  these  minor  details  of  construction  distinguishes  the 
careful  draftsman  from  his  unfortunate  fellow  workman 
with  whom  fault  is  continually  being  found  for  carelessness. 

16,  Methods  of  Transfer, — After  the  pattern  has 
been  developed  on  detail  paper  and  the  necessary  edges 
properly  marked,  as  above  described,  it  may  be  transferred 
to  the  sheet  metal  and  the  process  of  manufacture  begun. 
There  are  several  ways  in  which  this  transfer  is  effected, 
depending  on  the  character  of  the  work  and  the  nature  of 
the  material.  Intricate  designs  on  the  more  expensive 
metals  are  sometimes  reproduced  by  means  of  carbon 
tracing  paper.  That  is,  the  carbon  paper  is  laid  face  down 
on  the  metal  and  the  detail  carefully  adjusted  over  the 
carbon;  if  large,  the  detail  is  steadied  with  weights,  so  that 
it  will  not  move,  and  the  outline  of  the  pattern  is  then 
gone  over  with  a  stylus  or  a  scratch  awL  This  causes  all 
lines  that  have  been  thus  traced  to  appear  on  the  metal, 
and  the  work  of  cutting  out  may  then  proceed. 

When  the  work  is  too  large,  or  of  such  a  nature  that  it  is 
not  considered  desirable  to  trace  the  lines  of  the  pattern  in 
this  manner,  it  is  a  common  practice  to  lay  the  detail  paper 
directly  on  the  metal,  steadying  it  with  weights,  and  then, 
with  a  sharp  scratch  awl,  to  punch  light  holes  through  the 
paper  at  the  principal  points  of  the  drawing.  If  the  scratch 
awl  is  lightly  tapped  with  a  hammer  or  mallet  at  each  point 
thus  taken,  slight  indentations  are  made  on  the  metal; 
when  the  paper  is  removed,  the  pattern  may  be  reproduced 
on  the  metal  bydrawing  lines  with  scratch  awl  and  straight* 
edge  between  points  thus  designated.  In  case  the  pattern 
is  curved  in  outline,  it  is  customary  to  make  similar  inden- 
tations along  the  outline  at  frequent  intervals;  care  should 
be  taken  that  these  points  are  closely  spaced,  so  as  to  enable 
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the  patterncutter  to  follow  the  line  of  curvature  with  accu- 
racy. Lines  on  which  bends  are  to  appear  in  the  finished 
work  are  usually  designated  by  punch  marks  on  the  metal, 
and  it  is  to  distinguish  such  lines  that  the  circular  indicators 
described  in  Development  ^y'S/zr/l/rr^  are  added  to  the  draw- 
ing, the  punch  mark  usually  beingf  made  on  the  line  at  the 
center  of  this  circle.  After  the  principal  points  of  the  pat* 
terji  have  thus  been  fixed  on  the  meta!  and  while  the  lines 
are  being  drawn  with  the  scratch  awl,  the  draftsman  should 
have  the  detail  opened  before  him»  and,  before  attempting 
to  cut  the  metal,  he  should  carefully  compare  the  outline  on 
the  metal  with  that  of  the  detail  Any  lines  that  have  been 
incorrectly  drawn  may  thus  be  detected  and  the  error 
rectified  before  the  metal  is  cut. 

17,  How  Patterns  Are  Marked. — When  a  number  of 
differently  shaped  patterns  are  required  for  any  construc- 
tion, and  any  number  of  pieces  are  to  be  cut  by  hand  meth- 
ods,   it  is  essential   that   such   number    shall   be   distinctly 
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indicated  on  each  pattern.  Chalk  is  not  desirable  for  this 
purpose,  although  frequently  used;  but,  since  it  is  easily 
rubbed  off  and  the  mark  thus  destroyed,  it  is  better  to  mark 
such  metals  as  will  admit  by  plain  and  indelible  marks. 
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Workers  in  galvanized  iron  use  for  this  purpose  a  solution 
of  sulphate  of  copper,  or  hiueston^^  as  it  is  commonly  called ; 
they  usually  provide  themselves  with  a  small  bottle  of  this 
solution  and  write  on  the  metal  with  a  hardwood  stirk,  the 
point  of  which  is  frequently  dipped  in  the  liquid.  If  to  this 
solution  a  small  quantity  of  muriatic  acid  is  added,  it  may 
be  used  on  copper  in  a  similar  manner.  Tin  may  be  marked 
with  soap  or  with  an  ink  made  of  black  asphalt  reduced  to 
the  proper  consistency  with  turpentine. 

When  work  on  several  contracts  is  undertaken  in  the  shop 
at  the  same  time,  the  patterns  for  each  job  should  be  dis- 
tinguished  by  the  contract  number,  in  order  to  avoid  con- 
fusion. The  number  of  pieces  that  are  to  be  cut  after  each 
pattern  should  also  be  distinctly  marked  in  the  manner  in- 
dicated in  Fig.  11,  which  shows  a  pattern  for  a  certain 
piece  used  in  a  cornice,  properly  marked  and  ready  for  the 
cutters. 

No  one  system  of  marking  can  be  applied  to  all  classes  of 
sheet-metal  work,  and  the  draftsman  is  therefore  left  to 
determine  the  plan  best  adapted  to  his  needs.  He  should 
always  study  to  avoid  ambiguity  and  endeavor  to  leave  his 
work  in  such  shape  that  no  possible  chance  is  left  for  mis- 
leading the  workman. 


TABLES. 


^^^P        GAUGES  FOR  NHEET  METAL. 

f  18,     The  subject  of  gauging  metal  plates  is  one  that  has 

^  proved  very  perplexing  to  manufacturers;  and,  while  the 
adoption  of  the  United  States  standard  gauge  for  iron  and 
steel  sheets  has  simplified  matters  relating  to  these  products, 
it  may  i^e  stated  that  there  is  a  general  tendency  among 
intelligent  mechanics  to  do  away  entirely  with  gauge  num- 
bers and  specify  all  metals  by  their  actual  thicknesses  in 
decimal  parts  of  an  inch-     Such  measurements  are  far  more 
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satisfactory,  both  to  the  trade  worker  and  to  the  manufac- 
turer, and  greatly  lessen  the  liability  to  error  that  arises 
from  imperfect  gauges  and  from  the  use  of  gauges  made  by 
different  firms. 

On  this  subject,  Trautwine  says:  *^No  trade  stupidity  is 
more  thoroughly  senseless  than  the  adherence  to  the  various 
Birmingham,  Lancashire,  etc.  gauges,  instead  of  at  once  de- 
noting the  thickness  and  diameter  of  sheets,  wire,  etc.  by  the 
parts  of  an  inch,  as  has  long  been  suggested  »  ♦  ♦  ♦  To 
avoid  mistakes  ihaL  are  very  apt  to  occur  from  the  number 
of  gauges  in  use  and  from  the  absurd  practice  of  applying 
the  same  gauge  number  to  different  thicknesses  of  different 
metals  in  different  towns,  it  is  best  to  ignore  them  all,  and, 
in  giving  orders,  to  define  the  diameter  of  wire  and  the 
thickness  of  sheet  metal  by  parts  of  an  inch." 


Fig.  1"1 

The  micrometer.  Fig.  VI,  is  an  instrument  for  obtaining 
accurate  measurements  of  sheet  metal  and  wire,  and  is  now 
*in  very  extensive  use;  micrometers  are  sold  by  several  man- 
ufacturers of  fine  tools  at  a  price  not  greatly  in  excess  of 
the  old  form  of  wire  gauges  shown  in  Fig.  13,  and  are  much 
to  be  preferred.  Micrometers  are  usually  graduated  to  read 
thousandths  of  an  inch,  but  one-half  and  one-quarter  thou- 
sandths may  be  readily  estimated.  They  are  very  simple, 
and  any  person  of  ordinary  intelligence  can  learn  to  use 
them  in  a  very  few  minutes.  Unlike  the  gauges  shown  in 
Fig.  13,  they  are  provided  with  appliances  for  taking  up 
wear  and  for  readjustment. 


PRACTICAL  PATTERN  PROBLEMS. 

In  the  following  tables  of  gauges,  the  actual  thickness  in 
decimal  parts  of  an  inch  is  given  opposite  each  nomber  of 
the  gauge,  and  it  will  be  readily  seen  that  if  the  workman 
is  provided  with  a  micrometer,  he  has  a  means  of  obtaining 
instantly  the  numbers  of  any  of  the  various  gauges  made  by 
different  manufacturers,  or  of  different  metals;  in  such 
comparisons,  the  micrometer  is  an  invaluable  instrument  in 
the  hands  of  a  workman  that  has  to  deal  with  different 
sheet  metais  or  with  wire. 

The  absurdity  of  continuing  to  designate  the  thickness  of 
sheet  metal  by  arbitrary  gauge  numbers  is  apparent  when 
the  student  considers  that  hardly  any  two  metals  are  judged 
by  the  same  standard.  Thus,  we  have  the  United  States 
standard  gauge  for  iron  and  steel;  Brown  &  Sharpens  for 
brass  and  aluminum;  a  special  gauge  for  zinc;  still  another 


Fio.  18. 

for  Russia  iron;  the  Birmingham  gauge  for  precious 
metals;  Washburn  &  Moen's  for  wire^  etc.  The  dangers 
that  lurk  in  the  use  of  these  arbitrary  gauges  are  clearly 
indicated  in  the  following  extract  taken  from  a  circular 
issued  by  a  prominent  firm  of  sheet-metal  manufacturers: 

**  In  regard  to  ordinary  wire  gauges,  they  are  notoriously 
inaccurate,  because  they  cannot  be  made  accurate  and  be  at 
all  salable. 

**  We  have  two  new  gauges  in  our  possession  that  were 
kept    in    our  offices   for    purposes    of    comparison,  and    to 
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prevent  their  wearing  they  were  not  allowed  to  go  into  the 
mills. 

**In  a  recent  case,  a  sample  under  discussion  measured 
on  one  gauge  tight  ^3,  and  on  the  other  light  24,  and  our 
customer  said  it  was  neither  by  his  gauge,  and  did  not  suit 
him  anyhow. 

**  One  of  our  new  gauges  has  its  No.  23  so  much  larger 
than  its  No.  22  that  the  diflference  can  be  easily  detected  by 
the  naked  eye;  yet  No.  23  ought  to  be  two  to  four  thou- 
sandths smaller  than  No.  22. 

**  If  we  were  to  roll  No.  23  by  that  gauge,  how  would 
our  customer  get  what  he  wanted  unless  his  gauge  acci- 
dentally contained  the  same  blunder  ?  Yet  our  gauge  is  a 
new  one,  stamped  with  the  maker's  name,  and  cost  about 
six  dollars. 

**  Another  trouble  is  with  the  wearing  of  the  gauges,  for 
which  there  is  no  remedy;  and  we  imagine  that  no  man 
ever  throws  away  a  gauge  because  it  is  worn  out.  On  the 
contrary,  it  represents  an  outlay  of  six  dollars;  he  is  used 
to  it;  he  measures  everything  by  it;  and  he  is  angry  when 
anything  does  not  measure  to  suit  it-  A  still  more  serious 
difficulty  arises  from  a  very  common  mode  of  ordering*  We 
frequently  have  orders  for  such  a  gauge,  Might '  or  'tight/ 
*fyll '  or  'scant/  *  heavy  '  or  *easy  *;  or  such  a  number  and 
one-half,  for  instance  15 1. 

**This  latter  is  terribly  confusing  to  a  roller;  he  almost 
always  takes  it  to  mean  that  it  is  to  be  thicker  than  the 
whole  number,  and  is  pretty  certain  to  make  li|^  for  15|,  if 
he  is  not  warned  beforehand. 

******  There  is  a  very  simple  way  out  of  this  whole 
snarl,  and  that  is  to  abandon  fixed  gauges  and  numbers 
altogether.  Micrometer  sheet-metal  gauges  cost  less  than 
a  common  gauge,  or  no  more.  They  measure  thousandths 
of  an  inch  very  accurately,  and  even  a  quarter  of  a  thou- 
sandth may  be  very  neatly  measured,  *  ♦  *  *  Qyj-  works 
are  fully  supplied  with  these  instrument s,  and  we  urge  all 
parties  in  ordering  to  give  us  dimensions  and  not  num- 
bers. " 
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COMPARISON  OF  GAUGES. 

19«  A  comparison  of  the  four  principal  g^auges  in  com- 
rmon  use  is  shown  in  Table  I,  and  it  will  be  noticed 
that  a  wide  difference  exists  as  to  the  relative  thickness 
of  gauge  numbers;  thus»  No.  20  by  the  United  States 
standard  gauge  is  designated  as  .0375  inch,  by  the  Brown 
fit  Sharpe  gauge  as  .0319(51  inch,  by  the  Birmingham 
gauge  as  ,035  inch,  and  by  the  Washburn  &  Moeii  gauge 
as  -0348  inch.  The  need  for  specifying  the  name  of  the 
gauge  used,  or,  better  still,  to  give,  in  bills  of  material, 
ill  measurements  in  decimal  parts  of  an  inch,  is  at  once 
ip  parent. 


Hpu 


GAI^T^IXI^ED  IRON, 

20.  It  is  generally  well  understood  that  galvanized  Iron 
is  merely  black  iron  or  steel  coated  with  zinc,  or  spelter^  as 
it  is  called  by  the  manufacturers.  The  black  sheets  are 
dipped  into  a  bath  of  the  molten  spelter  and  are  then  passed, 
while  hot,  through  squeezing  rolls  that  remove  all  superflu- 
us  metal.     The  iron  or  steel  surface  is  thus  protected  by  a 

ating  of  metal  not  readily  oxidized  when  exposed  to  the 
weather,  and,  on  this  account,  galvanized  iron  is  in  general 
use  for  a  variety  of  purposes.  All  mills  in  this  cotintry  that 
produce  this  material  have  adopted  the  United  States  stand* 
ard  gauge  for  their  uncoated  sheets,  and  it  is  customary, 
when  it  is  desired  to  ascertain  the  weight  of  the  finished 
galvanized  iron,  to  add  2^^  ounces   per  square  foot   for  the 

eight  of  the  coating.  The  additional  thickness  thus  at* 
tained  is  inappreciable,  and,  in  the  usual  operations  of  the 
sheet-metal  worker,  need  not  be  considered* 
\  In  addition  to  galvanized  iron,  black  sheets  are  coated 
with  alloys  and  sold  under  special  trade  names,  as  kala- 
m  ein ,  a  In  min  u  m  -ciHif  ed  sh  a  is ,  ii  adi  ti  iro  n^  etc.,  but  the  same 
gauges  and  measurements  are  used  as  in  the  case  of  the 
regular  galvanized-iron  sheets. 


T*1BLE  I, 


COMPARISON  OF  Gv^UGE8. 


Dimensions  in  Decitnat  Parts  of  an  Inch. 

Number 

Number 

of  Gfttipe. 

American, 

Birmmgham, 

Washburn 

of  Gattsrc 

U.S  Standard. 

or 

or 

&Moen 

Brown  dSharpc. 

Stubs, 

Uig,  Co, 

(KXMXKK1 

.5 

.49 

OOOQOOO 

OOOOOt) 

.46875 

•  .46 

060000 

ooooo 

.4875 

.43 

00000 

€OI»0 

.40025 

.46 

AM 

,8938 

0000 

WO 

.875 

,40964 

.425 

3625 

000 

00 

,84375 

.3648 

.88 

331 

00 

0 

,8125 

.32486 

.34 

.3065 

0 

1 

28125 

.2898 

.8 

.283 

1 

2 

.265625 

.2."S763 

.284 

.2625 

2 

8 

,25 

.22942 

.259 

.2437 

3 

4 

.284375 

.2tK31 

.288 

.2258 

4    ' 

5 

.21875 

,18104 

.22 

.207 

5 

6 

.208125 

.16202 

.203 

.192 

6 

7 

J  875 

,14428 

,18 

.177 

7 

S 

1   .171875 

,12849 

,  165 

.162 

8 

» 

. 15625 

.11443 

.148 

.1483 

9 

10 

.140625 

10189 

.134 

.  135 

10 

11 

.125 

,090742 

12 

,1205 

11 

12 

J09875 

.080808 

.109 

.  1055 

12 

18 

,00375 

.071961 

.095 

.0915 

13 

U 

J 1781 25 

.064084 

.083 

.08 

14 

15 

0703125 

.057068 

.072 

0:2 

15 

16 

,0625 

.05082 

.005 

,0625 

16 

17 

.05625 

045257 

.058 

,054 

17 

18 

.05 

,040803 

.049 

,0475 

18 

19 

.04375 

.03589 

.042 

.041 

19 

!^ 

.0375 

.031961 

.035 

.0348 

20 

31 

.034875 

.028462 

.032 

,03175 

21 

22 

.03125 

.025347 

.028 

.0286 

22 

23 

,028125 

022571 

.025 

.0258 

23 

24 

.025 

.0201 

.022 

,023 

24 

25 

.021875 

.0179 

.02 

.0204 

25 

20 

.01875 

.01594 

.018 

.0181 

26 

27 

.0171875 

.014195 

.016 

.0173 

27 

28 

.015625 

.012641 

.014 

.0162 

28 

29 

.0140625 

.011257 

.013 

.015 

29 

30 

.0125 

.010025 

.012 

.014 

30 

31 

0100375 

.008928 

.01 

.0132 

81 

32 

.01015625 

.00795 

.009 

.0128 

82 

33 

.(MJ9:^75 

,00708 

.008 

.0118 

33 

84 

.00859375 

.006;*04 

.0U7 

.0104 

34 

85 

.0078125 

,005614 

.(M>5 

.0095 

35 

86 

.00703125 

.005 

JJ04 

.009 

86 

87 

.006640625 

.004458 

.0085 

37 

88 

.00625 

.003&65 

.008 

38 

89 

.003531 

,0075 

39 

40 

.008144 

.007 

40 

^ 


TABl.K   II. 


tririTED  STATFJ5  STANDARD  GAUGE. 


Thicknets. 

Weight- 

Number  of 
G&uge. 

Fractional 

Decimal  Parts 

PerSq,  Ft. 

PerSq   Ft. 

Paru  of  Ru 

of  an  Inch 

in  Ounces 

in  Pounds. 

tnch  (approx.). 

Capprox), 

(avoir, >. 

'   (avoir,). 

ocmtm 

i 

.6 

320 

20. 

K       OOIKKK) 

,4«875 

300 

18.75 

■        (MilK>0 

s 

,4375             ; 

280 

17.5 

■          1XH)U 

.40025 

260 

10,25 

■        oori 

1 

,375 

240 

15, 

■           00 

H 

,34375 

220 

13,75 

H 

,3125 

2W 

12.5 

■ 

g 

.28125 

ISO 

11.25 

H 

.20.5025 

170 

10,025 

H 

i 

.25 

100 

10. 

■ 

It 

,234375 

150 

9.375 

H 

.21875 

140 

8.75 

■ 

.203125 

130 

8.125 

■ 

fi 

.  1875 

120 

7.5 

H 

.171875 

110 

6.875 

■ 

A 

,15625 

im 

6.25 

H 

A 

. 140625 

90 

5.625 

■ 

i 

.1^5 

80 

5. 

H 

'        A 

,109375 

70 

4,375 

H 

.09375 

60 

3.75 

■ 

^j. 

,078125 

50 

3.125 

■ 

dff 

,0703125 

45 

2.8125 

■ 

,0625 

40 

2.5 

■ 

tfv 

:     .05625 

SO 

2.25 

■ 

A 

.05 

32 

2. 

■ 

ilv 

.04375 

28 

1.75 

■       m 

,0375 

24 

1.5 

■ 

JUL 

,034375 

22 

1.375 

■          22 

A 

.03125 

20 

1.25 

K      ^ 

^ 

.OtiH125 

18 

1.135 

^^K^ 

.025 

10 

1. 

^^^^^b5 

.021875 

14 

.875 

^^■^ 

,01875 

12 

.75 

■         27 

.0171875 

11 

.6875 

■        *28 

,015025 

10 

,625 

■         20 

t 

,0140825 

Q 

.5025 

^^80 

.0125 

8           j 

.5 

^^^^■LJU 

.J<r 

,0109375 

7 

.41?75 

^^^^^^fi 

dfl-r 

.01015625 

6i 

,40035 

^^^ 

riir 

,O0y375 

0 

.375 

■          ^ 

,(KK5»375 

5i 

.34375 

■          S5 

i^i 

.007fSl35 

5 

.3125 

■          36 

.00703125 

M 

.28125 

W         37 

lilif         1 

.008040025 

H 

,265625 

38 

T*. 

.00625 

4 

.25 

Note.— For  the  purpofia  of  BeeurinK  uniformity  «f  Kaugt  tbroaghotit  the  United 
States,  Coogreftft,  on  March  8,  1803.  adopted  Uie  above  as  the  Lck^I  Stamlurd  for 
determininKT  the  thicknesH  of  uncnated  iron  and  steel  aheets,  allowing  a  variation 
of  i|  per  cetit.1  either  above  or  below,  for  praclfcaL  use  and  appUcation. 
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SHEET  COPPER. 

21.  Unlike  most  other  metals,  the  various  weights  of 
sheet  copper  are  designated  by  the  number  of  ounces  con- 
tained in  a  square  foot  of  the  sheet;  thus,  16-ounce  copper 
is  of  such  thickness  that  a  square  foot  weighs  16  ounces. 

It  should  be  stated,  however,  that  weights  heavier  than 
64  ounces  are  customarily  designated  by  the  number  of 
pounds  contained  in  a  sheet  30  inches  by  60  inches;  thus, 
a  30'  X  60'  sheet  of  64:-ounce  copper  weighs  50  pounds, 
and,  in  trade  parlance,  is  known  as  a  50-pound  sheet,  the 
size  (30*  X  60')  being  understood.  Any  desired  size  and 
any  required  weight  may  be  obtained  from  the  sheet  mills, 
but  such  heavy  gauges  are  always  referred  to  the  standard 
size  for  their  trade  designation.  Both  hard,  or  cold-rolled, 
copper  and  soft,  or  hot-rolled,  copper  are  known  by  the 
same  standard. 

The  manufacturers  of  sheet  copper  have,  in  late  years, 
adopted  a  uniform  scale  of  prices  for  their  sheets.  These 
prices  are  arranged  so  that  there  is  no  change  within  the 
limits  of  certain  sizes.  Lists  of  such  sizes,  together  with 
the  prices,  are  issued  by  the  manufacturers  at  frequent  in- 
tervals, according  to  the  fluctuations  of  the  market;  a  copy 
of  such  list  should  be  in  the  possession  of  every  patterncut- 
tcr,  in  order  that  he  may  so  plan  his  work  as  to  use  the 
lower-priced  sizes  wherever  possible. 

Table  III  gives  the  nearest  United  States  standard  gauge 
number  for  the  weights  commonly  used,  together  with  the 
thickness  in  decimal  parts  of  an  inch. 


SIIEKT  ZIXC. 

22.  Sheet  ziiie  is  rolled  to  an  arl)ilrary  gauge  adopted 
by  tlic  firms  controlling  its  manufacture.  Little  need  be 
said  concerning  the  zinc  gauge,  except  that  its  existence 
alTords  still  another  argument  in  favoi- of  the  adoption  of 
the  decimal  system  of  designating  all  sheet  metals. 
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TABLE    lU.                                                         ^^H 

^V^|%yi||||K>XIMATE  GAUGE  N17MBEHS  FOB  COPFKR.                           ^^^H 

Ounces  i 
per 

U.  S.  Gauge 
Number 

Thickness. 

InCii, 

Ounces 
per 

U,  S.  Gauge 
Number 

Thickness.          ^^^H 

Sq.  Ft. 

(approx. ). 

Sq.  Ft. 

(approx.). 

^^^^^1 

o 

38 

.00685 

28 

20 

^^M 

■        ' 

35 

.00821 

30 

19 

^^M 

■        ^ 

33 

.00958 

32 

19 

^^M 

■        ' 

31 

.01095 

34 

18 

^^H 

■        ' 

30 

.0123^2 

36 

18 

^^H 

W      10       ' 

29 

.01370 

40 

17         ' 

^^H 

11 

28 

,0154? 

44 

16 

^^^1 

n 

27 

.01643 

48 

15 

^^H 

13 

26 

. 01780 

52 

15 

^^H 

u 

26 

.01917 

56 

14 

^^H 

15 

25 

.02052 

60 

14 

^^H 

10 

23 

.02185 

64 

13 

^^^H 

►             18 

24 

.02465 

72      ' 

12 

^^H 

%0 

23 

.02748 

80 

12 

^^H 

^     22 

22 

.03015     ; 

88 

n 

^^H 

■     '' 

22 

.03290 

96 

10 

^^H 

■     20 

21 

,     .03551 

^H 

Rrujlrk. — To  find  the  thickness  and  gauge  of  additiimal  weij^hts,         ^^^^B 

inuUip[y  the  number  of  ounces  per  sciuare  foat  by  .(H)!36843;  the  result          ^^^^H 

is  the  thickneHS  in  decimal  parts  of  an  inch,  and  by  comparinon  wiih          ^^^^| 

that  column  in  the  table  of  United  States  standard  gauge,  the  corre-         ^^^H 

sponding  number  may  be   found.     As  in    the  case  of   other  metals,          ^^^^H 

decimal  parts  of  an  inch  are  preferably  stated  when  billb  of  material         ^^^^f 

are  drawn  by  the  draftsman.                                                                                    ^^^^H 

^^B^™                   RUSSIA  SHEET  IRON.                                                   V 

23.     Russia  sheet  Iruu  was  formerly  exclusively  used  for 

locomotive  jackets,  stove  bodies,  etc.,  and  as  it  was  imported 

from  Russia  it  waii  natural  that  the  foreign  gauge  numbers 

1' 
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by  which  it  was  rolled  should  be  used  here  to  designate  the 
various  thicknesses.  Planished  iron  and  steel  is  now  made 
by  American  manufacturers;  it  is  superior  in  tensile  strength 
and  fully  as  finely  finished  as  the  imported  sheet,  although 

TABLE  IV. 


GAtTGES  AITD  TFEIGHT9  OF  SHKE-T  AIAMIXUM. 


B.  &  S.  Gauge. 

Weight  per 

B.  &  S.  Gauge. 

Weight  per 

No. 
1 

Decimal  Parts 
of  an  Inch. 

Square  Foot 

Aluminiiin. 

Pounds. 

No. 

Decimal  Parts 
of  an  Inch. 

Square  Foot 

Aluminum. 

Pounds. 

0000 

.46 

6.406 

20 

.032 

.445 

000 

,41 

fi.ro4 

21 

.028 

.396 

00 

.365 

5.08 

22 

.025 

.353 

0 

.325 

4.524 

23 

.023 

.314 

1 

.289 

.     4.029 

24 

.03 

.28 

2 

.258 

3.588 

25 

.018 

.249 

3 

.229 

3.195 

26 

.016 

.223 

4 

.204 

2.845 

27 

.014 

.197 

« 

.182 

2.534 

28 

.013 

.176 

6 

.182 

3.256 

29 

.011 

.157 

7 

.144 

3.009 

30 

.01 

.14 

8 

.128 

1.789 

31 

.009 

.124 

9 

.114 

1.594 

32 

.00795 

.1107 

10 

.102 

1.418 

33 

.00708 

.0985 

11 

.Ofll 

1.264 

34 

.0063 

.0877 

12 

.081 

1.126 

35 

.0066 

.0782 

i;} 

.072 

1.002 

36 

-005 

.0696 

u 

.064 

.802 

37 

.00445 

.062 

16 

.057 

.795 

38 

.oo:}9« 

.0552 

le 

.051 

.708 

39 

.00353 

.0491 

17 

.045 

.63 

40 

.00314 

.0438 

18 

.04 

.501 

41 

.0028 

19 

,  036 

.5 

42 

.00249 

§  17    PRACTICAL  PATTERN  PROBLEMS. 
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for  certain  purposes  there  is  a  sufficient  demand  for  Russia 
iron  to  warrant  jobbers  in  handling  this  product. 


TABLE   V. 


rLUNOIS  ZINC  COMPANY'S  STANDARD  GAUGE. 


Gauge 
Number. 

Weight  Per 

Square  Foot. 

Pounds. 

Thickness. 
Inch. 

U.  S.  Gauge 
Number 
(approx.). 

1 

.07 

.00186 

2 

.16 

.004 

3 

.22 

.00587 

38 

4 

.30 

.008 

35 

5 

.37 

.011 

32 

6 

.45 

.012 

30 

7 

.52 

.014 

29 

8 

.60 

.016 

28 

9 

.67 

.018 

26 

10 

.75 

.020 

25 

11 

.90 

.024 

24 

12 

1.05 

.028 

23 

13 

1.20 

.032 

22 

14 

1.35 

.036 

20 

15 

1.50 

.040 

19 

16 

1.68 

.045 

19 

17 

1.87 

.050 

18 

18 

2.06 

.055 

17 

19 

2.25 

.060 

16 

20 

2.62 

.070 

15 

21 

3.00 

.080 

14 

22 

3.37 

.090 

13 

23 

3.75 

.100 

12 

24 

4.70 

.125 

11 

25 

9.40 

.250 

3 

26 

14.00 

.375 

00 

26 
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The  table  here  given  applies  only  to  the  genuine  Russia 
iron,  as  locomotive-jacket  iron,  planished  iron,  and  steel  of 
American  manufacture  are  gauged  by  the  United  States 
standard  gauge. 

TABIiE  VI. 


APPROXIMATE  GAUGE  NX^MBER  FOR  RUSSIA  SHEET   IROX. 


Russian 
Gauge  Number. 

U.  S.  Gauge 
Number 
(approx.). 

Weight  per 

Sheet  (28'xr>6'). 

Pounds. 

IG 

21 

Ui 

13 

23 

12 

12 

24 

11 

11 

25 

10 

10 

26 

9 

9 

27 

8 

8 

28 

n 

TIN  PliATES. 

24.  Many  conflicting  terms  are  used  with  reference  to 
tin  plates,  or  s//irt  //;/,  as  it  is  usually,  though  erroneously, 
called,  and  few — even  among  the  **  fraternity" — are  aware 
of  the  correct  meaning  of  the  various  names  made  use  of  by 
manufacturers  and  jobbers.  Cokes,  charcoals,  and  ternes 
are  referred  to  indiscriminately,  although  roofing  plates  are 
now  generally  understood  when  ternes  are  designated. 
Bright  plates  are  sheets  of  steel,  or,  as  called  by  the  manu- 
facturers, black  plates,  coated  with  pure  tin,  while  the  coat- 
ing of  the  steel  sheet  in  the  case  of  ternes  is  an  alloy  of  tin 
and  lead.  As  ternes  are  used  principally  for  roofing  pur- 
poses, they  are  now  generally  known  by  the  term  roofing 
plate. 

Formerly,  iron  was  used  in  })la(^e  f)f  steel  for  the  manu- 
facture of  the  black  plate,  and  since  there  were  two  distinct 
grades  of   sheet    iron — called,   respectively,    coke   iron    and 
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charcoal  iron^  according  as  coke  or  charcoal  was  used  for  fuel 
in  the  furnaces — so  two  grades  of  bright  and  tcrnc  plates 
were  known  in  the  trade.  Coke  iron  was  used  for  the 
cheaper  plates^  and  was  known  to  be  more  brittle  than  the 
more  expensive  charcoal  plates.  For  the  past  ten  years  or 
more,  steel  sheets  have  been  used  exclusively  in  the  manu* 
facture  of  tin  plates,  and  the  terms  coke  and  charcoal  have 
come  to  mean  simply  a  difference  in  the  amount  of  coating 
received  by  the  black  plate. 

Bessemer  steel  is  ordinarily  supplied  by  the  manufac- 
turers, but  when  a  plate  of  greater  tensile  strength  is 
required,  open-hearth  steel  may  be  had  at  a  slight  advance 
in  cost.  Many  different  weights  of  coating  are  furnished  by 
the  manufacturers,  from  an  ordinary  bright  coke  plate, 
or  y.  B,  grade,  at  %\  pounds  per  box  of  112  sheets  of  stand- 
ard size  plates  (14*  X  20'),  up  to  the  best  charcoal  coatings 
which  is  6  pounds  to  the  same  size  box. 

The  old  Welsh  names  have  been  retained  to  indicate  the 
amount  of  coating  in  the  so-called  charcoal  grades.  Thus, 
a  3-pound  coating  is  called  an  AUaway  finish,  or  grade;  a 
4- po u n d  coa ting,  Mciyn  /an d  a  5 -  p o u n d  coating  is  term e d 
Calland  grade.  In  addition  to  these  regular  weights,  the 
manufacturers  furnish  bright  plates  at  special  order  with 
any  desired  coating  in  even  pounds  or  half  pounds,  up  to 
and  including  6  pounds  per  box, 

Terne  plates,  on  account  of  their  exposure  to  the  action 
of  the  elements,  are  coated  more  heavily  than  bright  plates. 
The  lightest  weight,  or  coke  coating,  for  ternes  is  4  pounds 
to  the  box,  and  various  grades  are  manufactured  between 
that  weight  and  the  best  charcoal  coating  of  20  pounds  per 
box.  The  standard  box  of  tin  plates  consists  of  \\%  sheets 
(14'  X  20'),  and  this  size  is  considered  a  basis  by  manufac- 
turers when  quoting  prices.  A  net  weight  per  box  of 
108  pounds  is  now  considered  a  full-weight  **IC"  plate; 
too  pounds  is  the  next  grade  lighter,  sometimes  desig- 
nated **ICL";  still  lighter  plates  are  also  furntshed  for 
special  purposes  of  manufacture,  graded  from  5  pounds  per 
box  down  to  about  65  pounds  net  weight. 
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A  very  thrn  plate,  called  Tiiggers*  tin,  is  also  furnished, 
and  the  usual  gauges  are  Nos.  3(3,  38,  and  40,  Taggers*  tin 
is  differently  packed;   the  standard  weight  is   112  pounds 


TABLE    %^I. 


r'jH^^DARD  \VEIGHT8,  GAUGES,  AND   SIZSS    OF   TIX    PLATES. 


Sue. 
Inches, 

Trade  Title. 

Sheeu 
per  Box. 

U  S.GiHiiee 
Number 
(appro  jc.). 

Net  Weight 

per  Box. 
Pounds. 

14    x20 

ICL 

113 

31 

too  and  lighter 

14    X20 

IC 

112 

80 

108  or  107 

14    X20, 

IXL 

112 

20 

128                      1 

14  xa<) 

IX 

112 

28 

135  or  136          1 

14    x20 

IXX 

iia 

27 

150                       ^ 

14    X20 

I XXX 

112 

26 

176 

14    x20 

IXXXX 

112 

25 

196 

12|  X  17 

DC  (=  IX) 

100 

28 

U 

n\  X  n 

DX  (=  ixxx) 

100 

35 

122 

13*  X  IT 

DXX  (=  IXX XXX) 

l(Kl 

24 

143 

121X17 

DXXX  (=  ixxxxxx) 

1()0 

23 

162 

mxn 

DXXXX  (=  ixxxxjcxx) 

100 

22 

183 

TABT.K    VIIL 


WEIGHT  PEB  SQUAKE  FOOT  OF  BOrLER-PLATE  IBOTf. 


Thtcknewi. 

Weight. 

ThicknesB 

Weight. 

ThickneB« 

Weight. 

InckieL 

Pound*. 

Inches, 

Pounds. 

Inches. 

Pounds. 

4 

30.0 

'      lA 

43.5 

lA 

62.5 

A 

22.5 

H 

45,0 

H 

65.0 

i 

95.0 

1A 

47.5 

1      IH 

67.5 

H 

27.5 

H 

50.0 

If 

70.0 

f 

80.0         ! 

lA 

53.5 

m 

72.5 

« 

83.5 

If 

55.0 

n 

75.0 

t 

35.0 

lA 

57.5 

m 

77.5 

« 

37.5 

n 

60.0 

2 

80.0 

1 

40.0 
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per  box,  and  a  sufficient  number  of  sheets  are  added  to 
bring  the  weight  up  to  this  standard;  thus,  a  box  of 
No.  36  gauge  Taggers*  tin  weighs  112  pounds  and  contains 
180  sheets  (H*  X  20^),  No.  38  gauge  is  the  same  net  weight 
per  box,  but  contains  225  sheets,  etc. 

Table  VIl  contains  the  regular  sizes,  with  approximate 
gauge  numbers  and  net  weights* 


SITEET  LEAB  AND  BirBTST  TIN. 

25#  Sheet  lead  and  sheet  tlii  are  used  for  a  variety  of 
purposes,  one  of  the  principal  uses  being  for  tank  linings. 
The  sheet  tin  here  referred  to  is  the  pure  sheet  metal,  and  is 
not  to  be  confounded  with  the  tin-coated  iron  plates  that 
are  usually  referred  to  as  sheet  tin,  the  latter  being  an 
erroneous  term. 


TABIiE  IX. 


TABLE   X. 


"W^JQUT  AX1>  TIIICKXESS  OF 
8HEET    LEAD. 


Weight    ' 
per  Square 
Fool 
Founds. 

Thickness. 

Fractional 

Parts  of  an 

Inch. 

Thickness. 

DecimLil 

Paris  of  an 

Inch. 

1. 

iV 

.015625 

L5 

A 

.0233 

2. 

A 

.o;n25 

2,5 

A 

.041635 

3, 

A 

.046875 

4. 

tV 

.0625 

5. 

^^ 

.078125 

t>. 

A 

.09375 

8. 

4 

.125 

16. 

i 

.25 

32. 

i 

.5 

WEIGHT  AXD  THICKNESS  OF 
SHEET    TIN, 


Weight 

per  Square 

Foot. 

Pounds. 

Thickness. 

Fractional 

Parts  of  an 

Inch. 

Thickness. 

Decimal 

Parts  of  an 

Inch. 

1. 

A 

.025 

1.5 

i-r 

.037 

2. 

A 

.05 

2.6 

A 

.0625 

3. 

A 

.0769 

3.5 

A 

.0909 

4. 

.V 

.1 

4.5 

I 

.1111 

6. 

i 

.125 

10. 

i 

.25 

20. 

i 

.5 

100—14 


TABI.E  XI. 


SIZES,  WEIGHTS,  ANI>  LENGTHS  OF  IROX  WIRE.* 


Number  of 
Washburn 

Diameter. 

Weight 

of 
UK)  Feet. 

Weight 

of 

One  Mile. 

Number  of 
Feet  in 

Number  of 
Feet  in 

&  Moen's 
Wire 

Decimal 
Parts  of  an 

One  Kundle 
of 

One  Ton 
of 

Gauge. 

Inch. 

Pounds. 

Pounds. 

(J3  Pounds. 

2,000  Pounds, 

0000000 

.49 

63.63 

8.860. 

99 

3.143 

000000 

.46 

56.10 

2,962. 

112 

3,565 

00000 

.48 

49.01 

2,588. 

129 

4,081 

0000 

.3938 

40.94 

2,162. 

154 

4.885 

000 

.3625 

84.73 

1,834. 

181 

5,759 

00 

.831 

29.04 

1,538. 

217 

6,886 

0 

.8065 

27.66 

1,460. 

228 

7,230 

1 

.283 

21.23 

1,121. 

296 

9.425 

2 

.2625 

18.84 

968. 

843 

10.905 

3 

.2487 

15.78 

838. 

899 

12,674 

4 

.2253 

13.39 

707. 

470 

14,936 

5 

.207 

11.35 

599. 

555 

17.621 

6 

.192 

9.73 

514. 

647 

20.555 

7 

.177 

8.03 

439. 

759 

24,906 

8 

.162 

6.96 

367. 

905 

28,734 

9 

.1483 

5.08 

806. 

1,086 

34.483 

10 

.135 

4.83 

255. 

1,804 

41,408 

11 

.1205 

8.82 

202. 

1.649 

52,356 

12 

.1055 

2.92 

154. 

2.158 

68.498 

13 

.0915 

2.24  . 

118. 

2.818 

89,286 

14 

.08 

1.69 

89. 

8.728 

118.343 

15 

.072 

1.87 

72. 

4,598 

145,985 

16 

.0625 

1.05 

55. 

6,000 

190,476 

17 

.054 

.77 

41. 

8,182 

259,740 

IH 

.0475 

.58 

31. 

10,862 

344.827 

19 

.041 

.45 

24. 

14,000 

444,444 

20 

.0348 

.32 

17. 

19,687 

625,000 

21 

.03175 

.27 

14. 

23.333 

740,741 

22 

.0286 

.21 

11. 

30.000 

952,381 

23 

.0258 

.175 

9.24 

36.000 

1,142,856 

24 

.023 

.14 

7.39 

45,000 

1.428.570 

25 

0204 

.116 

6.124 

54.310 

1.724.125 

26 

.0181 

.093 

4.91 

67.742 

2,150.537 

27 

.0173 

.083 

4.382 

75,903 

2.409.616 

28 

.0162 

.074 

3.907 

85.135 

2.702,695 

29 

.015 

.061 

3.22 

103.278 

3.278,663 

30 

.014 

.054 

2.851 

116,666 

3.763,678 

31 

.0132 

.05 

2.64 

126,000 

3.999,996 

32 

.0128 

.046 

2.428 

136.956 

4.347,805 

33 

.0118 

.037 

1.953 

170,270 

5.405,;i91 

:u 

.0104 

.03 

1.584 

210,000 

6,666.660 

35 

.0095 

.025 

1.32 

252.0(H) 

7,999,992 

30 

.009 

.021 

1.101 

286.363 

9,090,879 

37 

.0085 

.0188 

1.04 

38 

.008 

.0169 

.935 

39 

.0075 

.0137 

.  755 

40 

.007 

.0110 

.f)5i)  • 

*  Washburn  6i,  Moen's  gauge  the  standard. 


§17 


PRACTICAL  PATTERN  PROBLEMS. 


31 


X 


GO  '^  '^  ci  ci  t6  ^  t^  CO  ai  c>  c>  ^  d  o6\r:  v6  c> 

r-i^,-li-li-lr-ir-iCl 


1-^  r-i  ci  c>  ci  cj  cc  00  CO  't  ■^*  o  lo  o  o  i^  r-  od  OS  o  c> 


»         r-i  «  00  O  I-  » 

Ol  *0  1-;  Oa  50  I';  r-iirp .  _ 


«  00  MO  t-        ^ 


>S«o«ioi-i<o©iooooa&      i-iwri'ioi'.aDoa      ccuo 

•  ^  ^  ^  ^*  ^  ^  ,«.i  5^^  <yi  5.1  Cfj  -,j  5Q  ^  ^  ^  U^  1^  ^  t^ 


'^«)«r-«O»-C0t*.'0O0COCC«03Dr-if0«0«^?0C<0* 
*  r-J  T-J  r-I  r-^  r-I  r-I  r-I  <0J  CJ  CJ  O*  00  00  CO  CO  "^  "^  t.'O  ^ 


01   CO   « 

c^^cooooo^^ooiocoi-gooooa      ^e»«coiot- 
'^•.'0«>t-»ooabOr-iciqO'^»a5oc^»oi'a&r-iooi-r-i 

T-ir-Ji-^rHrHrHr-Ic^ieicicioicocooO'^o 

•^        i-«  1-1 00       o> 

gdt-io©!      oo«'^«oa'«t»-i»«t^coa&'«t'      r-coMO 
"^'^»O»l>t'0005OO0iTfi.'0t-00O— •OOWOOr-it' 
r-J  ^  r-^  T-i  r-5  T-J  r-5  Oi  ei  Oi  Ci  Oi  00  CO 

r-i<Or-il^e»l>Oit-OOXOOCO'^"^'^»-'Ot.'0»^t-t^OO 
C»©ICOOO'^te5i«<0«t'00050T-'C^CO'<tOOaOOiC 

^^^^^^^^ci'TJ 

^r-irHr-ir-ir-ii-ie»04Cl^e00600C0r!*'<}«O«0 


32 


PRACTICAL  PATTERN  PROBLEMS. 


§17 


TABIiE   XIII. 


WEIGHT  OP  ROUND  AND 

SQUARE 

ROL.LXD  IRON. 

Side  or 
Diameter. 

Weight. 
Pounds  per  Foot. 

Side  or 

Diameter. 

Inches. 

Weight. 
Pounds  per  Foot. 

Inches. 

Round. 

Square. 

Round. 

Square. 

i 

.041 

.053 

4i 

45.174 

57.517 

i 

.165 

.211 

4i 

47.952 

61.055 

1 

.373 

.475 

H 

50.815 

64.700 

i 

.663 

.845 

H 

53.760 

68.448 

« 

1.043 

1.320 

4t 

56.788 

72.805 

t 

1.403 

1.001 

4| 

59.000 

76.264 

i 

2.082 

2.588 

H 

62.220 

80.883 

1 

2.654 

8.380 

5 

66.850 

84.480 

H 

3.369 

4.278 

5^ 

60.781 

88.784 

U 

4.147 

5.280 

H 

78.172 

08.168 

If 

5.010 

6.390 

5| 

76.700 

07.657 

u 

5.972 

7.604 

5i 

80.304 

102.240 

If 

7.010 

8.026 

5| 

84.001 

106.058 

If 

8.128 

10.352 

5f 

87.776 

111.756 

ll 

0.383 

11.883 

5| 

01.200 

116.671 

2 

10.616 

18.520 

6 

05.552 

121.664 

2i 

11.988 

15.263 

6i 

103.704 

132.040 

2i 

13.440 

17.112 

6i 

112.160 

142.816 

'     2f 

14.075 

10.066 

6} 

120.060 

154.012 

2i 

16.588 

21.120 

7 

180.048 

165.632 

2| 

18.293 

23.292 

n 

189.544 

177.672 

2f 

20.076 

25.560 

7i 

149.828 

100.136 

2i 

21.944 

27.989 

7f 

159.456 

203.024 

3 

23.888 

30.416 

8 

169.856 

216.336 

3i 

25.926 

38.010 

Sk 

180.696 

230.068 

3i 

28.040 

85.704 

Hi 

191.808 

244.220 

»l 

30.240 

:W.508 

88 

208.260 

258.800 

3^ 

32.512 

41.408 

9 

215.040 

278.702 

3| 

84.886 

44.418 

n 

227.152 

289.220 

3J 

87.882 

47.584 

9^ 

289.600 

305.056 

3^ 

89.864 

50.756 

i        9J 

252.876 

321.380 

4 

42.464 

54.084 

•       10 

2<M.400 

327.920 
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Both  of  these  metals,  when  rolled  into  sheets,  are  desig- 
nated by  the  weight  in  pounds  per  square  foot ;  thus,  4-pound 
sheet  lead,  which  is  perhaps  the  weight  most  used,  is  of  such 
thii  kness  that  a  square  foot  of  the  sheet  weighs  4  pounds. 
Since  tin  is  the  lighter,  sheetr  of  that  metal  are  thicker  than 
lead  sheets  of  corresponding  weight. 

The  manufacturers  of  these  sheets  supply  the  product  in 
rolls  of  various  width,  up  to  and  including  0  feet  wide.  The 
lighter-weight  sheets  and  the  widths  between  13  inches 
and  3^  feet  are  usually  put  up  in  boxed  rolls  containing  50, 
100,  or  150  pounds.  Sheets  12  inches  wide  and  narrower, 
of  such  weights  as  are  usually  required  for  press  operations, 
I  are  put  on  reels  containing  from  100  to  250  pounds  of  the 
^H  metal,  and  will  be  found  much  more  convenient  to  handle 
^^than  the  large  sheets  carried  in  stock  by  the  jobbers. 

^^  BOUGH    ANJy    RIBBEB    SKYMGKT    GI/ASS. 

26.  The  following  table  will  be  found  useful  w^hen  com- 
puting the  loads  on  skylight  bars  and  their  sustaining 
trusses.  The  glass  made  by  different  manufacturers  varies 
somewhat  in  thickness,  so  that  some  allowance  is  necessary 
in  certain  cases,  but  for  general  use  the  figures  given  be- 
low will  be  found  satisfactory » 


TABLE    XIT, 


WEIGHT    OF    GI-A8S- 


Thickness. 
Inch. 

Weight  per  Sq.  Ft. 

(approx.)- 
Pounds. 

Thickness. 
Inch. 

Weight  per  Sq.  Ft. 

(approx.). 

Pounds. 

i 
f 

1.5 
2.5 
3.5 
4.75 

i 
i 
1 

6. 

9 

12 
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SPECIFIC    GRAVITY    AND    WEIGHTS    OP    VARIOUS 

METAIiS. 

27.  The  table  on  the  following  page  gives  the  specific 
gravity  of  various  metals  together  with  the  weight  of  a  cubic 
inch  of  the  metal.  The  numbers  in  the  column  of  weights 
were  calculated  by  multiplying  the  weight  of  a  cubic  foot 
of  water  at  62"*  F.  (that  is,  62.365  pounds)  by  the  specific 
gravity  of  the  substance  and  dividing  the  product  by  1728, 
the  number  of  cubic  inches  in  one  cubic  foot.  By  the  aid 
of  this  table,  the  weight  of  any  sheet  metal,  or  of  a  quantity 
of  the  metal  in  solid  form,  may  be  readily  found.  It  is  neces- 
sary to  fiind  the  number  of  cubic  inches  contained  in  any 
given  quantity  and  multiply  this  amotmt  by  the  figures  ap- 
pearing in  the  column  of  weights,  or,  knowing  the  weight 
of  a  certain  amoimt  of  metal,  the  weight  of  a  similar  amoimt 
of  another  metal  may  be  foimd  by  proportion,  by  the  aid 
of  the  figures  in  the  column  of  specific  gravities.  For  exam- 
ple, a  vessel  made  of  sheet  copper  weighs  18  ounces,  and 
it  is  desired  to  fiind  the  weight  of  a  similar  article  when  made 
of  silver;  the  specific  gravity  of  sheet  copper  is  found  to  be 
8.9,  and  that  of  sheet  silver  10.51;  then,  by  proportion,  8.9 
is  to  10.51  as  18  is  to  the  weight  of  silver.  Multiplying  the 
means,  we  have  10.51  X  18  =  189.18;  then,  dividing  by 
one  extpcme  gives  the  other  extreme,  or,  189.18  -^  8.9  = 
21.3  ounces,  the  weight  of  the  vessel  when  made  of  silver. 


INTRODUCTION  TO  PROBLEMS. 

38.  General  Statement. — In  order  that  the  sixty  prac- 
tical pattern  problems  that  are  given  in  this  Course  may  be 
studied  systematically,  they  have  been  divided  into  three 
groups  of  twenty  problems  each.  This  section  contains  the 
problems  of  the  first  group,  which  consists  of  practical  ex- 
amples chosen  mainly  for  the  reason  that  they  represent 
typical  situations  likely  to  be  encountered  by  the  ** bench** 
hands  of  a  shect-mctal-working  establishment.  In  other 
words,   the  articles  represented  are  those  usually  classed  as 
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TABIiE   XV. 


SPECIFIC  GRAVITY  AND  WEIGHTS  OF  VARIOUS  METALS. 


Names  of  Substances. 


SfX'cific 

Weight 
per  Cubic 

Inch  (Lb.). 

2.67 

.096 

2.56 

.092 

6.71 

.242 

5.76 

.208 

9.82 

.354 

8.45 

.305 

8.1 

.292 

8.75 

.316 

8.21 

.296 

8.88 

.302 

1.58 

.057 

8.6 

.310 

8.9 

.321 

8.7 

.314 

19.36 

.699 

19.25 

.695 

23. 

.830 

7.704 

.278 

7.207 

.260 

11.388 

.411 

11.352 

.410 

13.57 

.490 

8.8 

.318 

8.28 

.299 

22.07 

.796 

10.51 

.379 

10.47 

.378 

7.8 

.282 

7.84 

.283 

7.4 

.267 

7.29 

.263 

17. 

.613 

7.19 

.260 

6.86 

.248 

Aluminum,  sheet 

Aluminum,  cast 

Antimony 

Arsenic 

Bismuth 

Brass: 

Copper  75,  zinc  25,  sheet. . 

Copper  75,  zinc  25,  cast. . . 
Bronze : 

Gun  metal 

Ordinary 

Tobin 

Calcium 

Cobalt 

Copper,  sheet 

Copper,  cast 

Gold,  sheet 

Gold,  cast 

Iridium,  hammered 

Iron,  sheet 

Iron,  cast  

Lead,  sheet 

Lead,  cast 

Mercury  at  60"  temperature 

Nickel,  sheet 

Nickel,  cast 

Platinum,  sheet 

Silver,  sheet 

Silver,  cast 

Steel,  sheet 

Steel,  cast 

Tin,  sheet 

Tin,  cast 

Tungsten 

Zinc,  sheet 

Zinc,  cast  (or  spelter) 
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tinware,  or  house-furnishing  goods.  While  it  is  true  that 
these  problems  refer  particularly  to  the  work  of  the  tinsmith, 
they  are  equally  deserving  of  study  by  the  artisans  of  allied 
industries,  for  their  principles  are  capable  of  wide  applica- 
tion, and  may,  therefore,  be  adapted  to  many  other  cases  of 
development. 

29.     How  the  Examples  Have  Been  Selected. — As  far 

as  possible,  an  actual  trade  object  forms  the  subject  of  each 
problem,  and  the  sizes  and  dimensions  to  be  worked  out  are 
conformed  to  proportions  established  in  good  practice.  In 
the  construction  of  the  projection  drawings,  therefore,  the 
student  will  derive  much  benefit,  not  only  from  the  practice 
afforded,  but  in  the  fundamental  principles  of  design  as  ap- 
plied to  the  .sheet-metal  worker's  trade.  These  problems  are 
intended  to  equip  the  student  for  taking  full  charge  of  a 
shop  or  for  producing  working  drawings  and  patterns.  No 
work  is  introduced  that  is  not  liable  to  arise  in  the  course  of 
his  experience  as  a  sheet-metal  pattern  draftsman. 

The  problems  have  been  selected  with  the  purpose  in  view 
of  furnishing  the  student  with  an  opportunity  to  apply  the 
fundamental  principles  in  a  variety  of  ways,  and  the  follow- 
ing pages  will  be  found  full  of  suggestions  that  the  ingenious 
draftsman  will  be  able  to  convert  and  adapt  to  any  other 
requirement  liable  to  arise  in  his  experience.  The  student 
that  applies  himself  to  a  careful  and  persistent  study  of  the 
several  methods,  as  shown  in  their  adaptation  to  the  various 
problems,  will  then  be  able  to  produce,  without  difficulty, 
any  pattern  he  may  desire.  Full  and  complete  explanations 
are  given  of  the  reason  for  the  adoption  of  each  particular 
method,  and  if  these  are  thoroughly  mastered,  the  student 
will  soon  become  skilful  in  solving  any  problem.  The  drafts- 
man must  posscfss,  too,  a  ready  imagination  in  order  to  con- 
ceive correctly  the  true  position  and  relation  of  the  parts  of 
a  given  article.  If  he  has  the  ability  to  do  this,  he  can  then 
proceed  by  the  sinii)lo  process  of  deduction,  and,  guided  by 
his  knowledge  of  projection  drawing,  can  accomplish  his 
object  with  facility  and  confidence. 
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30.  Vse  of  Establlslied  Frlneiplos, — ^The  principles  of 
construction  previoosly  uitroduced  in  Practical  Prajeciian 
and  in  Dcvtiopmcnt  of  Surfaces  form  the  entire  basis  for  the 
solutions  of  the  problems  herein  contained.  Occasional 
deviations  will  be  found,  but  in  every  such  case  the  student 
should  note  that  the  change  of  method  and  its  relations  to 
principles  already  explained  are  pointed  out.  The  plates 
drawn  by  the  student  in  connection  with  the  two  preceding 
subjects  will  now  have  an  increased  value  to  him,  for  he  will 
be  able  to  trace  in  them  many  of  the  operations  that  he  is 
now  required  to  perform.  Plates  drawn  by  the  student, 
which  have  been  corrected  and  returned  to  him,  possess  a 
value  for  reference  that  cannot  be  overestimated;  they  are 
vastly  more  valuable  to  him  than  the  printed  plates  sent  out 
by  the  Schools.  If  he  has  preserved  these  plates,  properly 
inked  in,  he  has,  within  easy  reach,  principles  of  inestimable 
value  in  practical  work, 

31»     Biflflciiltles  Encoimtereci  by  the  Pattern  Drafts* 

man* — There  is  perhaps  no  field  of  work  that  presents 
situations  so  varied  and  puzzling  to  the  draftsman  as  the 
sheet-metal-working  trades.  In  nearly  every  branch  of  this 
industry,  a  large  proportion  of  the  daily  work  consists  of 
special  cases  .that  may  or  may  not  be  encountered  in  the 
same  form  a  second  time.  While  it  is  true — ^as  the  student 
has  already  seen  in  Detfclopmcnt  of  Surfaces — that  the  same 
general  principles  are  used  in  the  development  of  nearly  all 
solids,  yet  the  necessary  operations  are  not  always  readily 
apparent.  The  drawings,  therefore,  may  require  some  study 
on  the  part  of  the  draftsman  before  he  will  be  able  to  deter- 
mine the  exact  course  to  pursue.  But  a  thorough  mastery 
of  principles,  with  judgment  and  skill  in  applying  them,  will 
enable  the  student  to  cope  with  difficulties  that  appear  in- 
surmountable to  one  unskilled  in  the  art  of  sheet-metal 
pattern  drafting. 

33.  How  the  Problems  Are  to  be  Studied, — The  prob- 
lems should  be  taken  in  regular  order  and  drawings  con- 
structed  as   called   for  by    the  text.     These  drawings  are 
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intended  for  practice  only,  and  are  not  to  be  sent  to  the 
Schools  for  correction.  They  should  be  drawn  on  detail 
paper  of  convenient  size  and  in  accordance  with  the  dimen- 
sions given.  Read  over  the  text  carefully  before  beginning 
to  draw,  in  order  that  the  entire  scope  of  the  problem  may 
be  well  understood.  Should  difficulties  be  encountered  in 
the  construction  of  any  of  the  drawings,  do  not  hesitate  to 
make  use  of  the  information  blanks,  and,  if  necessary,  send 
in  your  work  in  order  that  we  may  render  such  assistance  as 
is  required.  In  selecting  paper  on  which  to  make  these 
drawings,  choose  such  as  will  stand  erasures  without  rough- 
ening. Paper  as  thin  as  practicable  should  be  procured  in 
order  to  save  postage  on  drawings  that  the  student  must 
send  to  the  Schools. 

At  the  end  of  this  section  will  be  found  specifications  and 
full  instructions  for  drawing  an  examination  plate.  It  should 
be  noted  that  no  principles  are  called  for  by  the  examination 
problem  that  are  not  completely  illustrated  in  some  one  of 
the  problems  in  this  section.  If  the  student  faithfully  works 
out  these  problems,  therefore,  he  will  encounter  no  difficulty 
in  drawing  the  examination  plate. 


GKOUP  I:    TATTERTSS   FOR   TIK  AXD 
SHEET-IROX  WARE. 


PROBLEM  1. 

33.     To    develop    the    patterns    for    a    square     pan 
Avhosi*   sides    liave    an    equal    flare. 

Explanation. — A  perspective  illustration   of  a  pan  that 
answers  this  description  is  shown  in   Fig.  14.     The  trade 

term  *' square  pans"  is 
usually  applied  to  such 
articles,  although  their 
dimensions  are  com- 
monly not  that  of  a 
p^i^  14  perfect     square.       The 
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development  of  the  required  surfaces  is  a  comparatively 
simple  matter  The  principal  feature  of  the  work  consists 
in  defining  the  outline  of  the  corners  so  that,  when  formed 
as  shown  in  Fig.  H,  the  upper  edges  of  the  folded  parts 
will  finish  neatly  under  the  wire.  It  will  be  seen  that  a 
pan  thus  made  is  water-tight  without  soldering,  and  since 
such  pans  are  commonly  made  of  black  iron  or  tin,  and  are 
often  subjected  to  a  temperature  higher  than  the  melting 
point  of  solder,  the  construction  herewith  shown  is  impor- 
tant. 

Although  the  drawings  for  this  problem  are  to  be  made 
on  the  drawing  board  by  the  aid  of  the  T  square  and  other 
drawing  implements,  it  will  be  seen  that  the  work  can  be 
laid  out  with  a  steel  square  an<l  dividers  directly  upon  the 
sheet  metal.  This  is  true  also  of  many  of  the  problems 
that  follow,  and  in  the  actual  practice  of  the  workshop 
many  mechanics  prefer  this  method,  resorting  to  the  draw- 
ing board  only  when  an  intricate  solution  is  required. 

The  drawings,  having  a  scale  of  3  inches  to  the  foot>  are 
to  represent  a  pan  9*  X  18'  at  the  lower  base,  VI  inches  in 
vertical  height,  and  23'  X  32'  in  size  at  the  upper  base;  in 
other  words,  the  pan  is  to  have  a  flare  of  7  inches  on  all 
sides.  The  construction  is  to  be  as  indicated  in  Fig.  14, 
although  the  proportions  are  somewhat  different  from  that 
fi  the  f*an  there  shown. 

Construction. — Draw  an  elevation  of  the  pan  as  shown 
by  the  trapezium  A  B DC,  Fig.  15.  Since,  in  this  case,  the 
sides  have  an  equal  flare,  it  makes  no  difference  whether  a 
side  or  an  end  view  of  the  pan  be  represented  in  the  ele- 
vation. At  right  angles  to  the  base  lines  of  the  pan  A  C 
and  B  D^  draw  the  stretchout  line  M N^  and  on  this  line  lay 
off  the  width  of  the  surfaces,  observing,  however,  that  the 
width  of  base— that  is,  the  distance  a*  a'.  Fig.  15 — here  laid 
off  most  represent  the  opposite  dimension  to  that  shown  in 
the  elevation.  In  other  words,  if  the  IS-inch  dimension  is 
represented  by  the  line  A  C  in  the  elevation,  then  the  width 
of  the  space  a*  a"  on  the  stretchout  must  coincide  with  the 
other,  or  9*tnch,  dimension.     The  width  of  the  sides,  that 
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is,  the  spaces  a'  b'  and  a'  b'y  is  made  equal  to  the  length  of 
the  line  A  B  of  the  elevation.  Draw  lines  parallel  to  A  C 
through  the  points  thus  determined  on  the  stretchout,  and 
project  developers  from  the  elevation  in  the  manner  shown 
in  Fig.  15,  thus  determining  the  location  of  the  points  / 


Fig.  15. 

and  e;  complete  this  portion  of  the  development  by  draw- 
ing the  several  lines  e/. 

Since  the  **  flare  *'  of  all  sides  of  this  pan  is  the  same,  an- 
other stretchout  line  M' N'  may  be  drawn  at  right  angles 
to  J/A^in  the  manner  shown  in  Fi<^.  IT),  and  crossing  AfN 
at  its  central  point  O.     On  this  line,  lay  off  distances  from 
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he  lines  .-J  ^  aod  ^^vequal  to  the  distance  a'//  of  the  line 
MN.  Produce  the  line  drawn  through  a'  to  A,  and  make 
Af  equal  to/^,  afterwards  repeating  the  operation  at  each 
of  the  (our  corners.     The  main  body  of  the  pan  is  now  com- 

Epleted,  and  the  next  step  is  to  provide  for  the  extra  stock 
at  the  corners.  This  stocky  as  already  stated,  must  be  so 
cut  as  to  allow  the  folds  of  the  metal  to  finish  neatly  under 
the  wire.  The  manner  in  which  this  result  is  accomplished 
is  shown  in  the  upper  left-hand  corner  of  the  pattern. 
Draw  the  line  el*  so  as  to  bisect  the  angle  /ei ;  set  the 
compasses  to  a  radius  slightly  less  than  the  vertical  distance 
from  the  point  j^to  the  line  ek,  and  from/as  a  center,  de- 
'  scribe  a  shQTt  arc  in  the  fnanner  shoivn;  pext,  n^ake  rs* 
equal  Jo  r J  aifd  draw//,  producing  the  line  until  it  meets 
/*jn  the  point  f,^  Complete  the  pattern  as  shown  in 
Fig.  15,  and  when  the  metal  is  formed  as  shown  in  Fig.  14, 
it  will  be  found  that  the  upper  edges  of  the  folded  stock  will 
ivcatly  coincide  with  the  other  edges  of  the  pan.  It  is 
necessary,  however,  to  add  the  amount  required  fur  the 
^_  mri;  this  is  equal  to  three-fourths  of  the  circumference  of 
^P  ^hcwire,  ,  Referring  to  the  table  of  wire  sizes,  it  is  found 
T  that  No.  6  wire  measures  .193  inch  in  diameter,  or,  as  ex- 

1  f  pressed  in  fractional  parts  of  an  inch,  slightly  more  than 
A  ^ttch.  The  circumference  of  this  diameter  is  found  from 
■  ^^«  table  in  Ariikmefic,  Part  9,  to  be  .589,  and  three- 
^1  fourths  of  this  is  approximately  -^^  inch.  This  amount  is 
^B  therefore  to  be  allowed  for  a  wiring  edge,  as  shown  by 
^H  ^"^  dimensions  Win  Fig.  15,  and  the  pattern  is  thus  com- 

^V  Capacity. — Only  in  rare  cases  is  the  draftsman  asked  to 
^tJipute  the  volume  of  articles  of  this  form,  as  orders  for 
|^<irk  of  this  description  are  usually  accompanied  by  the 
I^Xact  dimensions  required.  Since,  however^  there  is  an 
Occasional  demand  for  the  figures  relating  to  the  capacities 
of  such  pans,  the  method  of  ascertaining  their  volume  will 
f>e  considered.  It  will  be  seen  that  if  the  bases  of  the  pan 
Were  square,  the  solid  represented  would  be  a  frustum  of  a 
pyramid,  and  the  rule  given  for  such  shapes  would  apply. 


42     PRACTICAL  PATTERN  PROBLEMS.    g  17 

In  this  instance,  the  bases  are  oblong  and  the  solid  is  what 
may  be  termed  a  prismoid.  The  application  of  the  pris- 
moidal  formula  is  as  follows:  Area  of  lower  base,  9'  X  18' 
=  162  sq.  in. ;  area  of  upper  base,  23'  X  32'  =  736  sq,  in.  ; 
area  of  middle  section  (that  is,  a  section  halfway  between 
the  upper  and  lower  bases)  multiplied  by  4,  16'  X  25'  X  4 
=  1,600  sq.  in.  Then,  162  +  736  +  1,600  =  2,498,  and  2,498 
multiplied  by  one-sixth  the  vertical  height  (i.  e.,  12-7-6 
=  2),  or  2,498  X  2  =  4,996  cu.  in.,  the  capacity  of  the  pan. 


PROBLEM  %. 

34.  To  develop  patterns  for  a  square  i>an  i^hose  ends 
have  a  flare  difTerent  from  that  of  Its  sides. 

Explanation. — No  perspective  figure  is  given  for  this 
problem,  since  its  conditions  may  be  understood  from  the 
following  description.  Both  the  lower  base  of  the  pan  and 
its  height  are  the  same  as  in  the  preceding  problem.  The 
upper  base  is  to  measure  16'  X  32".  The  ends  of  the  pan 
have  the  same  flare  as  in  the  previous  problem,  but  the  sides 
will  flare  only  3  J  inches.^The  widths  of  the  lateral  surfaces, 
therefore,  will  be  unequal,  and  it  will  be  seen,  also,  as  the 
construction  proceeds,  that  it  is  important  to  understand 
which  way  the  corners  are  to  be  folded.  Two  constructions 
are  given — in  one,  the  corners  are  folded  toward  the  ends; 
in  the  other,  they  are  folded  back  in  the  direction  of  the 
sides  of  the  pan.  As  before,  the  drawings  are  to  be  made 
to  a  scale  of  3  inches  to  1  foot. 

Construction. — The  dimensions  for  the  front  elevation 
are  the  same  in  this  case  as  in  Problem  1,  and  the  view 
shown  at  A  B  I)  C^  Fig.  16,  is  accordingly  reproduced  as 
indicated.  Next,  the  stretchout  J/iV  is  drawn  perpendicular 
to  A  C  and  of  indefinite  length,  since  the  spaces  thereon 
cannot  be  laid  off  until  the  side  elevation  has  been  drawn. 
Accordingly,  a  point  o  may  be  conveniently  taken  some 
distance  below  the  front  elevation,  and  the  line  J/'  ^V  drawn 
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perpendicular  to  M N.  The  line  M'  N'  may  be  produced 
toward  the  right,  as  shown  in  Fig.  16,  and  used  as  a  center 
line  for  the  construction  of  the  side  elevation  E  F  H  G, 
After  this  view  has  been  drawn  in  accordance  with  the 
dimensions  given*  in  the  specifications,  the  stretchouts  may 
be  completed  as  shown  in  Fig.  16.  The  completion  of  the 
development  of  the  lateral  surfaces  is  then  made  as  before ; 


fL 


FlO.  16. 


since  the  operation  is  shown  in   Fig.  16,  no  description  is 
necessary. 

From  an  inspection  of  Fig.  16,  the  student  will  see  that  a 
different  process  for  determining  the  outlines  of  the  corners 
is  used  on  each  side  of  the  line  M  N.  '  The  corners  on  the 
left  of.  that ,  line  are  so  made  as  to  be  turned  back  on  the 
sides,  whjle  those  shown  on  the  right  of  M  N  are  intended 
to  be  turned  back  on  the  ends.  The  outline  of  the  cut  on 
the  left  is  seen  to  be  concave,  while  that  on  the  right  is 
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convex.  The  method  of  finding  these  outlines  is  very  similar 
to  that  used  in  the  preceding  problem  and  therefore  needs 
no  extended  explanation,  although  it  shoidd  be  noted  that 
the  arcs  described  from  the  points  g  are  in  each  case 
measured  on  the  edges  toward  which  the  turn  is  to  be  made. 
Note  also  that  the  lines  h  k  in  each  case  bisect  the  angles  ^//  r 
Of  course,  the  student  will  understand  that  all  the  corners 
of  a  pan  should  be  turned  in  the  same  way^either  toward 
the  sides  or  toward  the  ^nA^^  as  preferred — ^not,  as  might 
be  construed  from  Fig,  16,  part  one  way  and  part  another. 
They  have  been  so  shown  in  the  illustration  only  for  the  sake 
of  enabling  both  methods  to  be  understood. 


PHOBLEM  a, 

35.     To  develop  patterus  for  a  f\innel. 

Specification,— The  funnel  shown  in  Fig.  17  is  so  simple 
in  form  that  merely  to  mention  its  dimensions  will  suflSce  for 

the  draftsman.  It  is  to  be  made  of 
No,  2i)  galvanized  iron  and  is  to 
measure  20  inches  across  the  top; 
the  body  is  to  be  15  inches  high 
and  the  lower  opening  in  the  body 
3  inches  in  diameter;  the  spout  is 
to  be  6  inches  long,  with  a  2-inch 
outlet.  The  body  is  to  be  lock- 
seamedj  the  spout  merely  lapped 
and  soldered,  and  a  J-inch  rod  is 
to  be  wired  in  the  upper  edge  of 
Fia  17.  the  body. 

Construction, — From  the  foregoing  description  of  the 
dimensions,  the  elevation  shown  in  Fig.  18  may  be  readily 
drawn  and  the  development  of  body  and  spout  at  once  made 
in  accordance  with  the  principles  of  radial  development  It 
will  be  seen  from  Fig,  18  that  all  the  operations  required 
maybe  performed  if  only  one-half  of  the  elevation  be  drawn; 
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that  is,  only  such  an  amount  of  the  elevation  is  required  as  is 
shown  on  one  side  or  the  other  of  the  vertical  center  line.  In 
actual  practice,  therefore,  the  student  will  frequently  avoid 
some  extra  work  if  but  one  side  of  such  symmetrical  figures 


FlO.  18. 


is  represented.  Instead  of  drawing  a  complete  plan  of  this 
solid,  semicircles  may  be  described,  as  shown  in  Fig.  18, 
from  O  and  o  as  centers,  and  the  stretchout  for  the  patterns 
measured  on  the  respective  arcs.  This  short  method  is 
usually  adopted  in  the  case  of  simple  drawings,  and  it  may 

100—16 
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be  stated  that  where  accuracy  is  not  an  item  for  considera- 
tion, the  stretchouts  may  be  stepped  off  as  equivalent  to  six 
times  the  distances  O  A  and  o  a,  respectively.  In  circles  of 
large  diameter,  however,  this  distance  (which  is  really  the 
chord  of  one-sixth  of  the  circumference)  varies  too  much 
from  the  actual  distance  around  the  outline  of  the  circle,  and 
should  not  be  used — in  fact,  it  is  better  in  every  instance  to 
describe  the  semicircle  and  properly  subdivide  it  in  accord- 
ance with  previous  instructions. 

As  in  Problem  1,  the  amount  to  be  added  for  the  wiring 
edge  may  be  computed  and  added,  as  shown  by  the  space 
w  in  Fig.  18.  As  has  been  previously  mentioned,  the 
amount  to  be  added  to  the  sides  of  the  pattern  for  the  lock 
seam  must  be  equal  to  three  times  the  width  of  the  lock. 
For  an  article  of  this  size,  a  lock  of  J  inch  would  be  suitable, 
and  f  inch  is  therefore  to  be  added  to  the  pattern,  or  half 
as  much  to  each  edge;  that  is,  the  width  of  each  of  the 
spaces  Xy  x  is  f  inch.  The  upper  edge  of  the  pattern  for 
the  spout  should  be  widened  by  a  lap  for  soldering;  also  the 
side  for  the  same  reason.  These  additions  should  be  indi- 
cated by  light  lines,  as  in  Fig.  18,  and  the  patterns  notched 
in  the  manner  shown. 

The  student  will  observe  that  the  stretchout  arc  is  not 
here  described  from  the  vertex  of  the  cone,  as  was  con- 
veniently done  in  Development  of  Surfaces,  but  the  pattern 
for  the  body  of  this  funnel  is  laid  off  to  one  side  of  the 
projection  drawing.  The  location  of  the  development  as 
related  to  the  other  portions  of  the  drawing  is  thus  shown 
to  be  a  matter  of  convenience  in  the  case  of  simple  cone  de- 
velopments. 

Capacity. — When  the  capacity  of  funnels  is  given  in 
manufacturers*  price  lists,  the  figures  usually  relate  to  the 
large  cone  only,  and  do  not  include  the  spout.  The  exact 
method,  of  course,  would  be  to  treat  the  two  solids  as  frus- 
tums of  cones;  since  the  application  of  the  rules  for  these 
solids  may  be  better  shown  in  a  later  problem,  it  is  omitted 
here.  The  mechanic  is  usually  given  the  dimension  figures, 
no  attention  being  paid  to  the  capacity  of  the  article. 
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PUOBLKM    A. 

36,     To  develop  tlie  patterns  for  a  fliirln^  measure. 

Explanation.— There  are  perhaps  few  articles  made  by 
the  sheet-metal  worker  that  require  greater  accuracy  in  the 
dimensions  or  in  the  development  of 
patterns  than  the  fluid  measures. 
Before  such  measures  are  available 
for  use  to  the  purchaser,  they  must 
be  sealed  by  a  town  or  city  official, 
and  on  this  accotint,  un usual  care 
must  be  observed  by  the  workman. 
The  usual  form  for  these  measures  is 
illustrated  in  Fig.  19,  and  while  there 
is  an  endless  variety  of  proportions 
used  by  different  makers  and  fur 
'different  purposes,  the  proportion 
shown    in    the   illustration    has    been  *'*'^  ^^• 

recommended  by  the  United  States  Government,  and  the 
draftsman  should  conform  to  this  standard  whenever  pos- 
sible. The  diameter  of  the  bottom  is  taken  as  two-thirds  of 
the  vertical  height,  and  the  diameter  of  the  upper  base  is 
two-thirds  that  of  the  lower.  On  the  l>asis  of  these  propor- 
tions, the  following  schedule  has  been  computed  by  the  gov- 
ernment authorities: 

TABLK    XVI, 


BIM:ENgIOKS    POH    lAQVTO    MrEASUBBS. 


Size. 

Height. 
Inches. 

Diameter  of 

Lower  Base. 

Inches, 

Diameter  of 

Upper  Base. 

Inches. 

1  gallon 

i  gallon 

1  quart 

1  pint * 

9.80 
7.78 
G.17 
4.90 
3.89 
3.09 

C.53 
5.18 
4.11 
3.27 

2.59 
2.06 

4.35 
3,45 
2.74 
2.18 

A  pint- ♦ 

L73 

1  ffill 

1.37 

Fio.  20, 
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Specification. — The  developments  for  this  problem  are 
those  of  a  1-gallon  measure,  and  the  drawings  are  to  be 
made  to  a  scale  of  3  inches  to  1  foot,  using  the  dimensions 
given  in  the  foregoing  table.  The  material  used  is  IX 
bright  tin  plate.  As  is  usual  with  articles  of  this  descrip- 
tion, a  lock  f  inch  in  width  is  used  for  the  side  seam,  a 
No.  12  wire  is  enclosed  in  the  upper  edge,  and  a  margin 
for  the  double  seam  is  added  to  the  lower  edge  of  the  body. 
A  handle,  indicated  in  the  illustration,  is^  to  be  attached  to 
the  side  of  the  measure.  Complete  instructions  for  the 
entire  article  are  included  in  the  following  construction. 

Construction* — In  accordance  with  the  specified  dimen- 
sions, draw  first  the  elevation  and  the  half  plan,  as  shown 
in  Fig,  20  (ti).  Next  lay  out  the  pattern  for  the  body  of 
the  measure  as  at  (^)  and  for  the  lip  as  at  {c),  in  accordance 
with  the  usual  method.  This  method  has  been  explained  in 
preceding  cases^  so  that  no  further  demonstration  heed  be 
given.  The  allowances  for  the  various  edges  are  as  in  pre- 
ceding problems.  The  student  will  notice  that  the  outline 
of  the  pattern  for  the  lip  of  this  measure  very  closely  re- 
sembles that  of  two  eccentric  circles.  This  resemblance  is 
taken  advantage  of  by  many  draftsmen,  and  approximate 
patterns  are  occasionally  laid  off  for  this  part  of  the  measure 
— and  for  similar  parts  of  other  pieces  of  tinware — by  a 
somewhat  shorter  **rule  of  thumb."  This  piractice  is  ad- 
missible, however,  only  when  the  draftsman  is  pressed  for 
time,  and  where  but  few  pieces  are  required.  It  is  usually 
better  to  lay  out  the  pattern  in  a  proper  manner,  as  is 
shown  at  (r). 

An  approximate  pattern  may  be  produced  by  the  short 
method  just  mentioned,  as  follows:  Draw  any  line,  as  A  B^ 
Fig.  20  (a),  and  on  it  fix  a  convenient  point  O.  Set  the 
compasses  toa  radius  equal  to  three-quarters  of  the  diameter 
of  the  upper  base  of  the  measure  and  describe  the  arc  C D  E\ 
on  this  arc  space  off  a  distance  equal  to  the  circumference 
of  the  upper  base  and  similar  to  that  of  the  regular  develop- 
ment shown  at  (f).  Next,  set  off  the  width  at  the  front  of 
the  lipi  as  DF^  and  make  F x  equal  to  the  diameter  of  the 
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upper  bkse,  that  is,  A  B^  Fig.  20  {a);  from  ^  as  a  center 
and  with  X  F  SLS  a  radius,  describe  the  arc  GFH\  draw 
GO  and  HO  through  C  and  -£",  thus  completing  the  ap- 
proximate pattern  for  the  lip. 

Several  modifications  of  this  method  are  in  common  use, 
but  the  one  just  described  is  perhaps  the  most  reliable  and 
convenient. 

The  patterns  for  the  handle  are  shown  in  Fig.  20  {e) 
and  (/).  Since  the  matter  of  the  design  is  of  importance 
to  the  student,  the  method  of  obtaining  the  curve  shown  in 
the  projection  drawing  of  Fig.  20  will  be  explained.  From 
the  point  B^  Fig.  20  (a),  and  at  an  angle  of  60**  to  the  center 
line  of  the  drawing,  draw  a  line  of  indefinite  length  toward 
the  lower  right-hand  corner.  On  this  line,  mark  the  point  m 
at  a  distance  from  B  equal  to  one-third  the  diameter  of  the 
upper  base.  With  /;/  as  center  and  a  radius  equal  to  mB^ 
describe  an  arc  as  shown.  This  arc  forms  the  upper  portion 
of  the  curve  for  the  handle.  The  remainder  of  the  outline 
may  be  completed  by  describing  an  arc  tangent  to  the  one 
just  drawn  and  to  the  side  of  the  measure,  using  as  a  radius 
therefor  a  distance  equal  to  two-thirds  of  the  top  diameter  of 
the  measure.  The  curve  thus  defined  may  be  spaced  and 
the  stretchout  for  the  handle  laid  off  on  the  line  A  B,  as 
shown  in  Fig.  20  (/).  At  (/)  draw  lines  perpendicular 
to  A  B  through  the  upper  and  lower  points  thus  determined, 
and  make  a  b  equal  in  length  to  the  desired  width  of  the 
upper  end  of  the  handle;  make  r^/ equal  to  the  width  at  the 
lower  end.  Laps  should  be  added  at  the  ends  of  this  pat- 
tern for  soldering  or  riveting,  and  also  along  the  sides,  in 
order  that  the  material  may  be  folded  so  as  to  stiffen  the 
handle  and  render  it  more  serviceable.  Greater  strength  is 
sometimes  obtained  by  wiring  these  side  edges.  When  the 
edge  is  folded  for  the  purpose  of  adding  strength  or  to 
avoid  the  **  raw  "  edge  of  the  metal,  as  at  the  side  edges  of 
this  handle,  such  edge  is  called  a  'Miem."  This  term,  how- 
ever, is  applied  only  wlien  the  lighter  gauges  of  sheet  metal 
are  used. 

The  drawing's  shown  in  Fig.  'Ik)  (<•)  illustrate  the  method 
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of  laying  out  the  pattern  for  the  **  boss  "  for  the  inner  side 
of  the  handle.  This  piece  is  added  In  order  that  the  handle 
may  be  more  readily  grasped  and  firmly  held  in  the  hand. 
Since  the  pattern  is  obtained  by  the  method  of  parallel 
developments,  no  explanation  is  necessary.  The  curved 
outline  efg  is  a  section  through  the  central  portion  of  the 
handle — that  is,  on  the  line  M N — ^and  may  be  drawn  in  any 
arbitrary  manner  so  long  as  the  distance  eg  is  not  greater 
than  the  width  of  the  handle  at  the  point  where  the  Xm^M N 
crosses  it. 

Where  the  mechanic  is  called  on  to  make  but  few  measures 
at  a  time,  it  is  not  usual  to  pay  much  attention  to  these 
minor  details,  although  it  is  customary  to  lay  out  and  pre- 
serve such  patterns  in  order  to  avoid  unnecessary  work.  It 
is  therefore  essential  that  every  part  of  the  work  should  be 
carefully  done. 

Capacity. — The  rule  given  in  Arithmetic  for  finding  the 
volume  of  the  frustum  of  the  pyramid  or  cone  applies  to 
this  solid;  and  since  the  dimensions  stated  in  the  specifi- 
cation are  in  decimal  parts  of  an  inch,  and  therefore  some- 
what complicated  for  purposes  of  illustration,  a  new  set  of 
figures  consisting  of  whole  numbers  will  be  used  in  the 
exemplification  of  the  rule. 

Required,  the  capacity  of  a  measure  \%  inches  in  height, 
8  inches  in  diameter  at  the  lower  base,  and  0  inches  in 
diameter  at  the  upper  base.  The  radii  of  the  bases  a^ 
4  inches  and  3  inches,  respectively.  Therefore  the  volume  is 
(4'  +  3'  +  3  X  4)  X  i  X  3.1416  X  12,  or  464.1)6  cubic  inches, 
or  about  3  cubic  inches  more  than  2  gallons. 

These  dimensions  are,  therefore,  very  nearly  correct  for 
a  2-gallon  measure,  and  it  may  be  stated  that  if  the  verticaj 
height  is  taken  as  11}|  inches  in  place  of  12  inches,  the 
measure  will  be  only  .53  cubic  inch  too  large — an  approxima- 
tion near  enough  for  all  practical  purposes  of  the  mechanic. 

The  Mensuration  given  in  Arithmetic  is  thus  shown 
to  be  of  practical  value  to  the  student,  He  should  assume 
solids  of  various  dimensions  and  work  out  the  examples  for 
purposes  of  gaining  practice  in  this  work. 
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37*     To  develop  patterns  for  a  foot-hath. 

Specification. — The  common  form  of  this  article  is  shown 
in  Fig.  2L  As  maybe  understood  from  the  iUustration,  the 
bases  are  elliptical,  while  the  sides  flare  uniformly*  The 
short  ^nd  long  diameters  of  the  lower  base  are  10  and 
20  inches,  respectively.  The  sides  flare  4  inches  all  around; 
that  is,  the  upper  base  is  an  ellipse  whose  minor  and  major 
axes  are  18  and  28  inches,  respectively.  The  vertical  height 
is  11  inches.  The  bath  is  to  be  made  of  No.  26  galvanized 
iron  and  a  No.  4  wire  enclosed  in  its  upper  edge.     The  body 


PtO,  81 


is  to  be  seamed  in  two  pieces  and  the  bottom  attached  by  a 
double  seam  in  the  ustial  way.  These  drawings  may  be  con- 
veniently made  to  a  scale  of  3  inches  to  1  foot.  It  will  be 
seen  that  this  problem  is  a  practical  application  of  the 
principles  shown  in  Dft 'I'hp m en t  of  Su rfa ccs^  where  the  sur- 
faces of  an  oval  pan  body  are  portions  of  the  surfaces  of 
different  cones.  Since  problems  like  this  occur  in  nearly 
all  the  sheet-metal  wor.king  trades,  the  construction  should 
be  thoroughly  mastered  by  the  student. 

Construction.  — ^The  plan  should  be  drawn  first.  In 
doing  this,  the  ellipses  may  be  described  by  circular  arcs>  as 
shown  in  Geometrical  Drawings  which  is  an  approximate 
method  of  constructing  ellipses  that  is  suitable  for  nearly 
all  the  smaller  articles  of  this  shape  made  by  the  mechanic. 
The  centers  h^  b'  and  d^  if  are  thus  located  and  the  outline 
of  both  bases  described  as  indicated  in  Fig.  22.     Next,  draw 
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the  front  and  the  side  elevations,  setting  off  the  vertical 
height  as  called  for  in  the  specification.  The  next  step  is 
to  define  the  height  of  the  cones,  portions  of  whose  frustums 


PlO.  82. 

are  to  form  the  sides  of  the  finished  foot-bath.  At  d^  erect 
a  perpendicular  to  the  major  axis  and  extend  the  side  A  B 
(of  the  front  elevation)  until  it  intersects  the  perpendicular 
from  d[  in  the  point  o.     Locate  the  point  O — the  vertex  of 
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the  larger  cone — in  a  similar  manner,  from  the  center  b*  and 
an  extension  of  the  side  C  D  ol  the  side  elevation.  Next, 
by  the  line  M  N^  divide  the  base  into  symmetrical  halves, 
and  extend  the  line  b'  d  until  it  meets  at  x  the  outline  of 
the  upper  base  in  the  plan.  Divide  that  portion  of  the  out- 
line between  ^and  .r  into  a  convenient  number  of  equal 
spaces,  in  this  case  four ;  also  divide  the  portion  between  x 
and  x\  six  spaces  being  a  convenient  number.  The  pro- 
jection drawing  is  now  ready  for  development.  In  a  con- 
venient portion  of  the  drawing,  as  at  (^),  layoff  the  line  O*  E 
of  indefinite  length ;  with  a  radius  O  C  describe  an  arc,  also  of 
indefinite  length,  from  a  center  at  O' ;  and  from  the  same 
center,  with  a  radius  O  Z>,  describe  a  concentric  arc  in  the 
manner  shown.  Set  the  dividers  to  the  distance  x  1  and 
step  off  three  spaces  on  each  side  of  the  point  E,  Draw  F  O' 
and  G  0\  Next,  set  the  compasses  to  the  length  of  an 
element  of  the  smaller  cone — that  is,  to  the  distance  A  o 
at  (a) — and  from  /^and  G  as  centers  locate  the  points  o*  at  (b) ; 
with  the  same  radius,  describe  from  these  centers  the 
diVcs  FH  and  G  I,  With  a  radius  oB  describe  from  the 
same  centers  concentric  arcs  in  the  manner  shown,  and 
draw  7/"^' and  I  o\  thus  completing  the  pattern  with  the 
exception  of  the  allowances  for  locks,  seams,  and  wiring 
edge.  Since  these  allowances  differ  in  no  way  from  those 
of  preceding  problems,  they  need  no  further  explanation. 
The  figure  thus  produced  is  one-half  of  the  entire  pattern, 
hence  two  such  pieces  will  form  the  required  pattern.  No 
attention  is  paid  to  the  pattern  for  the  bottom  of  the  bath, 
for  it  is  necessary  merely  to  add,  to  an  outline  similar  to 
that  shown  for  the  lower  base  in  the  plan,  the  margin  re- 
quired for  the  double  seam. 

It  may  sometimes  be  desirable  to  have  the  finished  article 
assume  more  nearly  the  outline  of  an  ellipse;  hence,  a  closer 
approximation  is  shown  in  Fig.  23  (a)  and  (b).  The  ellipses 
in  this  figure  are  drawn  by  the  method  of  finding  centers  to 
construct  an  approximate  figure  by  arcs  that  was  given  in 
Geometrical  Drawing,  Since  the  various  lengths  for  the 
radii  of  the  stretchout  arcs  are  found  from   the  plan  and  a 
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single  elevation,  the  method  of  accomplishing  this  result 
will  need  some  explanation.     One  side  of  the  elevation  is 


Fig.  28. 


first  produced  in  an  indefinite  line,  sls  M  N  to  O;  next,  the 
various  radii  used  in  the  construction  of  the  plan  are  set  off 
along  the  line  of  the  upper  base,  that  is,  Jl//>  is  made  equal 
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to  A  E,  M q  to  B  I\  M  r  to  C  G,  and  Ms  to  D  G,  From 
these  points  (/>,  </,  r»  and  j),  perpendiculars  to  the  base  line 
are  erected  and  produced  until  they  intersect  the  line  M  0 
at  0\  0%  etc.  The  drawing  at  (l>)  is  then  construe  ted  in 
precisely  the  same  way  as  the  development  in  Fig.  22.  By 
increasing  the  number  of  centers,  the  ellipse  may  be  very 
closely  approximated,  but  for  most  uses  of  the  mechanic, 
the  method  shown  in  the  regular  demonstration  of  the  prob- 
lem will  be  sufficient.  In  cases  where  an  exact  ellipse  is 
required,  the  pattern  must  be  developed  by  triangulation. 

Capacity.— The  method  of  finding  the  volume  of  this 
solid  affords  another  illustration  of  the  practical  application 
of  the  prismoidal  formula.  By  assuming  that  the  bases  arc 
true  ellipses,  the  volume  maybe  very  closely  approximated. 

The  area  of  the  lower  base  may  first  be  found  {Arit/intt' 
tk.  Part  0)  thus : 

10  X  20  X  .7854  (=  J  of  3.1416)  =  157.08.  To  this  is  added 
the  area  of  the  upper  base,  or 

18  X  Ji8  X  .7854  =     395.84,  and  four  times  the 
area  of  the  mid -sect  ion,  or 

14  X  24  X  *7854  X  4  =  1,055.58 

1,608. 50' 

1,608.60  X  11  =  17,693.5;  17,693.5  -4-  6  ==  2,948.9  cubic 
inches,  or  a  trifle  more  than  12f  gallons.  It  will  be  seen 
from  the  foregoing  example  that  the  mid^section  is  found 
by  adding  the  dimensions  of  the  upper  and  lower  bases  and 
dividing  the  result  by  2^  thus,  10+  18=  28;  28  ^  2  =  14, 
the  minor  axis  of  the  middle  section.  By  a  similar  process, 
the  major  axis  is  found  to  be  24. 


PROOLEM  0. 

38*     To   develop    the     jiattern    for    the    body   of    a 
slt^   bath. 

ExPLANATioN-^Bathtubs  of  this  description  are  made  in 
a  variety  of  forms,   nearly  every   manufac  turer    having   a 
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design  with  some  slight  distinguishing  difference;  ali  these 
articles,  however,  are  usually  frustums  of  the  cone,  the  out- 
line of  the  upper  edge  being  a  matter  of  design  that  is 
optional  with  the  draftsman.  One  method  of  obtaining 
this  curve  occurs  among  the  pro- 
jection drawings  for  this  problem^ 
but  it  need  not  be  followed  in  ac- 
tual work  should  the  curve  thus 
produced  not  please  the  fancy  of 
the  workman.  The  sitz  bath 
shown  in  Fig.  24  is  constructed 
of  No.  9  gauge  zinc  and  is  what  is 
known  as  a  27Tinch  tub,  that  is,  it 
IS  to  measure  27  inches  across  the 

lower  edge^  of  the  upper  base.  The  total  height  of  body 
is  to  be  33  inches,  with  a  graceful  curve  defining  the  upper 
base.  The  drawings  may  be  conveniently  made  to  a  scale 
of  1  inch  to  1  foot. 

Construction. — Draw  first  a  center  line  of  indefinite 
length,  as  OB^  Fig.  25,  and  on  this  line  set  off  the  height 
of  33  inches  at  CJJ;  bisect  CD  at  /i  and  draw  perpendicu* 
lars  through  C,  Z?,  and  £  in  the  manner  shown.  Make  £  F 
and  EG  each  13^  inches,  and  make  CO  equal  to  C E. 
Complete  the  cone,  as  indicated  by  the  dotted  lines,  and 
draw  the  half-full  view  of  the  base  H B  L,  The  next  step 
is  to  indicate  the  elements  of  the  cone  on  the  elevation; 
this  is  done  in  the  regular  way,  by  first  spacing  the  outline 
of  the  base  and  afterwards  projecting  the  points  to  the  base 
line  H L^  after  which  the  elements  are  drawn,  as  shown  in 
Fig.  25*  Fix  the  point  J/ at  the  intersection  of  E  F  vi\X\i 
the  element  shown,  and  drawJ/Z;  bisect  ML  at  x^  and 
with  a  radius  equal  to  M x,  describe  the  arcs  that  define 
the  upper  base  from  centers  located  at  e  and  e\  The  com* 
pletion  of  the  projection  drawing  is  thus  indicated,  and 
since  the  development  is  clearly  represented  in  Pig.  25  and 
is  similar  to  those  already  explained,  no  further  instruc- 
tions are  necessary.  No  attempt  has  been  made  to  provide 
for  any  edges  or  allowances  in  this  pattern,  although  as  a 
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matter  of  course  they  should  be  allowed  for  by  the  me- 
chanic. The  subject  of  design  is  an  important  one  in  con- 
nection with  sheet-metal  patterns,  and  the  student  will  do 


Fig.  25. 


well  to  note  the  various  processes  as  they  are  explained  in 
the  different  problems,  for  principles  thus  learned  may 
often  be  applied  to  other  cases.       It  will  be  seen  in    this 
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instance  that,  after  the  development  of  the  cone  has  been 
mastered,  its  application  to  the  irregular  solid  represented 
by  the  projection  drawing  is  comparatively  easy — the  prin- 
cipa]  feature  here  being  the  design  of  the  outline. 

The  capacity  of  this  vessel  is^  of  course,  calculated  in 
the  same  way  as  is  the  frustum  of  the  cone^  it  being  nec- 
essary to  compute  the  contents  only  for  that  portion  below 
the  line  F G. 

KoTE.^The  student  will  observe  that  in  this  case  it  is  convenient 
to  draw  the  plan  and  elevation  of  the  cone  in  a  relation  apparently 
opposite  to  that  described  in  Prat  tit  al  ProjWf/oM,  This  is  because 
the  article  is  shown  to  better  advantage  in  an  upright  position.  The 
same  relation  is  maintained  between  the  different  views,  however,  and 
the  change  is  made  merely  to  suit  the  requirements  of  the  drawing. 


PROBLEM  7. 

39.     To   develop   the   patterns   for   the    llnini?   of  a 
-woocl-eaaecl  btithtub. 

Specification, — ^The  dimensions  of   this    tub  are   **over 
all  "  as  follows:   4  feet  (J  inches  long»  2  feet  wide»  and  1  foot 


(a/ 


h 


Fig.  a6. 


6  inches  deep;  14-ounce  copper  is  to  be  used,  and  all  joints 
are  to  be  double-seamed ;  the  metal  is  to  be  flanged  out  at 
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the  top  }  inch  in  order  to  provide  a  margin  for  nailing  to 
the  wood  casing.  This  is  the  most  common  form  of  the 
trade  article  and  is  shown  in  Fig.  26.  When  supplied  to 
I  the  trade,  these  bathtubs  are  usually  encased  in  wooden 
jackets,  as  at  (^),  Fig.  26.  The  drawing  at  (a)  shows  the 
metal  lining  by  itself,  as  if  lifted  out  of  the  case — the 
lining  only  being  considered  by  the  student  in  this  problem. 
The  illustration  represents  the  front  corners  of  the  tub 
slightly  rounded,  as  they  are,  to  a  radius  of  4  inches,  while 
the  bottom  longitudinal  edges  are  rounded  to  a  radius  of 
8  inches.  The  back  edge  of  the  tup,  as  viewed  from  above, 
has  the  outhne  of  a  semicircle. 

Construction.— From  these  data  the  projection  drawings 
may  be  easily  constructed,  although,  as  seen  from  Fig.  27, 
a  plan,  a  front,  and  a  side  elevation  are  necessary  in  order  to 
show  the  various  dimensions  properly.  Draw  the  plan  first 
to  a  scale  of  1^  inches  to  1  foot ;  next,  the  side  elevation ;  and, 
finally,  the  front  view,  giving  the  inclined  head  piece  an 
angle  of  45**  and  omitting  all  lines  of  intersection  until  the 
outlines  are  in  place.  The  line  of  intersection  at  the  foot 
of  the  tub  need  not  be  represented  in  the  front  elevation, 
but  since  the  delineation  of  this  line  will  afford  some  desir- 
able practice  for  the  student,  it  may  be  drawn  as  shown  in 
Fig.  27.  First,  locate  points  a  and  /  at  the  ends  of  the 
curve  in  the  plan,  and  then,  by  dividing  the  arc  into  a  con- 
venient number  of  equal  spaces,  locate  other  points  A,  r, 
and  d.  Project  these  points  to  the  outline  in  the  side  ele* 
vation,  and  then  determine  the  points  in  the  front  view  by 
means  of  primary  and  secondary  projectors  drawn,  respect^ 
ively,  from  the  plan  and  the  side  elevation.  Trace  the  line 
of  intersection  through  the  points  thus  determined  in  the 
front  elevation. 

The  pattern  for  the  foot  piece  of  the  tub  may  now  be 
developed.  Draw  the  stretchout  AfJV  a.nd  set  off  the  width 
of  the  spaces  shown  at  a,  i,  r,  etc,  in  the  plan.  It  is  nec- 
essary to  note  an  interedge  at^'' — the  terminal  point  for  the 
curve  of  the  sides  of  the  tub^and  to  produce  a  correspond- 
ing line  in  the  development  at  (a).     The  points  located  on 
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the  stretchout  are  of  course  the  same  on  both  sides  of  the 
center  line  x  j\  and  the  completion  of  the  pattern  is  made 
by  the  regular  process  for  parallel  developments,  as  shown 
in  the  drawing  at  (ti),  Fig.  27. 

Until  the  line  of  intersection  between  the  body  and  the 
head  int^vG  has  been  correctly  determined ^  the  pattern  for 
the  head  piece  and  for  the  main  body  of  the  bath  cannot  be 
produced.  This  involves  some  work  in  projection  and  is 
accomplished  as  follows:  Space  the  outline  of  the  semi- 
circle (one*half  will  be  sufficient)  at  J^  ^,  S^  4»  ^.nd  5,  and 
draw  lines  I-I\  2-2\  etc*  m  the  plan,  producing  them  in- 
definitely toward  the  left;  project  the  points  i,  2^  ^,  etc.  to 
the  elevation  at  /*»  B'*^  3',  etc.,  and  thence  draw,  across  the 
front  elevation,  lines  of  indefinite  length  parallel  to  the 
inclined  outline  of  tlie  head  piece.  These  lines  are  now  to 
be  intersected  by  secondary  projectors  draw^n  from  corre- 
sponding points  in  the  side  elevation  ;  therefore,  project  the 
points  i,  2,  S,  etc.  in  the  plan  to  the  side  elevation  by 
means  of  primary  projectors,  and  from  the  intersections  in 
the  side  elevation  at  points  I  to  5,  inclusive,  draw  second- 
ary pri»jectr*rs  in  the  usual  manner.  Through  the  points 
where  these  secondary  projectors  intersect  the  parallels 
drawn  from  i*,  2\  S\  etc.  in  the  front  elevation  is  to  be 
traced  the  required  line  of  intersection.  The  pattern  for 
the  body  may  now  be  developed,  the  usual  method  for 
parallel  solids  being  applied  as  in  the  case  of  the  foot 
piece.  Since  the  process  is  completely  shown  in  Fig.  27^  no 
explanation  is  necessary. 

Before  the  pattern  for  the  head  piece  can  be  laid  out,  it  is 
required  to  produce  a  section  that  will  be  at  right  angles  to 
the  parallel  lines  of  the  solid — that  is»  an  edge  view  of  the 
curved  surface  composing  it^ — since  from  no  other  view  can 
the  correct  distances  for  the  stretchout  be  obtained.  This 
view  is  found  as  follows:  In  a  convenient  portion  of  the 
drawing,  as  at  (t),  draw  a  line  a  it  perpendicular  to  the 
parallel  lines  just  mentioned,  and  across  this  line,  for  an 
indefinite  distance  beyond,  produce  the  i»arallel  lines  from 
the  points  /',  2*^  S*^  etc.  in  the  manner  shown  in  Fig.  27  (r). 


Fig.  28. 

and  J,  thus  located  at  (r),  will  be  the  true  outUne  of  a  sec- 
tion taken  at  right  angles  to  tlie  parallel  lines  of  the  head 
piece.  In  order  to  illustrate  the  remaining-  portion  of  the 
work  to  better  advantage,  a  part  of  the  plan  and  elevation 
of  Fig.  27,  together  with  the  half  view  of  cross-section 
through  head,  is  reprodnced  in  Fig.  28,  From  this  illustra- 
tioii  it  will  be  seen  that  the  stretchout  for  the  pattern  of  the 
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head  piece  is  developed  on  the  line  AP  N'  in  Fig.  ^8  (a). 
Draw  xy  in  {d)  at  right  angles  to  M"  N\  and  from  each  side 
of  this  line  set  off  on  M*  A'  the  spaces  1-2,  2S,  S-4,  etc. 
equal  to  similarly  numbered  spaces  in  the  full  view  of  the 
section  at  (c),  until  the  point  5  is  reached,  when  the  spaced/' 
is  made  equal  to  the  space  (//*  in  the  front  elevation.  The 
completion  of  the  pattern  is  then  made  in  the  regular  way 
for  parallel  developments,  as  in  the  case  of  the  other  patterns 
for  the  bathtub.  Allowances  for  locks  should  be  made  to 
provide  for  the  work  called  for  in  the  specification. 

The  method  of  calculating  the  capacity  of  a  solid  of  this 
shape  h  too  complfcated  to  he  readily  explained,  ar»d  since 
the  mechanic  is  seldom  called  on  to  give  any  capacity  figures, 
no  detailed  explanation  will  be  given.  It  may  be  briefly. 
stated,  hiiwcver,  that  the  general  plan  lo  be  followed  is  to' 
separate  the  complicated  solid  into  its  component  parts  and 
then  to  apply  the  rule  best  adapted  for  the  separate  sections. 
It  will  he  seen  that  the  portion  called  the  head  piece  re- 
sembles an  ungula,  and  that  the  remainder  of  the  solid  may 
be  separated  into  various  prisms,  whose  irregular  bases  may 
he  recognized  as  parallelograms  and  sectors^  respuctively. 
By  finding  the  contents  of  each  solid  thus  separated  and 
adding  the  products,  the  total  capacity  may  be  closely  ap- 
proximated, although,  as  previously  stated,  the  mechanic 
will  seldom  be  required  to  produce  articles  of  this  sort  with 
other  than  specified  measurements. 


PROBLEM  8. 

40.     To  develop  jjat terns  for  a  st^el-clad  batbtub. 

Specification. — An  ii lustration  of  this  bathtub  is  given 
in  Fig.  29;  the  dimensions  and  proportions  are  the  same  as 
those  of  a  tub  made  by  a  well-known  manufacturer.  It  is 
generally  understood  that  this  article  consists  of  a  tin* 
coated  copper  lining  protected  externally  by  a  sheet-steel 
jacket;  special  castings  at  each  enrl,  in  whit  h  the  seams  rest, 
serve  as  strengthening  braces,  while  the  luwer  ends  of  the 
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castings  are  formed  into  suitable  legs  and  support  the  tub  in 
a  neat  and  ornamental  manner.  The  castings  are^  of  course, 
outside  the  province  of  the  sheet-metal  worker,  and  will  re- 
ceive no  attention  in  this  description.  The  patterns  for  the 
jacket  are  produced  in  a  manner  precisely  similar  to  that 
shown  for  the  lining,  but  are  made  sufficiently  large  to  admit 

I  of  the  lining  being  dropped  in  place;  a  molded  wooden  rail 
at  t 


Fro,  29. 


^ 


at  the  top,  to  which  both  copper  and  steel  are  attached, 
forms  a  finish  and  adds  to  the  appearance  and  utility  of  the 
tub.  The  dimensions  are  the  same  as  in  the  preceding  prob- 
lem, but  certain  pecuHarilies  in  the  design  are  observed  and 
will  be  explained  in  the  construction.  To  these  the  stu- 
dent's attention  should  be  closely  given^  since  the  processes 
shown  may  be  applied  to  a  variety  of  forms, 

CoNSTRUCTloK. — Draw  the  plan  first,  making  the  total 
length  4  feet  6  inches  and  the  radius  at  the  head  Iti  inches, 
as  shown  in  Fig.  30;  the  corners  at  the  foot  arc  rounded  to 
a  radius  of  4^  inches.  This  completes  the  outline  of  the 
tipper  base  in  the  plan,  and  the  front  elevation  may  next  be 
drawn,  giving  the  outline  at  the  head  of  the  tub  an  inclina- 
tion of  45"^,  as  in  the  tub  of  the  preceding  problem;  draw 
the  outlines  only,  leaving  the  lines  of  intersection  to  be 
defined  later.  Two  end  elevations  are  drawn,  the  outline 
of  each  being  the  same;  the  lower  portion  of  this  outline  is 
a  semicircle  of  12  inches  radius.  The  four  views  are  now 
complete,  with  the  exception  of    the  lines  of  intersection, 
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and,  contrary  to  all  usage  that  has  thus  far  been  shown  in 
this  Course,  these  lines  are  drawn  arbitrarily  in  the  follow- 
ing manner:  The  line  of  iutersection  at  the  head  of  the 
tub  is  to  be  represented  by  a  straight  line  in  both  plan  and 
front  elevation,  that  is,  A  B  in  the  plan  and  its  correspond- 
ing projection  at  CD  in  the  front  elevation.  Next,  repre- 
sent the  line  of  intersectior  at  the  foot  of  the  tub  as  an 
arc  described  with  a  radius  c»f  1  foot  6  inches  from  a  center 
located  at  o  on  the  main  center  line  of  the  plan.  Project 
this  line  of  intersection  to  the  front  elevation,  the  first  step 
being  to  locate  the  points  a^  /?,  r,  d^  and  e  on  the  outline  of 
the  end  elevation  of  the  foot,  whence  they  are  projected  to 
the  planat  a\  b\  c\  etc.,  and  then  to  the  front  elevation  by 
means  of  primary  and  secondary  projectors  in  the  usual 
manner* 

It  is  not  to  \m  understood  that  Hues  of  intersection  can 
thus  be  drawn  in  an  arbitrary  manner  at  the  pleasure  of  the 
draftsman  as  they  have  apparently  been  drawn  in  this  case. 
An  intimate  knowledge  of  the  properties  of  the  solid  in 
question  is  necessary,  and  great  care  is  to  be  observed  when 
such  a  process  is  followed,  for  the  resulting  surfaces  must 
bear  certain  relations  to  the  other  parts  of  the  solid.  These 
relations  are  best  understood  by  the  student  as  he  studies 
the  projections  and  imagines  the  model  necessary  to  realize 
the  drawings.  Applying  these  principles  to  the  drawing  of 
the  bathtub,  it  is  seen  that  the  foot  piece  is  formed  by  a 
warped  surface  whose  upper  edge  is  defined  in  the  plan  by 
the  line /^// f/,  etc.,  and  whose  lower  edge  is  represented 
by  the  arc  described  from  the  center  o—ihe  upper  edge 
being  shown  in  its  true  lenjj;th,  while  the  lower  edge  line  is 
foreshortened.  It  is  at  once  known  that  triangulation  is  the 
only  method  that  can  be  used  to  produce  the  development  of 
the  foot  piece,  while  for  the  body  of  the  tub  the  method  by 
parallel  lines  can  be  used  as  heretofore.  This  pattern  may, 
accordingly,  be  at  once  laid  out  as  shown  in  Fig.  30  (/i),  the 
spaces  on  the  stretchout  M N^  being  taken  from  the  eleva- 
tion of  the  foot, where  the  surface  of  the  body  is  shown  **on 
edge,''     If    desired,   the  student   may    produce  the  entire 
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stretchout  and  develop  the  full  pattern,  although  only  one- 
half  is  shown  in  Fig.  30 — this  being  sufficient  to  reveal  the 
method. 

In  order  to  define  triangles  on  the  warped  surface  of  the 
foot  piece,  lines  are  drawn  between  successive  points  in  the 
plan  and  side  elevation,  as  in  Fig.  30*  The  true  lengths  of 
such  lines  are  determined  by  means  of  the  triangles  shown 
at  (i5),  and  the  development  at  (r)  is  then  merely  a  matter 
of  reproducing  these  triangles  in  regular  order  and  in  their 
full  size.  The  true  lengths  for  the  upper  edge  of  the  pat- 
tern are  taken  from  the  plan,  while  the  radii  for  the  respect- 
ive arcs  of  the  lower  edge  must  be  taken  from  the  outline 
of  the  pattern  for  the  body;  thus,  the  radius  a  b  at  (r)  is 
taken  from  (a)  as  a*  t\  be  2it  {c)  is  equal  to  b'  c'  at  {a),  etc. 
As  before,  only  one-half  of  the  pattern  is  shown  in  Fig.  30  (r). 

The  patterns  for  the  tub  are  now  complete  with  the  excep- 
tion of  that  for  the  head  piece.  This  pattern  may  be  pro- 
duced by  the  method  of  parallel  lines,  since,  in  this  case, 
that  portion  of  the  solid  has  not  been  so  altered  as  to  effect 
a  change  in  this  particular.  It  would  be  necessary,  how- 
ever, if  the  method  by  parallel  lines  were  adopted,  first  to 
find  the  actual  outline  of  a  section  at  right  angles  to  such 
lines,  as  in  the  preceding  problem,  and  since  this  is  more 
laborious  for  the  draftsman,  the  method  by  triangulation  is 
to  be  preferred.  The  method  of  spacing  and  locating  the 
necessary  points  is  shown  in  the  plan  and  the  elevation  of 
the  head,  the  lines  required  for  the  triangles  being  shown 
also  in  these  views.  The  method  used  in  the  construction 
of  the  triangles  at  (</),  while  not  essentially  different  from 
that  used  in  former  problems,  deserves  mention  on  account 
of  the  order  that  is  observed  in  transferring  the  distances. 
Referring  to  the  plan,  it  will  be  seen  that  a  triangle  is  not 
needed  for  the  line  J -2^  that  being  shown  in  its  true  length 
as  CE  in  the  front  elevation.  To  find  the  true  length  of 
the  remaining  lines,  the  right  angle  a  be  is  drawn  in  the 
position  shown  at  (*/),  and  the  lengths  of  the  required  lines 
in  the  plan  are  set  off  on  the  side  be;  the  points  2,  4*  ^y  etc. 
in  the  end  elevation  of  the  head  are  then  nroiected  to  the 


side  a  b  and  each  hypotenuse  drawn  as  in  the  figure.  Since 
the  distances  between  the  points  on  each  base  are  shown  in 
their  true  Jength  in  the  plan  and  elevation,  the  development 
at  {e)  may  be  made  at  once.  Draw  the  line  C E  at  (e)  and 
make  it  of  the  same  length  as  the  line  of  inclination  in  the 
front  view;  next,  construct  the  triangles  in  their  relative 
positions  and  in  accordance  with  the  regular  rules  for  such 
developments.  After  the  pattern  for  this  piece  is  complete, 
the  relation  between  the  method  by  parallel  lines  and  that 
by  triangulation,  when  applied,  as  in  this  instance,  to  a 
surface  capable  of  development  by  either  method,  may 
be  readily  seen.  Note  that  the  lines  C E^  S-4^  5-6^  7-^,  etc. 
at  {e)  are  exactly  parallel  to  one  another — proof  that  were 
the  vertical  distances  between  these  lines  first  determined, 
as  in  laying  off  the  stretchout  for  a  parallel  development, 
the  lines  drawn  through  such  points  would  be  identical  with 
those  that  have  been  produced  by  the  method  shown  in  this 
problem.  The  student  will  obtain  desirable  practice  by  work- 
ing out  the  development  for  the  head  piece  by  both  methods 
and  afterwards  comparing  the  resulting  figures;  if  accu- 
rately done,  the  resulting  outlines  will  be  exactly  the  same. 
The  remarks  relating  to  the  capacity  of  the  bathtub  of 
Problem  7  will  apply  also  to  the  form  shown  in  this  problem. 


PROBI.KM    «. 

41.     To  develop  the  patterns  for  a  helmet  lip* 

Explanation.— What  is  known  to  trade  workers  as  a 
•*  helmet  "lip  is  added  to  certain  vessels  for  liquids,  par- 
ticularly such  as  are  suited  for  pouring.  Examples  are 
strainers,  milk  pails,  certain  styles  of  delivery  cans,  and  the 
familiar  sprinkling  pot.  The  last  is  shown  in  Fig.  31,  the 
helmet  lip  being  designated  by  the  letter  x.  There  are 
numerous  forms  and  designs  for  such  a  lip,  varying  Mfith 
the  taste  of  the  draftsman  and  the  uses  for  which  the  vessel 
is  intended,  the  most  common  form,  perhaps,  being  that 
shown  in  Fig.  31  on  a  circular  vessel. 
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The    main    body  of   the  sprinkler  shown    in   Fig.  31  is 
10  inches  in  diameter,  and  the  inclination  of  the  central  line 

of  the  lip  may  be  con- 
veniently taken  at  30^; 
the  lip  as  represented 
in  the  plan  is  to  cover 
exactly  one-half  of  the 
body.  The  drawings 
^  may  be  made  to  a  scale 
of  3  inches  to  1  foot 
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CONSTRUCTIO  N, — 

Draw  the  projections 
in  the  plan  and  in  the 
elevation  as  shown  in 
Fig.  32,  and  divide  the 
plan  into  symmetrical  halves  by  means  of  the  horizontal 
center  line  a  b.  Divide  one-half  of  the  outline  in  the  plan 
into  a  convenient  number  of  equal  spaces,  as  at  r,  d,  and  t\ 
and  then  construct  a  cross-section  as  it  would  appear  if 
taken  on  the  Hne  p  M — shown  in  Fig.  32  {a).  The  pattern 
is  now  ready  for  development  by  the  parallel  method,  and 
the  line  MN  is  laid  off  for  the  stretchout,  as  shown  at  (^), 
Set  off  the  spaces  on  this  stretchout  according  to  the  widths 
determined  at  (tJ)  and  represented  by  corresponding  numer- 
als in  {a}  and  {b),  Fig,  32.  Draw  developers  in  the  usual  way 
and  afterwards  provide  for  suitable  edges,  as  indicated  in 
the  drawing;  thus,  the  edge  w  is  added  for  the  wire  that  is 
customarily  placed  in  the  upper  edge  of  the  lip,  while  the 
edge  J'  is  added  to  allow  for  the  double  seam,  or  lock,  that 
is  turned  over  the  upper  edge  of  the  sprinkler  to  assist  in 
fastening  the  lip  in  place. 

42,  Special  Causes,— It  often  happens  that  it  is  not  de- 
sirable to  have  the  lip  cover  so  much  of  the  body  as  in  the 
foregoing  problem;  thus,  the  lip  for  a  strainer  pail  would  be 
cut  off  on  the  line/<^.  Fig.  32,  In  such  case,  however,  the 
pattern  would  be  produced  by  a  process  similar  to  the  one 
just  explained^  it  being  necessary  to  draw  developers  from 
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the  intersections  of  the  edge  lines  with  the  line  p  q^ 
instead  of  with/r,  as  in  this  problem.  The  drawings  now 
should  be  made  in  full,  as  already  shown,  since  the  full 
view  of  the  cross-section  can  be  determined  in  no  other  way, 


and  without  this  view  there  will  be  no  means  of  obtaining 
the  width  of  the  spaces  for  the  stretchout. 

It  was  shown  in  the  case  of  the  lip  for  the  measure  in 
Problem  4  that  an  outline  very  closely  approximating-  that 
developed  by  the  regular  pattern  process  was  produced  by 
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a  somewhat  shorter  *'rule  of  thumb."  Such  a  rule  may  be 
adapted  to  certain  varieties  of.  this  problem.  Thus,  in 
Fig.  32,  if  the  compasses  are  set  to  a  radius  equal  to  two- 
thirds  of  the  diameter  of  the  article,  and  an  arc  is  described 
from  a  center  t?,  intersected  by  an  arc  described  with  a 
radius  one  and  one-third  times  the  diameter,  from  a  center 
o\  the  resulting  figure  will  very  nearly  approach  that  de- 
veloped by  the  regular  construction.  After  the  first  arc  is 
described,  the  width  of  the  lip  is  set  off  on  the  line  drawn 
through  the  point  1,  SLSSt^  the  distance  /  o'  then  being  equiva- 
lent to  one  and  one-third  times  the  diameter  of  the  article. 
Such  **jump"  rules,  as  they  are  called,  are  the  result  of 
applying  estimated  radii,  as  in  this  case;  they  are  to  be  de- 
pended on  only  for  approximations  or  when  accuracy  is  not 
essential.  They  are,  however,  of  frequent  service  to  the 
mechanic  by  enabling  him  to  avail  himself  of  economical  or 
time-saving  devices  in  special  cases.  They  should  not  be 
applied  in  a  general  or  promiscuous  way,  but  the  usual 
method  of  procedure  shown  in  the  construction  of  the 
problem  should  commonly  be  preferred. 


PROBLEM   lO. 

43.  To  develop  th.e  patterns  for  a  conical  si>out 
liitersectinji:  a  round  can  body  at  au  oblique  aii^le. 

Specification. — The  perspective  view  for  this  problem 
is  shown  in  Fig.  31,  but  for  the  convenience  of  the  student, 
the  proportions  shown  therein  may  be  slightly  changed  so 
that  the  drawing,  made  to  a  small  scale,  may  show  the 
details  of  construction  to  good  advantage.  The  drawings 
in  Fig.  33  are  to  be  made  to  a  scale  of  0  inches  to  1  foot. 
In  place  of  the  rose,  or  sprinkler  head,  shown  on  the  end  of 
the  spout  in  Fig.  31,  that  end  may  be  cut  off  horizontally, 
so  as  to  reseml)le  a  teapot  spout,  as  shown  in  Fig.  33. 

Construction. — Draw  the  partial  plan  and  elevation  of 
the  body  of  tlie  can  as  in  Fig.  33,  and  i\x  the  point  O  for 
the  vertex  of  tlie  conical  spout  5  inches  lo  llie  left  of  the 
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outline  of  the  body  and  9  inches  above  the  lower  base. 
The  pohit  A  is  ^  inch  from  the  base  and  B  is  5  inches  from 
the  same  h*ne.  It  is  unnecessary  to  draw  the  entire  pro- 
jection in  the  plan,  and  this  work  may  therefore  be  dispensed 
with.  The  hnc  of  intersection  in  the  elevation  must  be 
accurately  found  in  accordance  with  instruction  already 
given,  the  process  being  substantially  as  follows: 

Complete  the  full  cone  in  the  elevation,  as  shown  by  the 
dotted  lines  in  Fig,  33,  and  draw  the  half-full  view  of  the 
base;  represent  the  elements  of  the  cone  and  produce  them 
to  the  vertex  O,  Next,  project  the  point  O  lo  the  plan  at 
C?'p  and  represent  in  that  view  the  sectional  triangles  as 
they  would  appear  if  the  elements  b'O,  c'O^  d'O,  etc.  in 
the  elevation  were  considered  cutting  planes,  as  in  the 
problem  of  Practical  Projection  that  relates  to  the  intersec- 
tion of  cones.  The  points/,  q,  r,  and  s^  where  the  outline 
of  the  can  intersects  the  sides  of  these  triangles,  are  then 
projected  to  corresponding  elements  in  the  elevation,  and, 
if  desired,  the  line  of  intersection  of  the  two  solids  may  be 
traced  in  that  view.  It  is  not  essential,  however,  that  this 
line  be  actually  drawn,  since  the  points  alone  are  to  be  used 
by  the  draftsman  in  obtaining  the  development — the  pat- 
terncutter  seldom  needs  to  finish  the  projection  drawing 
w^hen  made  full  size  on  his  detail  The  points  thus  deter- 
mined in  the  elevation  are  now  projected  at  right  angles  to 
the  axis  of  the  cone  to  the  true  edge  line  O  A^  as  are  also  the 
points  at  the  intersections  of  the  elements  with  a  horizontal 
line  that  may  be  drawn  in  the  upper  part  of  the  figure  to 
represent  the  upper  base  of  the  spout.  The  development 
of  the  pattern  for  the  spout  is  then  made  in  the  regular 
way  and  needs  no  further  explanation.  Inasmuch  as  a 
lock  should  be  provided  for  the  seam  lengthwise  of  the 
spout,  an  allowance  for  a  :J^-inch  lock  may  be  made  as  shown 
in  Fig.  33. 

In  order  to  obtain  the  pattern  for  the  opening  in  the  body 
of  the  sprinkler — which,  of  course,  is  found  by  the  method 
for  parallel  solids — the  stretchout  M N  is  laid  oflf  in  the  po- 
sition shown,  and  the  spaces  -v  p,  pq,  qr^  and  r  j,  as  found 


are  then  produced  from  tlie  points  determined  for  the  line 
of   intersection  in  the  elevation.     The  outline  aL  {^)  is  thus 
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developed,  and  here  it  may  be  stated  that  it  is  iisual^  in 
place  of  developing  the  pattern  for  the  full  body  of  a  cylin- 
drical can  irregularly  intersected^  as  in  this  case,  to  lay 
out  only  the  pattern  for  the  opening.  The  pattern  for  the 
body  is  th\^.n  laid  off  from  the  table  of  circumferences^  the 
height,  of  course,  being  given  in  a  specification;  such  a  pat- 
tern, being  merely  an  outline  in  the  form  of  a  parallelogram, 
may  be  readily  determined,  although  it  may  be  desirable, 
after  the  dimensions  of  the  figure  have  been  ascertained, 
to  make  for  future  use  a  note  of  the  sizes  on  the  detail 

Capacity. ^ — The  method  of  finding  the  capacity  of  plain 
cylindrical  vessels  is  so  simple  an  operation  that  little  need 
be  said  concerning  it.  The  application  of  the  rules  con- 
tained in  Arithmetic  under  the  subject  of  Mensuration 
may  be  readily  made,  and  if  the  student  will  acquire  a  degree 
of  facility  in  the  use  of  the  table  of  Areas  and  Circumferences, 
he  will  find  many  cases  wherein  the  knowledge  thus  gained 
may  be  used  to  practical  advantage.  For  example,  suppose 
that,  in  the  present  case,  it  is  desired  to  know  the  height 
that  a  sprinkler  whose  diameter  is  10  inches  must  be  in 
order  to  hold  5  gallons.  It  is  known  that  there  are  231  cubic 
inches  in  a  gallon;  therefore,  ^31  x  5  =  L155  =  number  of 
cubic  inches  in  5  gallons.  Looking  in  the  table  of  Areas  in 
Arithmetic,  Part  9,  it  is  found  that  a  circle  10  inches  in 
diameter  contains  78.54  square  inches.  By  reversing  the 
rule  for  ascertaining  the  capacities  of  cylinders  {Arithmetic ^ 
Part  10),  the  required  height  of  the  sprinkler  may  he  found 
by  dividing  the  cubical  contents,  or  volume,  by  the  area  of 
the  base,  or  1,155  -=-  78.54  =  14.700,  or  about  14  J  inches.  By 
reversing  the  operation,  the  diamett^r  may  be  as  readily 
found  for  vessels  of  a  given  capacity  and  height. 


FHOBLEM   II, 

44.     To  develop  the  iiatterns  for  a  cofTee-pot  lip. 

Explanation. — The  sheet-metal  worker  needs  no  intro- 
duction to  this  familiar  form,  shown  in  perspective  in  Fig.  34. 


76 


PRACTICAL  PATTKRN  PROBLEMS. 


§n 


Notwithstanding  its  frequent  occurrence,  however,  it  may 
be  stated  that  the  processes  by  which  its  surface  develop- 
ment  may  be  produced  are  to  be  reckoned  among  the  most 

intricate  that  the  draftsman  haste 
perform,  This  intricacy  is  owing 
more  to  the  number  of  operations 
than  to  their  difficulty.  Moreover, 
:A  ^  I^H^'     ^^^^^  problem  affords  an  example  of 

^  ^m  Sii^l^    ^  ^*^^^  where  the  draftsman  appar- 

ently rev^erses  the   usual  order  of 
Fig,  34.  Certain  Operations.  Only  persistent 

practice  will  render  the  student  capable  of  quickly  recogni- 
zing the  cases  in  which  a  change  of  procedure  is  necessary, 
and  careful  attention  should  therefore  be  given  to  the  con- 
struction. The  drawings  for  the  problem  are  to  be  made 
full  size  and  of  the  dimensions  given  below.  J 

Construction. — Draw  first  the  plan  of  the  frustum  that 
represents  a  portion  of  the  body  of  the  coffee  pot,  as  in 
Fig.  35;  a  circle  2J  inches  in  diameter  represents  the  upper 
base  and  one  4  inches  in  diameter  the  lower  base.  Next, 
draw  the  elevatiun,  in  which  the  frustum  is  represented 
%^  inches  high,  and  produce  the  sides  of  the  cone  until  they 
meet  in  the  vertex  O.  Fix  a  point  A  |  inch  from  the  lower 
base,  and  by  means  of  the  GO"  triangle,  draw  a  line  of  indefi- 
nite length  toward  the  upper  part  of  the  drawing,  thus 
indicating  the  angle  of  inclination  of  the  lip.  In  this  case, 
the  design  of  the  cross-section  of  the  lip  is  first  arbitrarily 
determined,  as  shown  in  Fig.  35  (a).  Draw  the  line  c  d  per- 
pendicular to  A  b,  and  on  this  as  a  center  line  construct  the. 
required  cross-section;  first  describe,  through  the  point  r, 
an  arc  tangent  to  A  b  with  a  radius  of  ^  inch,  from  a  center 
located  on  the  line  c  d,  and  draw  lines  tangent  to  this  arc 
that  will  be  at  an  angle  of  45"^  to  each  other— thus  forming 
angles  of  22^^  on  both  sides  of  c  d.  Set  the  compasses  to  a 
radius  of  %^^  inches,  and  with  the  point  A  as  a  center,  describe 
an  arc  that  will  extend  from  the  line  A  b  to  the  point  e  on  the 
upper  base  of  the  frustum,  This  arc  defines  the  upper  edge 
of  the  lip,  and  the  intersection  at  e  is  then  pn>jected  parallel 
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to  yi  ^  in  the  manner  shown,  thus  completing  the  outline  of 
the  cross-section  at  (a).  This  outline  is  next  divided  by 
spacing  into  a  convenient  number  of  equal  parts,  as  indicated 
by  the  numerals  /,  ^,  3^  4*  ^»  ^tc.  at  {a).  Carry  projectors 
parallel  to  ^  ^  from  each  of  these  points  and  continue  them 
indefinitely  across  the  elevation  of  the  frustum. 

Before  the  line  of  intersection  between  the  body  of  the 
coffee  pot  and  the  lip  can  be  determined,  it  will  be  neces- 
sary to  consider  each  of  the  lines  just  drawn  in  the  elevation 
as  the  representation  of  a  cutting  plane,  and  then  to  pro- 
duce each  sectional  view  in  the  plan.  This  operation  is 
precisely  similar  to  that  used  in  the  problem  of  Practical 
Projection  that  relates  to  conic  intersections,  with  the  excep- 
tion that  the  sections  of  the  intersecting  solid  in  this  case 
are  parallelograms,  while  in  the  problem  referred  to  they 
are  triangles.  The  construction  is  made  as  follows:  Pro- 
ject fhe  point  e  from  the  elevation  to  the  plan,  and  draw  an 
element  from  the  vertex  through  this  point  in  each  view; 
draw  the  horizontal  center  line  w  x  through  the  plan,  and 
divide  that  portion  of  the  outline  of  the  lower  base  included 
between  the  points  w  and  /  into  a  convenient  number  of 
equal  spaces — five  in  this  case.  An  additional  space  may  be 
laid  off  on  the  other  side  of  the  point  /  to  aid  in  the  con- 
tinuation  of  these  sectional  curves,  as  shown  in  Fig.  35; 
from  each  of  these  points  draw  elements  to  the  center  0\ 
and  also  project  the  elements  in  the  elevation. 

The  manner  in  which  the  sectional  curves  are  then  pro- 
duced in  the  plan  has  been  fully  explained  in  Practical  Pro- 
jection^ and  the  resemblance  of  this  drawing  to  those 
representing  the  conic  intersections  given  there  may  be 
readily  seen  if  the  figures  are  compared.  In  this  comparison, 
note  that  each  line  drawn  from  the  points  2,  S,  I^^  5^  XknA  ^ 
at  {a)  is  treated  as  a  cutting  plane,  and  the  corresponding 
curve  of  the  cone  is  then  developed  in  the  plan.  After  the 
sectional  curves  have  been  produced  in  the  manner  shown, 
the  vertical  center  line  O  O'  is  drawn  through  both  views 
and  the  perpendicular  distances  of  the  points  i,  ^,  S^  etc. 
from  the  line  c  d  2.1  {a)  are  set  off  from  the  point  O'  in  the 
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plan;  thus,  make  0*1  in  the  plan  equal  to  1  d  at  (a),  O' 2 
in  the  plan  equal  to  the  perpendicular  distance  from  ^  at  {a) 
to  the  line  c  rf,  etc.  Horizontal  lines  are  then  drawn  through 
these  points  in  the  plan  and  produced  until  they  intersect 
each  corresponding  sectional  curve  at  /,  2\  M\  etc.  The 
points  e\  2\  S*^  etc.  are  then  projected  to  the  elevation  at 
t\  2',  S'y  etc.,  and  through  these  points  may  then  be  traced 
the  line  of  intersection.  This  line  is  very  lightly  drawn  in 
Fig.  35^  since  it  is  not  desirable  to  complicate  the  drawing 
by  adding  lines  not  needed  for  the  development.  Having 
now  defined  in  the  elevation  the  correct  lengtli^  of  the 
parallel  lines  of  the  lip,  the  development  may  be  drawn  in 
the  usual  manner.  Lay  off  the  stretchout  M  N  at  right 
angles  to  A  b  and  indicate  thereon  the  width  of  the  spaces 
on  the  outline  of  the  cross-section  at  {n).  These  points 
being  designated  at  {b)  by  numerals  and  letters  similar  to 
those  used  at  (rf)^  the  completion  of  the  pattern  may  be 
made  without  further  instruction. 

As  the  body  of  the  coffee  pot  is  sometimes  cut  out  on  the 
line  of  intersection  of  the  two  solids— or,  if  not  cut  out,  is 
usually  perforated  within  the  limits  of  such  lines  in  order  to 
form  a  strainer — it  is  desirable  that  the  pattern  for  the  bndy, 
or  enough  to  show  the  true  form  of  the  outline  thus  defined, 
should  be  developed.  The  line  of  intersection  having  already 
been  determined,  the  develupment  of  the  pattern  for  the 
outline  of  the  opening,  as  at  (r),  is  a  comparatively  simple 
matter,  although  deserving  careful  attention  from  the  fact 
that  new  elements  must  be  drawn  in  the  plan  in  order  to 
determine  the  widths  of  the  spaces  on  the  stretchout.  The 
points  J0*,  5*,  4*.  ^tc.  in  the  line  of  intersection  in  the  eleva- 
tion are  first  projected  to  the  true  edge  Hne,  as  at  OB, 
Next,  the  stretchout  for  the  frustum  is  described  from  the 
center  O  with  a  radius  O B^  as  shown.  Now,  in  the  plan,  it 
is  necessary  to  draw  new  elements,  as  already  mentioned, 
[  from  the  vertex  O'  through  the  points  ^\  S\  ^',  5\  and  6\ 
I  and  to  produce  these  elements  until  they  intersect  the  out- 
line of  the  lower  base.  The  spaces  thus  determined  on  the 
lower  base  will  be  found  unequal,  but  are  to  be  set  off  on  the 
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stretchout  at  (r)  in  their  regular  order,  as  shown.  Somel 
care  is  necessary  to  prevent  confusing  these  elements  w 
those  terminating  at  the  points  q^  r»  j,  and  /,  but  if  the  work 
is  done  slowly,  such  trouble  may  be  avoided.  Note  that 
in  Figf,  35  the  new  elements  just  mentioned  are  not  shown 
either  in  the  plan  or  in  the  elevation;  by  comparing  the  dif* 
\ferent  spaces  with  the  dividers^  however,  the  student  will  be 
able  to  follow  the  process  just  described.  The  outline  of 
the  curiae  at  (r)  is  finally  completed  by  describing  developers 
from  the  different  points  determined  on  the  true  edge 
line  O  B^  and  afterwards  tracings  the  irregular  curve  through 
the  points  of  intersection  thus  designated. 

This  interesting  problem  affords  an  opportunity  for  some 
very  careful  work  on  the  part  of  the  student,  and  if  the  draw- 
ings are  acciirately  completed  in  accordance  with  the  pre- 
ceding instructions,  and  a  model  constructed  from  the 
patterns  thus  produced,  the  student  will  be  more  than  repaid 
for  the  effort  l>y  the  satisfaction  experienced  in  observing 
the  accuracy  with  which  the  pieces  may  be  fitted  together. 
He  should  then  develop  the  patterns  for  other  similar  articles, 
using  different  proportions  apd  dimensions  and  without 
reference  to  the  descriptive  text.  After  the  student  has 
discovered  that  difficult  patterns  may  he  laid  out  correctly 
and  altogether  by  aid  of  the  memory,  he  will  rapidly  acquire 
the  confidence  indispensable  to  the  skilful  pattern  drafts- 
man— he  most,  however,  first  be  sure  that,  for  any  given 
case,  the  correct  principles  have  been  selected;  he  should 
then  be  able  to  complete  the  developments  without  assistance. 


PROBLEM   IS* 

45*  To  develop  tbe  patterns  for  a  1k>ss,  or  brace^  for 
a  can  faucet. 

Explanation, — ^When  a  faucet  is  soldered  in  the  side  of  a 
tank,  it  is  often  desired  to  attach  a  suitable  brace  at  the 
sides,  as  in  Fig.  30,  in  order  to  strengthen   the  joint  and 
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prevent  it  from  breaking  away  from  the  can  body.  Such 
I  braces,  being  in  plain  sight,  should  present  a  neat  appear- 
I  ance,  and  in  order  that  they  may  do  so,  certain  principles  of 
I  design  should  be  followed.  It 
may  seem  trivial  to  devote  much 
attention  to  a  matter  of  appar- 
ently so  little  consequence,  yet 
it  is  just  this  minute  attention 
to  the  smaller  details  of  con- 
struction that  distinguishes  the 
careful  draftsman.  There  are 
cases  in  which  the  workman 
should  not  spend  much  time  on 
the  development  of  a  brace;  for 
example,  if  he  has  done  the  work 
before  and  remembers  its  gen- 
eral features,  he  will  often  he  able  to  **  rough  out  "  a  pattern 
for  any  required  brace  and  make  it  so  nearly  accurate  that 
only  a  little  trimming  will  be  required.  Such  practice  as  is 
found  in  the  construction  of  this  problem  is  therefore  rec- 
ommended to  the  student  in  order  that  he  may  avail  him- 
self of  short  methods  in  special  cases. 

Construction. — ^These  drawings  may  be  made  full  size 
and  on  the  assumption  that  the  end  of  a  faucet  1  inch  in 
diameter  is  to  be  braced  to  a  cylindrical  tank  8  inches  in 
diameter.  First,  draw  the  center  line  for  the  plan  and  ele* 
vation,  as  the  line  A  B,  Fig.  37,  and  from  a  convenient 
point  0,  describe  a  circle  1  inch  in  diameter  to  represent  in 
the  elevation  a  section  through  the  end  of  the  faucet. 
From  another  point  o\  in  the  vertical  center  line,  with  a 
radius  of  4  inches,  describe  an  arc  of  indefinite  length  that 
shall  represent  a  portion  of  the  outline  of  the  body  of  the 
tank,  as  the  arc  C D  E,  Fig.  37.  Project  the  outlines  of  the 
faucet  to  the  plan,  and  on  one  of  these  lines  determine  a 
point  sufficiently  far  from  the  body  to  afford  a  proper  brace- 
in  Fig.  37j  the  point  x  may  be  located  1^^  inches  from  the 
body,  measured  on  the  outline  of  the  faucet.  Next,  decide 
on  the  angle  that  the  brace  will  make  with  the  lines  of  the 
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consist  of  an  angularly  bent  piece  of  metal  or  it  may  be 
rounded  to  any  suitable  curve.  If  it  is  decided  to  make  the 
brace  with  an  angular  bend,  it  is  then  necessary  to  deter- 
mine a  line  of  intersection  between  the  cylindrical  faucet 
shank  and  the  chosen  angular  solid.  This  is  true  also  when 
a  brace  having  a  curved  outline  in  cross-section  is  selected; 
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but  if  it  should  be  desired,  as  in  this  case,  to  make  a  brace 
that  will  have  a  cross-section  similar  to  that  portion  of  the 
faucet,  the  line  of  intersection  may  be  at  once  drawn. 
Therefore,  bisect  the  angle  formed  by  the  outlines  of  the 
solids^ — the  lines  xy  and  xs — as  at  .rti*.  This  completes  as 
much  of  the  projection  drawing  as  is  required  for  the  develop- 
ment of  the  pattern,  although  it  is  first  necessary  to  deter- 
mine points  by  means  of  which  a  sufficient  number  of  edge 
lines  may  be  represented.  Divide  one-quarter  of  the  out- 
line in  the  elevation  into  a  convenient  number  of  equal 
spaces,  as  at  a,  d,  c,  d^  and  i'\  project  the  points  thus  located 
to  the  line  of  intersection  wx  \n  the  plan,  and  thence  carry 
the  assumed  edge  lines  across  the  surface  of  the  boss  and 
parallel  to  the  outline  x)\  as  in  Fig.  37. 

The  stretchout  JfiV  may  now  be  laid  off  at  right  angles 
to  X y  and  in  the  position  shown ;  make  Ma  of  the  stretch- 
out at  {a)  equal  to  Da  of  the  plan,  and  set  off  the  remain- 
ing spaces  thereon  equal  to  the  similarly  lettered  spaces  of 
the  elevation.  Draw  edge  lines  and  developers,  and  com- 
plete the  outline  of  the  pattern  thus  produced  by  tracing 
the  irregular  curve  through  the  points  determined.  It  is 
customary  to  cut  out  such  braces  in  two  pieces  of  metal, 
but  if,  for  any  particular  piece  of  work,  it  should  be  desired 
to  make  a  brace  that  will  show  no  seam  on  the  upper  side, 
the  pattern  may  be  joined  as  on  the  line  All  at  (a)  and  cut 
out  in  one  piece.  If,  however,  two  pieces  are  to  be  used,  a 
soldering  edge  should  be  left  on  the  pattern  on  the  lines  J// 
and  iVk,  as  shown  in  Fig.  37, 

The  completion  of  the  projection  drawing  is  not  a  neces- 
sary part  of  the  work,  but  is  very  easily  accomplished  as 
follows:  The  remainder  of  the  outline  of  the  circle  in  the 
elevation  is  spaced  as  in  the  figure,  and  from  points  thus 
fixed  projectors  are  drawn  indefinitely  toward  both  the  right 
and  the  left  sides  of  the  drawing;  these  projectors  are  then 
intersected  by  projectors  drawn  from  the  intersection  of 
the  edge  lines  of  the  brace  with  the  body  of  the  can  in  the 
plan.  It  Is  necessary,  of  course,  to  do  the  same  amount  of 
work  oti  both  sides  of  the  center  line  A  B, 
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PROBLEM    13. 

46,  To  develop  the  pattern  for  an  oU-ean  breast  and 
spout. 

Specification. — The  oil  can  shown  in  Fig.  38  is  10  inches 
in  diameter  and  the  pitch  of  the  breast  may  he  taken  as  45"". 
The  axis  of  the  cone  that  forms  the  spout  of  this  can  is  at 
right  angles  to  the  slanting  sides  of  the  breast,  and  the 
angle  included  between  the  true  edge  lines  of  this  cone  is 
one  of  25°.  The  opening  at  the  outlet  of  the  spout  is  1  inch 
in  diameter,  and  the  relative  position  of  the  two  cones 
should  be  such  that,  when  the  can  is  filled  entirely  up  to  the 
screw  top,  none  of  the  contents  will  overflow  at  the  spout. 

Construction.^ — From  the  foregoing  information,  the  pro* 

jection  drawings   shown   in  Fig.   39   may  be  readily  con- 

structed,  and   after   their  completion    it 

^^^jC^^^  will  be  seen   that  the  development  may 

^K     Jj^^^      he  accomplished  by  the  method  of  devel- 

C..,,^^3^^^B       oping  the  surfaces  of  intersecting  cones 

I         ^^^L.    ^^^^  ^^'^^  (My  explained  in  Deveiofment 

I  ^^^hV  ^f   Surfaces.     The    cones  here  required 

I  ^^^H      ^^^  constructed  to  proportions  somewhat 

I  I^^^V    different  from  those  of  the  problem    re- 

I  S^^B      ferred  to,  but  the  method  of  development 

^*""'*^^^^^^       is  the  same.    The  drawings  may  be  made 

^^^  ^  half  size,  that  is,  6  inches  to  1  foot. 

After  the  outlines  of  the  cones  have  been  drawn,  the  first 
step  is  to  represent  the  line  of  intersection.  This  process, 
in  accordance  with  instructions  given  in  Practical  Projec- 
tian^  consists  in  outlining  the  entire  cone  of  thespout^  draw- 
ing the  half-full  view  of  the  base,  and,  by  the  light  dotted 
lines  in  the  elevation  of  Fig.  30,  representing  the  elements 
of  that  solid;  next^the sectional  triangles  are  produced  in  the 
plan  and  then  the  sectional  curves  of  the  larger  cone.  The 
points  a^  i,  and  r  are  thus  developed  in  the  elevation,  and 
the  patterns  for  both  solids  may  next  be  described — that  for 
the  spout  first  being  drawn.  These  operations  require  no 
further  explanation,  as  simitar  work  has  already  been  done 


the  pattern  for  the  breast  itself  is  not  shown  in  Fig.  39. 
When  making  actual  patterns,  it  would  be  convenient  to 
lay  off  the  deveiopments  for  the  smaller  cone  and  for  the 
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opening  in  the  breast  on  the  drawing  paper,  while  the  full 
pattern  for  the  breast  could  be  made  directly  on  the  metal 
by  the  aid  of  the  dividers  and  a  straightedge,  thus  avoiding 
unnecessary  work.  The  pattern  for  the  opening  at  (b)^ 
Fig.  39,  may  then  be  cul  from  a  separate  piece  of  metal  and 
marked  in  its  proper  place  on  the  breast  pattern. 

Capacity. — Suppose,  in  this  instance,  that  it  is  desired  to 

construct  a  can  that,  when  filled  to  the  bottom  of  the  screw 
top,  will  hold  8  gallons,  disregarding  any  amount  of  the 
contents  that  may  be  held  in  the  spout.  The  diameter  of 
the  oil  can  is  given  as  10  inches.  Looking  in  the  table  of 
Areas  in  Arithmviit^  Part  fl,  it  is  found  that  the  area  of  a 
circle  10  inches  in  diameter  is  78.54  inches;  then,  the  vol- 
ume of  the  breast — considered  as  a  full  cone  when  the  screw 
top  is  neglected — is  found  by  multiplying  the  area  of  the 
base  by  the  height  of  the  cone,  and  dividing  the  result  by  3; 
or,  78.54  X  5  ^^  392.7,  and  392.7  -^  3  =  130,9.  Since  there 
are  231  cubic  inches  in  a  gallon,  there  are  8  X  231,  or  1,848 
cubic  inches  in  8  gallons.  The  number  of  cubic  inches  con- 
tained in  the  breast  {130.9)  is  now  deducted  from  the  total 
number  to  be  held  in  the  can,  or  1,848  —  130.9  =  1,717.1. 
Dividing  this  number  by  78.54,  the  area  of  the  base^  the 
required  height  of  the  can  may  be  found.  Therefore, 
1,717.1 -r- 78.54  =  21.86+,  or  about  21J  inches.  The  di- 
mensions for  a  can  of  any  desired  capacity  may  thus  be 
readily  found  and  the  patterns  for  the  body  and  bottom 
immediately  laid  out.  Such  problems  are  frequently  en- 
countered in  shop  practice  and  the  arithmetical  calcula- 
tions should  be  very  carefully  made. 


PROBLEM   X4. 

47.  To  develop  the  put  terns  for  a  wash  boiler  and 
oover,  tlie  cover  to  he  j^Ujurhtly  plteheiL 

Specification. — Wash  boilers  are  commonly  designated 
by  numbers,  as  No.  7,  No.  8»  etc.,  corresponding  to  the  size 
of  the  stove  or  range  on  which   they  are  to  l)e  used.    Since 
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these  sizes  indicate  the  diameter  of  the  opening  throngh  the 
top  of  the  stove^  2  inches  is  usually  added  to  this  figure  to 
determine  the  width  of  the  wash  boiler,  while  the  length  is 
such  that  two  openings  of  the  stove  will  be  covered;  thus, 
the  extreme  dimensions  in  the  plan  for  a  No.  8  l>oiIer  are 
usually  10'  X  21*.  The  height  of  the  sides  is  generally 
14  inches — or  rather  such  height  as  tin  14  inches  wide 
will  produce  after  allowing  for  double-seaming  and  wiring 
edges. 

Special  sizes  of  tin,  called  wash-briiler  sizes,  may  now  be 
had,  and  it  is  customary  to  make  the  bodies  of  such  plate  in 
order  to  avoid  addi- 
tional side  seams. 
The  wash  boiler 
shown  in  Fig.  40 
may  be  considered  a 
No.  8  size,  and  the 
drawings  are  to  be 
made  by  the  student 
to  a  scale  of  3  inches 
to  1  foot,  according 
to  the  dimensions 
previously  given, 
the  necessary  work- 
ing drawings  being  shown  in  Fig,  41. 

Construction. — Draw  the  plan  first,  and  since  from  this 
drawing — in  connection  with  the  specifications — the  dimen- 
sions of  the  pattern  for  the  body  and  the  bottom  may  be 
laid  oflF  directly  on  the  metal,  no  further  drawings  are 
required  for  these  parts.  Before  the  pattern  for  the  cover 
can  be  developed,  however,  an  elevation  showitig  the 
amount  of  pitch  must  first  be  constructed;  in  order  to  show 
the  construction  to  better  advantage,  a  pitch  that  is  perhaps 
unusual  in  actual  practice  may  he  adopted  and  a  height  of 
3  inches  set  off  on  the  center  line  at  A  B;  the  triangle  that 
represents  the  elevation  is  then  completed,  as  shown  at  e  B  e\ 
Fig.  41.  On  examining  the  drawings,  it  is  seen  that  the 
surface  thtis  represented  may  be  readily  developed  if  it  is 


Fio.  m 


kJ 


88 


PRACTICAL  PATTERN  PROBLEMS. 


§17 


resolved  into  its  component  parts.      It  is  not  difficult  to 
recognize  the  fact  that  those  parts  bounded  by  the  curved 


outline  and  sloping  toward  tlic  point  B'  in  the  plan — that 
is,  B\  a,  b,  c,  etc. — are  portions  of  the  stirface  of  a  scalene 
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cone;  iheir  development,  therefore,  may  be  accomplished 
by  the  method  of  developing  the  surface  of  a  scalene  cone 
shown  in  Divelopmtnt  of  Surfaces^  while  those  parts  not  in- 
cluded in  this  description  are  seen  to  be  plane  surfaces  and 
may  readily  be  reproduced  in  the  pattern  by  merely  recopy- 
ing  their  forms  full  size.  Draw  a  horizontal  center  line 
through  the  plan  and  divide  the  corved  portion  of  the  out- 
line in  one-quarter  of  that  view  into  a  convenient  number 
of  eqoal  spaces,  as  at  a,  h,  c,  d,  and  i\  From  /j"  as  a  cen- 
ter, describe  arcs,  respectively,  from  tj^  b^  f,  and  tf,  produ- 
cing such  arcs  until  tliey  reach  the  horizontal  center  line; 
thence  project  their  intersections  until  they  reach  the  base 
line  of  the  cover  in  the  elevation.  The  true  lengths  of  the 
elements  of  the  scalene  cone  may  now  be  taken  from  the 
elevation^  as  represented  by  the  dotted  lines  in  that  view, 
and  at  any  convenient  point  on  the  drawings  as  a^  O  in  (a), 
concentric  arcs  are  to  be  described,  as  shown.  Draw  any 
radius,  as  O^^  at  (d)^  and  with  the  dividers  set  to  the  dis* 
tance  ad  taken  from  the  plan,  step  off  spaces  equal  in 
numt)er  to  those  contained  \n  one-half  of  the  plan.  This 
completes  the  development  of  the  required  surface  of  the 
scalene  cone,  and  the  remainder  of  the  surface  of  the  cnver 
is  then  found  as  follows:  Set  the  compasses  to  a  radius  equal 
to  the  distance  A'  a  of  the  plan,  and  from  a  and  a'  at  {a)^ 
describe  arcs  of  indefinite  length;  intersect  these  arcs  by 
other  arcs  described  from  O  as  a  center  and  with  a  radius 
equal  to  the  true  length  of  the  line  B*  A'  of  the  plan.  This 
true  length  is  found  by  making  A  x  of  the  elevation  equal 
to  A*  B'  of  the  plan  and  taking  the  distance  Bx  from  the 
elevation.  The  pattern  for  one-half  of  the  complete  cover 
is  thus  developed  at  (d).  Suitable  edges  are  next  to  be 
allowed.  A  lock  seam  must  be  provided  along  the  lines  Ox 
and  O  x\  and  on  the  remainder  of  the  outline  sufficient 
stock  must  be  added  to  allow  for  the  projection  of  the  cover 
over  the  wiring  edge  of  the  body  and  for  securing,  or  lock- 
ing, the  rim.  An  idea  of  what  is  required  may  be  gained 
from  an  inspection  of  the  drawing  at  (A),  which  shows  an 
arrangement  usually  made. 
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Capacity. — It  will  be  seen  that  the  solid  represeni 
the  wash  boiler  in  this  problem  may  be  resolved  into  two 
simple  forms  whose  volume  may  be  readily  ascertained ;  one, 
a  prism  whose  dimensions  are  10  inches  wide.  11  inches  long, 
and  14  inches  high,  and  the  other^  a  cylinder  10  inches  in 
diameter  and  14  inches  high — the  cylinder  being  divided 
axially  and  one-half  placed  at  each  end  of  the  prism.  The 
volume  of  the  wash  boiler  is,  therefore, 

10  X  11  X  14=  1,540 
and  10"  X  .7854  x  14  =  1,099.56 

2,639.56 

2,639.56  -T-  231  =  11.42+,  or  about  llj  gallons. 


^ 


48. 


PKOBLEM   15. 

To  develop  patterns  for  a  scale  scoop. 

Explanation. — The  form  of  scale  scoop  most  commonly 
used  in  weighing  general  merchandise  is  shown  in  Fig.  42* 

The  pattern  drafts- 
man is  at  liberty  to 
consider  the  two  sec- 
tions of  which  it  is 
composed  as  segments 
either  of  the  cylinder 
^'^  ■*^-  or  of  the  cone.     In  the 

latter  case,  the  ends  of  the  scoop  will  be  somewhat  smaller 
than  if  a  segment  of  a  cone  were  used.  Scoops  intended 
for  use  on  what  are  termed  **  tea  scales  "  are  invariably  seg- 
ments of  a  cone,  and  are  usually  provided  with  a  funnel- 
shaped  appendage  at  one  end,  as  in  Fig.  43,  The  scoop 
may  then  be  conveniently  used  in  retailing  such  substances 
as  tea,  coffee,  etc.,  connnonly  poured  from  the  scoop  into  a 
paper  bag  or  package.  The  cylindric;d  form  of  scoop  is, 
however,  to  be  preferred  for  scoops  of  large  dimensions,  or 
when  the  scales  are  intended  for  use  with  larger  bodies. 
Two  cases  will   be  considered  and  (IcvrlfipmL^nts  made,  first 
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for  a  scoop  composed   of  segments  of  the  cylinder,  as  in 

Fig,  42,  and  second,  for  a  scoop  made  from  segments  of  a 

cone    and     provided 

with  a  funnel-shaped 

opening  at  one  end,  |i       i  ^vs,^^^  v 

as  in  Fig.  43. 

The  scoop  shown 
in  Fig.  42  will  first 
be  developed.  As  al- 
ready stated,  it  is  con- 
structed on  the  supposition  that  its  surfaces  are  portions  of 
intersecting  cylinders.  The  extreme  width  is  to  be  10  inches 
and  the  length  IfJ  inches;  a  jf 

semicircle  may  be  taken  as  ^^-''    \ 

the  section  at  right  angles  V''  \ 

to   the  parallel   lines  of   the  ^^      ^4^J»t>^«^Sec^fa^\ 
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solid,  the  angle  of  inclination  ^ 
being  indicated  in  Fig.  44. 
The  specification  for  the 
scoop  whose  development  is 
shown  in  Fig.  45  is  given 
in  the  construction  of  that 
drawing.  Both  drawings  may 
made  to  a  scale  of  3  inches  to  1  foot. 

Construction. —  First  draw  the 
vertical  center  line  A  B\  Fig.  44, 
which  is  also  to  represent  the  line 
o  f  intersect!  on  ;  d  r  a  w  -  J  C  a  n  d  A  D 
at  the  specified  angle  to  A  B  and 
produce  A  C  indefinitely  toward  the 
right.     Also  draw  B F  parallel  to  A  E.    At  any  convenient 
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the  outline  of  the  arc 
passing  through  the 
point  E,  as  shown  in 
Fig,  44.  Complete 
the  side  elevation  of 
the  scoop  by  drawing 
BC  and  B  D,  Lo- 
cate edge  lines  on 
this  elevation  by  sub- 
dividing the  outline 
of  the  section  and 
drawing  projectors 
across  the  elevation 
in  the  manner  shown. 
The  development 
may  now  be  made  in 
the  usual  way.  Draw 
the  stretchout  M N 
and  space  off  on  its 
length  the  widths  a  b, 
be,  € d^  etc. ^  as  taken 
from  the  outline  of 
the  section;  draw 
edge  lines  and  devel- 
opers and  trace  the 
curved  outline  of  the 
pattern  as  shown  in 
Fig.  44. 

As  previously  sta- 
ted, the  scoop  shown 
in  Fig.  43  is  made  up 
of  parts  that  are  con- 
sidered as  irregular  cunic  frustums.     This  being  the  case, 
the   projections   may  be   made  to  better  advantage  if   the 
cones  are  first  represented  in  their  full  outline,  as  in  Fig,  45, 
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and  the  frustums  afterwards  designated  by  suitable  lines  on 
the  drawing.  Draw  the  lines  A  B  and  CD  at  right  angles 
to  each  other  and  intersecting  at  their  middle  points; 
make  A  B  TJ  inches  h»ng  and  CD  10  inches  long;  draw 
A  C,  A  D\  B  C^  and  U  /A  This  figure  is  now  considered  as 
representing  two  cones  whose  bases  unite  on  the  central 
plane  A  />,  and  the  end  view  of  the  middle  section  of  the 
compound  solid  may  be  represented  as  a  circle  described  as 
shown  at  the  top  of  the  drawing.  Represent  a  certain 
number  of  elements  of  these  cones  by  dividing  the  outline 
of  the  circle  into  16  equal  parts,  in  the  manner  shown  and 
projecting  to  the  side  elevation,  as  in  Fig.  45.  The  remain- 
ing lines  of  the  scofjp  may  now  be  drawn  as  follows: 

Fix  the  point  o  un  the  base  line  of  the  cones  at  the  inter- 
section of  the  elements  Do  and  Co;  fix  the  points  x  and  x' 
IJ  inches  from  D  and  C  respectively,  and  draw  x^?and  x'  o. 
Fix  the  point  /  3  inches  from  yl,  and  from  /  as  a  center, 
describe  an  ar<:  tangent  to  the  Hue  x'  o.  At  the  lower  side 
of  the  figure  add  the  rectangular  portion  that  represents  in 
the  elevation  the  cylindrical  spout  of  the  funnel,  thus  com- 
pleting the  elevation  of  the  scoop. 

From  the  drawings  in  Fig,  45»  the  development  of  the 
patterns  for  the  various  parts  of  the  scoop  may  now  be  seen  to 
be  the  same  as  have  been  shown  in  previous  sections  of  this 
Course^  and  they  will,  therefore,  require  no  further  descrip- 
tion. A  lock  seam  is  to  be  provided  along  the  joint  edges 
of  the  patterns,  and  since  it  is  usual  to  stiffen  the  top  edges 
of  the  scoop  with  a  heavy  wire,  such  allowances  may  be 
made  in  accordance  with  previous  instruction,  although 
they  are  not  shown  in  Fig.  45. 

Capacity.^ — The  mechanic  is  seldom  required  to  calculate 
the  capacity  of  such  articles  as  have  been  illustrated  in  this 
problem.  The  volume  of  such  solids,  however,  is  found  by 
the  application  of  the  rules  for  the  imgula,  and  since  a  bet- 
ter illustration  is  furnished  in  a  later  problem,  the  solution 
is  omitted  in  this  instance.  It  wiil  be  seen  from  Fig.  44 
that  the  scoop  there  shown  may  be  readily  resolved  into 
symmetrical    halves,    each  of    which    is   composed    of   two 
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cylindrical  uogulas,  while  in  the  case  of  the  scoop  shown  in 
Fig.  45,  the  sections  are  to  be  considered  as  conic  ungulas,       j 
The  application  of  the  prismoidal  formula  is  made  in  each 
instance,  precisely  as  in  Problem  5. 


49. 


PROBI.KM    16. 

To   develop  patterns   fur  a   grocer's   scoop. 

Explanation. — In  recent  years^  or  since  the  introduction 
of    power    machinery    for    the    manufacture    of    tinware, 

stamped  scoops  have  al* 
most  universally  displaced 
the  kinds  formerly  made 
by  hand,  but  it  frequently 
happens  that  the  tinsmith 
is  asked  to  make  a  scoop 
Fio.  *«.  of  a  special  size  to  suit  a 

particular  requirement.  The  one  shown  in  Fig.  46  is  the 
form  usually  made.  In  this  problem  the  student's  atten- 
tion is  directed  to  the  manner  in  which  any  irregular  sec- 
tion of  the  cylinder  may  be  produced.  The  application 
of  methods,  therefore,  contemplates  a  use  beyond  the  pres- 
ent construction. 

The  body  of  this  scoop  is  to  be  10  inches  in  length  and 
6  inches  in  width,  and  is  to  be  cut  from  a  cylindrical  form 
to  the  outline  indicated  in  Fig.  46.  A  conveniently  pro- 
portioned handle,  slightly  inclined,  is  to  be  attached  to  the 
back  and  strengthened  by  the  addition  of  a  flaring  boss. 
The  drawings  are  to  be  made  by  the  student  to  a  scale  of 
3  inches  to  1  foot. 

Construction, — Describe  the  circle  shown  in  Fig.  47  (a), 

whose  diameter  will  be  equal  to  the  width  of  the  scoop— the 
diameter  of  the  cylinder  from  which  the  body  is  to  be  cut. 
Draw  the  vertical  diameter  a  b^  and,  by  spacing,  divide  one- 
half  of  the  outline  into  a  convenient  number  of  equal  part^, 
in  this  case,  eight*     Next,  construct   the  side   elevation  of 


i 


Fig.  47. 

downwards  until  it  intersects  a  horizontal  drawn  from  c  at 
{a).  Describe  an  arc  tang^ent  to  the  horizontal  drawn  from  c 
and  passing  through  the  point  A  in  the  manner  shown. 
Tiiis  completes  the  drawing  of  the  body  of  the  scoop  in  the 
required  side  elevation. 
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The  handle  is  conveniently  formed  by  two  cones — or. 
rather,  two  crniic  frustiuns — the  center  lines  of  which  coin- 
cide and  may  l)c  drawn  as  mie  line  from  a  point  a-  midway 
on  the  line  B  I)  and  at  an  angle  of  G7|°  to  £  D,  Produce 
this  line  indefinitely  in  both  directions  from  B  D  and  locate 
the  point  r  G  inches  from  x.  For  the  vertex  of  the  cone,  fix 
the  point  s  4  inches  from  ^  and  to  the  left  of  the  line  B  D. 
At  right  angles  to  the  line  rs,  and  passing  through  the 
point  r,  represent  the  base  of  that  cone  by  a  line  2 J^  inches 
long;  then  draw  the  remaining  outlines  of  the  cone  and 
the  semicircle  that  represents  the  half-full  view  of  the 
base.  At  tv  and/  fix  the  points  for  the  vertex  and  base  of 
the  cone  that  is  to  contain  the  frustum  for  the  boss»  tv 
being  3 J  inches  from  ,r  and  j  4^-  inches  from  r£'.  At  _j^ erect 
a  perpendicular  to  r  s  and  produce  it  until  it  intersects^/) 
at  i;  make/^  equal  toj^  i,  draw  1  w  and  S  u\  and  describe 
the  full  view  of  the  base  uf  this  cone  as  in  Fig.  47.  Repre- 
sent in  the  usual  way  a  c<jnvenient  number  of  elements  on 
each  of  these  cones.  From  points  on  the  outline  of  the 
end  view  of  the  cylinder  at  (a),  draw  horizontal  lines  inter- 
secting the  outline  u(  the  side  elevation,  and  when  this  is 
done,  the  development  of  the  patterns  for  the  various  parts 
of  the  scoop  will  follow  without  difficulty.  First^  draw  the 
stretchout  il/iV^  in  the  position  shown  and  proceed  to  de- 
velop it  in  the  usual  way,  the  spaces  shown  at  (a)  being  set 
off  in  the  usual  manner.  After  the  edge  lines  have  been 
drawn,  developers  will  determine  the  outline  of  the  pattern 
at  {6),  which  is  all  that  is  required  for  the  body  of  the  scoop. 

In  these  drawings  it  is  more  convenient  to  develop  the 
patterns  for  the  two  frustums  as  shown  at  (c)  and  (f/),  since, 
if  the  pattern  radii  were  described  from  the  verlexes  of  the 
cones  in  the  side  elevation  as  centers,  the  drawing  would  be 
too  complicated.  The  required  radii  are,  however,  taken 
from  the  projection  drawing  in  the  usual  way,  and  that 
drawing  shows  all  required  points  as  projected  to  their  re- 
spective true  edge  lines. 

No  further  explanation  is  needed  with  respect  to  tKe 
allowances    required    for    wiring    edges   or    for    locks    and 
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double-seaming".  As  in  the  preceding^  problem,  the  capacity 
of  articles  of  this  description  is  not  of  sufficient  importance 
to  warrant  the  rather  lengthy  description  that  would  be 
required,  and  that  feature  is  therefore  omitted  from  this 
problem. 


PROBLEM    17. 

50.     To  develop  the  patterns  for  an  fiU-tauk  top. 

Explanation. — An  oil  tank  of  a  form  frequently  used  is 
represented  in  Fig.  48.  This  illustration  shows  that  the 
height  of  the  top,  or  cover,  must  be  such  that,  when  the 
tank  is  closed »  as  represented  at  (a),  sufficient  headroom 
will  be  provided  for  the  pump,  as  well  as  for  the  funnel  and 
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measure  usually  placed  on  the  draining  shelf.  Part  of  this 
height  is  provided  for  by  the  width  of  the  flange  in  the 
lower  portion  of  the  cover,  part  by  the  depression  in  the 
upper  portion  of  the  tank,  and  the  remainder  by  the  slant 
g^iven  to  the  curved  surface  of  the  top.  As  with  most  arti- 
cles made  by  sheet-mctabworking  establishments,  oil  tanks 


Pre.  49. 

obtain  a  development  of  its  curved  surface.  The  drawings 
for  this  problem  are  to  be  constnicted  by  the  student  to  a 
scale  of  3  inches  to  1  foot,  and  may  be  assumed  to  represent 
a  tank  of  60  gallons  capacity.  Referring  to  the  table  in 
Arithmetic^  Part  10,  it  is  seen  that  a  tank  24^  inches  in 
diameter  and  2!) A  inches  in  height  will  contain  the  requisite 
number  of  gallons.     It  is  customary  to  allow  a  depth  of 
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about  4  inches  for  the  draining  shelf,  so  this  amount  must 
be  added  to  the  height  of  the  main  tank  body  when  laying 
out  that  pattern.  It  may  be  assumed  that  a  clear  space  of 
10  inches  in  height  and  20  inches  in  width  should  be  allowed 
in  order  to  provide  for  the  headroom  previously  referred  to. 
Further,  the  width  of  the  top  should  be  such  that  the  pump 
may  be  attached  centrally  in  the  tank.  The  method  of  de- 
signing the  top  from  these  specifications  is  clearly  shown  in 
the  construction,  which  should  be  carefully  followed  by  the 
student, 

CoNSTRUGTioM. — Siucc  the  top  is  the  important  matter  in 
this  problem,  no  attention  will  be  paid  to  other  details. 
First,  describe  a  circle  24Jr  inches  in  diameter^  as  shown  in 
Fig.  49,  that  will  represent  a  view  of  the  tank  in  the  plan; 
draw  the  vertical  center  Hne^  5  and  produce  it  indefinitely 
toward  the  top  of  the  drawing;  3^  inches  below  the  center 
of  the  circle  draw  the  horizontal  line  o-c,  which  is  to  repre- 
sent the  back  of  the  cover  in  the  plan.  This  completes  as 
much  of  the  plan  as  is  necessary,  and  the  elevation  is  next 
to  be  drawn.  In  a  convenient  position  above  the  plan,  draw 
the  horizontal  line  CD  ui  indefinite  length,  and  3  inches 
above  C/^  draw  EFln  the  manner  shown.  Project  the  ex- 
tremities of  the  circle  at  $n,  m  from  the  plan  to  the  eleva- 
tion, or,  in  other  words,  draw  C E  and  DF in  the  elevation; 
also  project  the  points  <\  o  as  shown  in  Fig;  49.  The  upper 
outline  of  the  cover  is  to  be  arbitrarily  drawn  in  the  eleva- 
tion by  means  of  an  arc  described  with  a  proper  radius 
from  a  center  located  on  the  center  line  ^  B\  find  this  radius 
by  setting  off  the  point  t/  on  the  center  line  7  inches  above 
the  line  £"/%  and  describe  an  arc  that  will  pass  through  the 
points  o'  a'  i/  by  the  method  of  describing  a  circle  through 
three  points  that  was  given  in  Gcomeiricai  Drawing.  From 
the  points  E  and  /^draw  lines  tangent  to  the  arc  described, 
thus  completing  the  elevation. 

It  will  now  be  seen  that  a  development  must  be  produced 
for  a  surface  whose  base  is  represented  by  the  line  E  F  in 
the  elevation,  whose  elevation  is  E  a'  F,  and  whose  plan  is 
the  larger  segment  of  the  circle  in  the  plan.     Further,  it 
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will  be  seen  that  the  center  line  A  B  divides  the  figure  into 
symmetrical  halves,  and  that  the  development  need  be  pro- 
duced for  only  one  of  these  sides,  a  duplication  of  the  work, 
of  course,  being  the  required  pattern. 

The  upper  portion  of  this  cover  has  a  **  warped"  surface, 
and  is  therefore  capable  of  development  only  by  triangula- 
tion.  The  first  step  is  to  locate  a  number  of  triangles 
thereon  in  some  regular  order  of  succession,  and  to  do  this, 
the  outline  of  the  curve  in  the'  plan  is  conveniently  stepped 
off  into  seven  equal  spaces  at  b^  r,  ^,  g^  etc.,  and  these 
points  are  projected  to  the  line  E  F  of  the  elevation.  Next, 
the  arc  a!  o'  in  the  elevation  is  divided  intoas  inilar  number 
of  equal  spaces,  as  at  a\  rf,  /*,  A,  etc.,  and  these  points  are  in 
turn  projected  to  the  plan.  The  triangles  on  the  irregular 
surface  may  now  be  designated  by  drawing  lines  between 
successive  points,  as  aCy  cd^  de^  etc.,  ab  being  on  the 
center  line.  By  means  of  the  diagram  of  triangles,  the 
true  lengths  of  these  lines  must  next  be  determined,  as 
shown  at  (a).  Construct  the  right  angle  te/jr^ — the  side 
;r^  being  the  line -£ /^prolonged — and  on  .r^  set  off  from 
the  point  x  the  length  of  each  line  shown  in  the  plan.  From 
the  elevation  project  the  points  a\  d^  f,  //,  etc.  in  the  man- 
ner shown,  and  draw  the  hypotenuse  of  each  right-angled 
triangle  thus  designated.  From  this  point,  the  construction 
of  the  pattern  is  similar  to  those  that  have  been  given  in 
the  earlier  portions  of  the  Course,  but  since  the  method  of 
constructing  the  triangles  is  somewhat  different  from  that 
shown  in  previous  problems,  the  following  description  is 
given  : 

Draw  the  line  a  b  at  {b)  and  make  it  the  same  length  as 
the  hypotenuse  of  the  triangle  at  ((i)  whose  base  is  x  b. 
Since  the  upper  terminal  of  this  hypotenuse  is  defined  by 
the  projection  of  the  point  li  from  the  elevation  to  the 
drawing  at  (^7),  this  hyjx^tenuse  is  the  true  length  of  the 
line  ab  of  the  plan.  Next,  from  b  as  a  renter,  with  a  radius 
be  (taken  from  the  plan),  describe  an  arc  of  indefinite 
length.  Inters(H^t  this  arc  at  c  hy  an  arc-  (lcs(Mil)cd  from  a 
as  a  center  with  a  radius   equal    to   the  true   length  of  the 
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line  a  c  ol  the  plan,  that  is,  the  hypotenuse  of  the  triangle 
at  {a)  whose  base  is  x  t.  In  a  similar  manner,  Uie  remain- 
ing portion  of  the  drawing  at  {l>)  is  constructed.  Since  the 
points  of  this  development  are  lettered  like  corresponding 
points  in  the  plan  and  elevation,  further  description  Is  un- 
necessary. The  pattern  shown  at  Fi^.  ¥J  (d)  is  of  course 
for  only  one-half  of  the  outline  required,  and  the  figure  is, 
therefore,  to  be  duplicated  and  suitable  edges  alluwcd. 

For  the  remaining  portions  of  the  cover,  no  drawings  are 
necessary,  since  the  back  is  shown  full  size  in  the  elcvatii>n; 
and  for  the  rim  it  is  necessary  merely  to  space  the  outline 
shown  in  the  plan,  construct  the  [>arallelogram,  and  add  the 
required  edges.  These  matters,  being  similar  to  the  patterns 
of  former  problems,  need  no  ex  [)1  a  nation. 


PROBLKM  18. 

51,     To  develop  the  patterns  for  iiii  oil-pump  head. 

Explanation. — Fig.  50  is  an  enlarged  view  of  the  pump 
shown  in  position  in  the  tank  illustrated  in  Fig.  48.  As 
will  be  seen  from  the  perspective 
figure,  the  pump  consists  essen- 
tially of  a  cylindrical  barrel  in 
which  the  plunger  moves,  while 
the  upper  portion  is  enlarged  into 
a  cylinder  of  larger  diameter, 
braced  to  the  barrel  cylinder  by 
a  boss  in  the  form  of  a  conic 
frustum.  The  outlet  is  slightly 
tapered,  the  outer  end  being  in 
the  form  of  an  elbow.  Such  out- 
lets are  often  braced  to  the  inter- 
sected body  by  means  of  a  con- 
ical boss,  as  shown  in  Fig.  4H,  a 
description  of  a  boss  similar  to 
this  forming  the  subject  of  Prob- 
lem 19.  An  inverted  cone  of  slight  altitude  forms  the 
cover  of  this  pump  head  and  serves  as  a  drip  by  which  the 
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oil    carried   up   by    the    plunger    rod    is    returned    to   the 
pump. 

Since  the  main  barrel  of  the  pump  consists  of  a  simple 
tube,  or  cylinder,  its  pattern  needs  no  explanation,  and  the 
drawing**  will,  therefore,  contain  a  description  of  only  the 
upper  portion  of  the  purap.  The  fittings  for  these  pumps 
— that  is,  the  valves  and  plunger — ^are  usually  made  of 
malleable  iron  and  may  be  purchased  from  jobbing  houses 
that  deal  in  tinners'  supplies.  It  is  well,  therefore,  to  as- 
certain their  exact  diameter  before  commencing  the  patterns 
for  the  pump  barrel.  These  drawings  may  be  constructed 
by  the  student  in  their  full  size;  and  since  the  dimensions 
are  necessarily  stated  in  the  directions  for  the  construction 
of  the  projections,  the  usual  specifications  are  omitted, 

I  CoNSTRtJCTioN, — The  diameter  of  the  barrel  in  this  case  is 
1  inch,  and  that  of  the  head  3 J  inches;  the  height  of  the 
head  may  be  conveniently  taken  as  3J  inches.  The  elevation 
of  the  body  of  the  head  may,  therefore,  be  represented  by  a 
parallelogram  constructed  to  the  given  sizes,  as  shown  by 
A  B  C D^  Fig.  51,  the  half  plan  of  the  head  being  represented 
by  a  semicircle  of  the  proper  size,  as  indicated  in  Fig.  51. 
Represent  also  a  portion  of  the  barrel  in  the  elevation  and 
draw  the  boss  for  bracing  the  head  to  the  barrel  cylinder. 
The  outline  of  this  boss  is  given  *^n  inclination  of  45°,  as 
represented  by  the  lines  A  E  and  B  F^  which  should  be 
produced,  as  shown  by  the  dotted  lines,  to  the  vertex  O. 
The  pattern  for  this  boss  should  next  be  described.  The 
simple  frustum  shown  in  the  projections  needs  no  explana- 
tion, the  pattern  being  developed  as  shown  at  {a).  The 
outlines  of  the  cover  may  next  be  defined  in  the  elevation, 
as  shown  by  the  lines  DG  and  C  H  drawn  at  the  angle 
indicated  in  Fig*  6L  The  pattern  for  this  frustum,  being 
determined  in  the  way  adapted  to  conic  frustums,  is  not 
shown  in  the  illustration.  Edges  required  for  construc- 
tion should  be  allowed  on  both  patterns.  Rims  for  such 
covers  are  made  straight  or  flaring,  at  the  pleasure  of 
the  draftsman — if  straight,  they  are  merely  narrow  strips 
of  metal,  and  if  flaring,  they  are  treated  as  conic  frustums. 
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Many  shops  are  provided  with  a  rim  machine  so  con- 
structed as  to  form  from  a  straight  strip  of  metal  a 
flaring  rim  well  adapted  for  this  purpose;  and  since  these 
machines  are  not  expensive  and  their  work  very  expedi- 
tiously done,  flaring  rims  are  more  commonly  made  by  this 
process  than  by  the  old  way  of  laying  out  a  flaring  pattern. 

Attention  is  now  directed  to  the  manner  in  which  the 
spout  is  determined  and  developed.  As  previously  stated, 
it  is  customary  to  make  the  spout  with  a  slight  flare,  or 
taper,  that  is,  to  consider  it  as  a  conic  frustum.  An  elbow 
being  required  in  order  that  the  discharged  oil  may  flow 
directly  downwards,  the  manner  of  representing  it  is  deserv- 
ing of  careful  attention.  Fix  any  convenient  point  on  the 
side  A  />,  as  at  jr,  1|  inches  from  J4,  and  draw  a  horizontal 
line  indefinitely  toward  the  left;  produce  the  line  also  about 
1  inch  toward  the  right.  The  height  of  the  opening  in  the 
body  of  the  pump  head  is  now  set  off  along  the  line  A  J9, 
the  point  x  being  taken  as  the  center  of  the  opening,  which 
may  be  conveniently  made  1^  inches  high;  a  distance  of 
f  inch  is,  therefore,  to  be  set  oK  at  x  a  and  x  b.  Next,  set 
off  the  point  o  G^  inches  from  ;r,  and  complete  the  cone  by 
drawing  o  a  and  o  b\  these  lines  should  be  produced  slightly 
beyond  a  and  b  and  a  temporary  base  and  full  view  drawn  in 
the  manner  shown.  Now,  determine  the  exact  line  of  inter- 
section between  the  cone  thus  represented  and  the  cylinder 
that  represents  the  pump  head — this  operation  is  already 
familiar  to  the  student  and  needs  no  further  explanation. 

It  was  shown  in  Development  of  Surfaces  that  a  pattern 
for  a  two-pieced  elbow  is  produced  by  drawing  a  develop- 
ment of  a  cylinder  intersected  by  a  plane  at  an  angle  of  45°. 
This  property  is  also  true  of  the  cone,  provided  the  cutting 
plane  makes  the  required  angle  with  the  axis  of  the  cone. 
Hence,  draw  a  line  at  an  angle  of  45'"  with  the  axis  a  x,  as 
the  line  c  d,  which  may  be  considered  as  the  line  of  inter- 
section of  the  two  portions  of  th(^  cone.  The.  portion  thus 
cut  from  the  cone  is  shown  in  its  readjusted  position  in 
Fig.  51  ;  but  tin's  work  need  not  1)c  done  by  the  student,  since 
it  is  not  required  for  the  development  of  the  pattern.     The 
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point  r  IS  2|  inches  from  a^  and  the  distance  between  c  and  r, 
Fig.  51,  is  \  inch.  The  problem  now  becomes  one  of  develop- 
ing the  irregular  frustums  e  f  d  ctiwd  c  J  b  tt,  and  since  this 
subject  has  already  been  fully  exiilained  in  this  Course,  the 
student  needs  no  further  iij.struction. 

The  pattern  for  the  body  of  the  pump  will,  of  course,  be  a 
parallelogram  %vith  an  opening  of  irregular  outline  at  the 
intersection  of  the  spout.  This  opening  is  so  nearly  round 
that  most  mechanics  are  accustomed  to  cut  it  out  perfectly 
round  with  a  hollow  punch.  This  answers  all  purposes 
where  the  article  is  small,  but  when  large  work  is  under- 
taken, a  careful  development  should  be  drawn,  as  in  certain 
probl  e  ms  of  Devehpmait  of  Su  r faces,  Th  is  is  accom  pi  ish  ed 
by  drawing  the  stretchout  J/iVand  setting  off  thereon  the 
spaces  i-J8,  ^-^^  5-^,  etc.,  taken  from  similarly  designated 
spaces  \w  the  plan.  Edge  lines,  indicated  in  Fig.  51»  are 
then  drawn  in  the  usual  way  and  the  resulting  figure  at  (i/) 
is  the  outline  required. 


PROBLEM  10. 

52*     To  develop  tlie  patterns  for  \\  conical  boss* 

Explanation, —  It  is  usual  to 
strengthen  the  spout  of  a  pump 
like  that  shown  in  Fig.  50  by  the 
addition  of  a  brace,  or  boss,  made 
in  conical  form  and  arranged  in 
the  manner  iUostrated  in  Fig.  52. 
As  may  be  seen  from  the  figure, 
the  boss  consists  of  a  frustum 
whose  upper  base  joins  the  spout 
and  whose  lower  base  intersects 
the  body  of  the  pump  head.  The 
drawings  may  be  made  full  size, 
as  in  the  last  problem;  and  since 
this  work  might  be  considered  a 
continuation  of  that  problem, 
the  main  outlines  of  the  plan  and  fi«.,  52. 
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elevation  of  Fig.  61  may  be  copied  on  a  sheet  of  clean  paper 
as  shown  in  Fig.  63.  The  specifications  for  the  boss  are 
stated  in  the  following  construction : 


FlO.  58. 

Construction. — The  angle  of  inclination  of  this  boss  is 
first  determined  at  the  pleasure  of  the  draftsman;  in  this 
case,  it  is  taken  as  30°  to  the  horizontal.  The  boss  should 
reach  along  the  sides  of  the  pump  body  as  far  as  possible, 
and,  therefore,  the  lines  that  define   its  outline  in  the  plan 
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should  be  tangent  to  the  circle  that  represents  the  body. 
Draw  the  lines  ^//  and  fyat  the  required  angle  and  tangent  to 
the  large  circle  in  the  plan.  Draw  the  line^y,  and  if  practice 
in  projection  drawing  is  desired,  the  student  may  project 
the  outline  to  the  elevation  and  work  out  the  correct  line  of 
intersection  in  that  view.  This  line  of  intersection  is  not 
required  in  the  elevation  in  this  case,  since  it  is  here  possible 
to  produce  the  pattern  from  the  drawing  in  the  plan.  The 
student  should  note  that  although  the  axis  of  the  cone  of 
the  boss  is  shown  in  its  true  length  in  both  the  plan  and  the 
elevation,  yet  it  is  only  in  the  plan  that  the  intersected 
surface— the  body  of  the  pump — is  shown  as  on  edge.  Draw 
the  line  //  /,  considering  it  as  representing  a  temporary  base 
of  the  cone,  and  describe  the  dotted  semicircle  that  appears 
in  the  plan  of  Fig,  53  as  the  half-full  view  of  the  base.  This 
semicircle  is  then  divided  by  spacing,  as  in  former  problems, 
and  elements  are  represented  extending  to  the  vertex  O, 
The  intersections  of  these  elements  with  the  outline  of  the 
pump  body  are  tiext  projected  to  the  true  edge  line  and  the 
development  completed  in  the  usua!  way.  This  problem  is 
one  of  general  utility  in  the  trades,  and  its  construction 
should  be  thoroughly  understood  in  order  that  its  application 
may  be  made  as  occasion  requires. 


PROBLEM   flO. 

53.     To  develop  the  patterns  for  an  open  coal*ho€l 

Explanation.^ — ^A  perspective  view  of  the  coal  hod  is 
given  in  Fig.  54.  This  article,  as  well  as  many  of  those 
given  in  former  problems,  offers  a  wide  range  of  propor- 
tions and  styles  to  the  discretion  of  the  draftsman  and 
furnishes  ample  opportunity  for  practice  in  various  com- 
binations. The  hod  shown  in  Fig.  54  is  one  of  the  kind 
known  as  **open"  hods — that  is,  the  hod  has  no  covering 
over  the  funnel  end.  Coal  hods  are  designated  in  the  trade 
by  numbers  that  have  reference  to  the  extreme  length 
across  the  top,  as  indicated  by  the  dotted  line  A  B  In  Fig.  54. 
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The  development  in  this  problem  is  of  an  18-inch  hod,  and 
the  drawing^s  arc  to  a  one-quarter  scale,  that  is,  3  inches  to 

1  f'M*t,  The  directions  for 
the  projection  drawings 
are  given  in  the  following 
construction: 

Construction. — A  right 

jilan  and  elevation  are  re- 
quired in  this  case»  and 
since  the  only  dimension 
that  is  given  is  the  ex- 
treme slant  width,  this 
raust  first  be  represented. 
The  angle  of  inclination 
of  this  line  is  indicated  in 
Fig.  65,  and  the  line  A  B^  18  inches  long,  is  therefore  drawn 
at  the  given  angle  to  the  horizontaL  By  means  of  the  30"*  tri- 
angle, draw  from  tlie  point  A  the  line  A  C  downwards  and 
toward  the  right  of  the  drawing,  as  showif  in  Fig.  55,  ma- 
king the  line  13 J  inches  long.  Draw  the  horizontal  line  CD 
BJ  inches  long,  and,  finally,  a  line  connecting  the  points  D 
and  B,  The  principal  points  of  the  elevation  now  being 
determined,  the  plan  may  next  be  constructed  before  the 
curves  of  the  top  are  shown.  Therefore,  bisect  the  line  CD 
at  the  point  x\  and  in  a  convenient  place  on  the  drawing 
below  the  elevation,  draw  a  horizontal  line  of  indefinite 
length  that  will  serve  as  a  center  line  for  the  plan;  project 
the  point  4- to  this  line  at  o\  also  project  the  points  B^  C, 
and  /?as  shown  at  /%  r,  and  d^  respectively.  With  t?  as  a 
center  and  with  od  and  oh  as  the  radii,  describe  the  arcs 
shown,  the  inner  curve  being  a  full  circle.  From  the  point  c 
draw  lines  at  an  angle  of  %%^  to  the  horizontal  and  com- 
plete the  triangle  A' c  A' \\\  the  plan  by  projecting  a  line 
from  the  point  A  of  the  elevation,  as  indicated  in  Fig.  55. 
Draw  lines  from  the  points -1'  that  will  be  tangent  to  the 
outer  arc  and  project  the  point  nf  tangenryy*  to  the  point  u' 
on  the  line  ^4  ^  of  the  elevation,  Tlie  completion  of  the 
elevation    may    now    be    made,    and    since    the    line    that 
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represents  the  upper  base  is  usually  given  a  double  curve,  it 
may  be  constructed  by  the  aid  of  the  compasses  as  foUows; 

From  the  point  ^  as  a  center  and  with  a  radius  equal  to 
the  distance  A  tv,  describe  an  arc  of  indefinite  length; 
intersect  this  arc  at  t  with  an  arc  of  the  same  radius  drawn 
from  the  point  ^  as  a  center;  from  e  as  center  and  with 
the  same  radius,  describe  the  arc  A  w^  as  shown.  In  a 
similar  manner,  the  arc  «-^J5  is  described  from  the  center 
located  at  e*  and  with  a  radius  equal  to  the  perpendicular 
distance  w  B,  The  straight  line  A  w  should  be  lightly 
inked  in  on  the  drawing,  since  a  bend  is  made  along  this 
line  and  the  parts  of  the  coal  hod  above  the  line  are  in  a 
vertical  position.  In  the  construction  of  the  pattern,  the 
straight  line  A  zif  alone  is  considered  as  bounding  the  sur- 
faces of  the  coal-hod  body,  and  no  attention  is  paid  to  the 
curved  flange  until  the  development  is  laid  off,  as  the  stu- 
dent will  perceive  during  the  instructions  that  follow. 

The  projection  drawings  are  now  complete  and  the  proc- 
ess of  development  may  be  at  once  started,  but  before  any 
work  is  done  the  student  should  carefully  consider  the  vari- 
ous portions  of  the  solid  thus  represented.  It  will  be  seen 
that  the  triangular  surface  A' c  A'  in  the  front  of  the  hod 
may  be  laid  out  by  merely  projecting  its  full  view,  but  for 
the  remaining  portions  triangulation  alone  will  suffice.  The 
manner  of  laying  out  the  triangles  also  deserves  much  atten- 
tion, since  in  this  case  an  arrangement  can  be  made  that 
will  result  in  an  incorrect  pattern;  if,  however,  the  triangles 
are  placed  in  accordance  with  the  general  contour  of  the  sur- 
faces and  with  due  regard  to  its  form,  a  correct  pattern  is 
sure  to  result. 

Let  the  upper  half  of  the  outline  of  the  lower  base  in  the 
plan — that  is,  the  part  of  the  outline  above  the  horizontal 
center  line — be  divided  by  spacing  into  a  convenient  num- 
ber of  equal  parts,  in  this  case  six,  as  indicated  by  the 
points  i,  <?,  5,  7,  and  9  in  the  plan  of  Fig;  55.  Fix  the 
point  2  on  the  upper  base  at  the  extremity  of  the  tangent, 
and  divide  the  curved  portion  of  the  outline  of  the  upper 
base    into    five  equal  spaces,   designated   by  the   numerals 
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jj,  6,  S,  and  10  in  Fig.  55,  Now  locate  the  triangles  on  the 
irregular  surface  of  the  coal  hod  by  drawing  A'  /,  J-2,  2-S, 
S—4^  4-^t  ^^^'  I^  '^^Jl  '^^^^'^  be  seen  that  a  plane  triangle  of 
comparatively  large  size  is  included  between  the  lines  A'l, 
A*  £,  and  /-i?,  and  that  the  surfaces  of  the  triangles  included 
between  the  remaining  lines  just  drawn  are  slightly  curved, 
although,  by  the  arrangement  just  made,  the  curvature  is 
such  that  a  gradually  bending  effect  will  be  produced  when 
the  pattern  is  formed  as  required  by  the  drawings.  In  order 
that  the  student  may  see  the  effect  produced  by  drawing  a 
line  directly  between  the  points  c  and  2^  a  line  has  been 
drawn  in  the  lower  half  of  the  plan  between  the  points  c  and/*, 
the  pointy  representing  a  position  corresponding  to  that  of  2 
in  the  upper  half  of  the  plan.  Note  that  a  portion  of  the 
length  of  this  line  is  shown  within  the  circle  of  the  lower 
base;  also  that  if  the  triangles  were  laid  off  in  this  manner, 
a  bend  would  be  required  along  the  line  c/^  which  is  not 
only  unnecessary^  but  would  tend  to  disfigure  the  appear- 
ance of  the  finished  article.  The  arrangement  shown  in  the 
upper  portion  of  the  plan  is  the  correct  one,  and  will  serve 
as  a  guide  when  the  student  is  called  on  to  produce  a  simi* 
lar  development. 

All  the  points  noted  in  the  plan  are  now  to  be  projected 
in  the  regular  way  to  the  elevation,  as  shown  In  Fig.  55, 
and  lines  are  to  be  drawn  between  successive  points  on  both 
bases.  Before  the  development  can  be  made,  however,  the 
true  lengths  of  the  lines  forming  the  sides  of  the  triangles 
must  be  ascertained.  A  diagram  of  triangles  is  therefore 
constructed  as  shown  at  (a);  since  the  method  of  determin- 
ing these  triangles  has  already  been  explained,  further 
description  is  unnecessary.  It  will  be  seen,  by  comparing 
the  plan  with  the  elevation,  that  the  true  distances  between 
the  points  i?,  4,  6^  etc.  on  the  upper  base  are  not  shown  in 
the  plan,  and,  therefore,  a  development  must  be  made  for  a 
portion  of  the  curved  top  of  the  hod.  The  stretchout  AfiV 
is  accordingly  laid  off  as  shown  and  spaced  in  accordance 
with  the  width  of  the  similarly  numbered  spaces  in  the  ele- 
vation;   edge  lines   are   next   drawn,   and    points  thereon 
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determined  by  means  of  developers  drawn  from  the  plan; 
through  the  points  thus  located  is  traced  the  curved  uulHne 
shown  in  Fig.  55  (i),  the  distances  for  the  pattern  radii  being 
taken  from  this  outline  as  hereinafter  shown. 

Everything  now  being  ready  for  the  development  of  the 
pattern,  a  line  of  indefinite  length  may  be  drawn,  as  the 
line  ^-4  ^ at  (r);  perpendicular  to  this  line,  draw  the  line  A' A' 
and  make  it  of  the  same  length  as  the  similarly  lettered 
line  in  the  plan.  Next,  set  off  the  point  c^  its  distance  from 
the  line  A'  A^  being  equal  to  the  length  of  the  liiie  A  C  of 
the  elevation;  draw  the  two  lines  ^-JV,  thus  completing  the 
triangle  A' c  A' ;  next,  construct  the  triangle  cA't,  the 
distance  cl  being  taken  directly  from  the  plan  and 
the  length  A' I  from  the  proper  triangle  at  (a).  The  remain- 
ing triangles  are  constructed  as  shown  in  Fig.  55  and  are 
similar  to  those  of  former  problems. 

It  is  necessary  to  add  a  portion  to  the  pattern  thus  de- 
fined in  order  to  provide  for  the  upright  flanges  along  the 
lines  A' 2[  this  is  done  by  the  aid  of  the  compasses,  from  a 
center  located  at  ^',  and  with  a  radius  equal  to  the  true  dis- 
tance from  A*  to  the  point  ^  as  taken  from  the  drawing 
at  (c).  The  surface  thus  represented  is  not  strictly  In  ac- 
cordance with  the  projection  drawing,  but  is  close  enough 
for  all  practical  purposes  and  economizes  work;  such  proc- 
esses are  allowable  in  cases  where  no  lines  of  intersection 
are  involved. 


SPECrFICATIONS  FOIJ  1)KA^^^NG 
EXAMn^ATlO?^^  PLATE, 

54»  Oeneral  Instructions*  —  The  three  examination 
plates  required  fur  Pr  act  it  a!  Pad  cm  Problems  are  to  be 
drawn  by  the  student  on  paper  of  the  same  size  as  that  used 
for  the  plates  of  preceding  subjects  of  this  Course,  viz., 
14'  X  18'.  The  Technical  Supply  Company's  paper  is 
recommended  as  having  a  good  surface  for  this  pur  pose , 
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although  any  white  drawing  paper  of  good  quality  may  be 
used.  As  before,  a  border  line  is  to  be  ruled  around  the 
sheet  ^  inch  from  the  edge,  thus  making  the  size  of  the  sheet 
on  which  the  drawing  is  made  13'  X  17'.  No  construction 
lines  needed  for  projections  or  developments  are  to  be 
erased.  These  construction  lines  are  not  shown  on  the  re- 
duced copy  of  the  plates;  but  should  be  shown  on  the  exam- 
ination plates  sent  to  the  Schools  for  correction.  The 
drawings  on  these  plates  will  possess  an  increased  value  to 
the  student  if  they  are  inked  in,  although,  as  in  the  prece- 
ding plates  of  this  Course,  pencil  drawings  will  be  accepted 
from  such  students  as  do  not  desire  to  acquire  proficiency 
in  the  matter  of  making  finished  working  drawings. 

55,  Bescrlptlon  of  Plate. — This  examination  plate  is  to 
contain  the  necessary  projection  drawings  of  an  oil  filter 
whose  description  is  given  in  the  following  article.  In  addi- 
tion to  the  projections,  the  student  is  required  to  draw  a 
suitable  development  for  each  of  its  parts  and  to  make  such 
an  arrangement  of  the  several  views  on  the  plate  as  to  pre- 
sent a  pleasing  appearance.  Each  portion  of  the  filter  as 
shown  in  the  projection  drawings  is  to  be  indicated  by  a 
capital  letter  and  the  corresponding  development  of  such 
portion  is  to  be  designated  by  a  similar  lower-case,  or  small, 
letter.  In  addition  to  this  work,  a  brief  recapitulation,  or 
description,  of  the  several  patterns  is  to  be  given  in  a  con- 
venient portion  of  the  drawing.  This  will  afford  the  stu- 
dent desirable  practice  in  the  use  of  the  lettering  alphabet 
given  in  Instrumental  Dra7ui7ij^  and  will  serve  to  illustrate 
the  manner  in  which  working  drawings  may  be  rendered 
more  intelligible  to  persons  unacquainted  with  the  processes 
of  development.  The  title  of  the  plate,  Examination  Plate  I, 
is  to  be  placed  in  the  upper  central  portion  of  the  drawing 
f  inch  below  the  border  line,  and  the  block  letter  described 
in  Instrtunental  Draunu^i^  should  be  used,  as  in  the  case  of 
the  drawing  plates  previously  described.  Before  the  work 
on  the  plate  is  undertaken,  the  student  should  make  pre- 
liminary drawings  on  other  paper,  in  order  that  he  may 
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form  an  adequate  idea  of  the  size  of  the  several  construc- 
tions. The  additional  practice  thus  obtained  will  be  of 
much  assistance  to  the  student,  and  he  will  then  be  better 
able  to  judge  as  to  the  best  relative  arrangement  that  can 
be  effected.  An  outline  perspective  of  the  oil  filter  is  given 
in  Fig.  56.  In  this  illustration,  the  dimensions  of  the  sev- 
eral parts  are  clearly  shown,  and  by  its  aid  the  student 
should  have  no  difficulty  in  constructing  the  required  pro- 
jections. The  developments,  or  patterns,  are  then  to  be 
laid  off  in  the  usual  way.  Suitable  edges  for  such  laps  and 
locks  as  may  be  required  are  also  to  be  indicated  on  the 
drawing. 


56*  Particulars  of  Flltar,  —  In  many  establishments 
where  drilling,  threading,  and  tapping  machines  are  used,  or 
where  automatic  high-speed  operations  of  a  similar  charac- 
ter are  carried  on»  it  is  customary  to  allow  oil  to  flow  freely 
over  the  work.  This  oil  is  afterwards  collected  in  a  drain, 
or  drip,  pan,  but  since  it  contains  dirt  and  small  particles  nf 
metal,  it  must  be  filtered  before  being  used  again.  For  this 
purpose,  a  specially  constructed  filter  is  necessary,  and 
several  styles  made  by  different  manufacturers  are  now  on 
the  market.  They  all  operate  on  the  same  general  plan, 
that  is,  a  cloth  strainer  is  first  used  to  remove  the  coarser 
and  more  solid  particles.  The  oil  is  then  passed  through  a 
layer  of  quartz  sand,  or  other  material,  into  the  receiver, 
and  is  then  in  a  condition  suitable  for  use.  The  cloth 
strainer  is  attached  to  a  metal  rim  that  may  be  readily 
removed  and  the  solid  particles  knocked  off,  while  the 
receptacle  containing  the  quartz  is  so  constructed  that  the 
sand  may  be  readily  taken  out  and  renewed. 

In  order  that  the  sediment  may  be  further  separated,  the 
drain  cock  from  the  receiver  is  attached  a  little  above  the 
bottom,  and  the  accumulation  of  sediment  that  forms  in 
the  bottom  of  the  tank  is  removed  through  a  handhole  at 
the  front  of  the  receiver;  A  specially  designed  filter  that 
meets  these  requirements  is  shown  in  Fig.  5*>;  it  is  seen  to 
consist  of  a  cylindrical  receptacle  A  whose  dimensions  are 


outer  ends  stopped  by  pieces  of  metal  The  spout  Don  the 
front  of  the  receiver  is  a  cylinder  6  inches  in  diameter  j  the 
upper  portion  is  cut  off  at  right  angles  to  its  axis,  and  a 
large  screw-cap  forms  a  means  of  ready  access  to  the  inside 
of  the  tank* 

The  discharge  cock  is  soldered  to  a  tube  1 J  inches  in  diam- 
eter and  its  lowejr  edge  is  1  inch  above  the  bottom  of  the 
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tank;  this  tube  projects  3  inches  from  the  end  cif  the  tank 
and  is  strengthened  by  a  boss  //,  whose  upper  sides  make  an 
angle  of  45°  %vith  the  tank  head.  It  will  be  seen  from  the 
illustration  that  the  lower  edge  of  this  boss  coincides  for  a 
certain  portion  of  its  contact  with  the  edge  of  the  cylinder, 
and^  therefore,  may  be  described  as  a  solid  c^im posed  of  a  por- 
tion of  a  frustum  of  a  cone  and  an  irregular  form  that  can  be 
developed  only  by  triangulation.  The  development  of  tliis 
boss  affords  an  interesting  opportunily  for  the  student  to 
display  his  knowledge  of  this  method  of  constructing 
patterns. 

The  filter  pan  E^  whose  sides  flare  at  an  angle  of  22f°  with 
the  vertical,  measures  at  the  base  IG  inches  wide  by  22  inches 
in  extreme  lengthy  its  outline  at  the  ends  being  defined  by 
semicircles.  For  a  distance  of  1^  inches  in  its  height,  this 
pan  has  straight  sides  that  are  made  small  enough  to  set 
down  in  the  part  F\  above  that  distance  they  flare  on  all 
sides  at  the  given  angle,  and  the  pan  is  finished  at  the  top 
by  a  straight-sided  portion  that  contains  the  rim  to  which 
the  cloth  strainer  is  attached. 

The  edges  indicated  by  If' are  wired  with  a  ^:-inch  rod,  but 
since  the  patterns  for  the  straight  portions  of  this  pan  will 
be  merely  straight  pieces,  or  strips,  of  metal,  they  may  be 
omitted  from  the  sheet,  as  may  also  the  pattern  for  the  per- 
forated bottom.  The  pattern  for  the  flaring  body  of  this 
pan  is  to  be  laid  out  so  that  two  similar  pieces  will  form  this 
part  of  the  article.  A  pitched  cover  G  in  one  piece  com- 
pletes the  work  that  is  required.  If  properly  arranged,  tliese 
drawings  may  easily  be  accommodated  on  a  sheet  of  the 
given  size.  The  projections  should  occupy  a  central  posi- 
tion on  the  plate,  and,  together  with  the  developments— 
with  the  exception  of  the  pattern  for  the  faucet  boss,  which 
is  to  be  made  to  a  scale  of  3  inches  to  1  foot — are  to  be 
drawn  to  a  scale  of  \\  inches  to  1  foot.  The  patterns  for 
the  several  parts  of  the  article  are  to  be  indicated  by  letters, 
as  already  mentioned,  and  in  the  lower  right -hand  corner  of 
the  sheet  a  summary  of  the  work  may  be  added,  as  shown  on 
the  reduced  copy  of  the  plate. 
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The  different  patterns  that  are  to  be  shown  are: 

(tf)  A  pattern  for  opening  in  body  of  receiver. 

(*)  A  pattern  for  opening  in  head  of  receiver, 

(r)  A  pattern  for  Jiides  of  triangular  brace, 

(d)  A  pattern  for  handhole  spout, 

(r)  A  pattern  for  one-half  of  section  E, 

{/)  A  pattern  for  one-half  of  section  F. 

{g)  A  pattern  for  flaring  cover 

{//)  A  pattern  for  faucet  boss. 

With  the  exception  of  the  last  item  in  the  foregoing  list, 
the  patterns,  as  previously  stated,  are  drawn  to  a  scale  of 
IJ  inches  to  1  foot,  but  since  the  work  required  for  the  de- 
velopment of  the  pattern  for  the  boss  is  too  intricate  to  be 


Fig.  57. 


well  shown    in  such  a    small    drawing,  it   is   necessary    to 

reproduce  a  portion  of  the  projection  drawings  and  to  de- 
velop this  pattern  on  a  scale  twice  the  size  of  that  adopted 
for  the  other  portions. 

A    reduced   perspective    view  of    the   completed    filter    is 
given  in  Fig.  57.     Such  fittings  as  the  faucet,  the  screw 
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top  for  the  handhole,  and  the  handle  for  the  cover  have 
been  omitted  from  the  illustration  in  order  that  the  actual 
work  required  of  the  maker  may  be  better  understood.  In 
this  illustration,  the  position  of  the  filter  is  somewhat 
changed  in  order  that  the  student  may  compare  the  two 
views  given  and  thus  arrive  at  a  better  understanding  of  its 
proportions.  The  student  will  also  derive  some  benefit 
from  an  inspection  of  the  reduced  copy  of  the  examination 
plate.  The  general  arrangement  of  the  different  views  is 
here  shown,  and  while  the  operations  are  not  clearly  defined 
in  the  drawing,  enough  is  outlined  to  enable  the  student  to 
apply  the  necessary  principles  to  his  plate. 


PRACTICAL  PATTERN  PROBLEMS. 

(PART  2.) 


INTRODUCTION  TO  PROBLEMS. 

1,  The  problems  in  this  section  have  been  selected  with  a 
view  to  giving  the  student  needed  practice  in  the  develop- 
ment of  patterns  relating  to  pipe  and  conveyor  work.  The 
different  constructions  have  been  collected  during  the  course 
of  a  long  experience  with  workshop  practice,  and,  therefore, 
are  of  great  value  to  the  student.  They  should  be  carefully 
drawn  in  accordance  with  the  text — merely  to  study  them 
is  not  sufficient.  The  practice  obtained  by  drawing  them 
is  nearly  as  efficient  as  can  be  obtained  in  the  drafting  room 
of  a  sheet-metal-working  establishment  under  the  guidance 
of  a  thoroughly  competent  and  skilled  patterncutter.  Until 
the  beginner  has  actually  worked  out  problems  relating  to 
the  daily  situations  of  life,  he  lacks  a  certain  consciousness 
of  his  ability  to  perform  difficult  operations  that  is  always 
characteristic  of  the  successful  mechanic. 

The  plan  of  making  paper  models  of  the  patterns  that  are 
developed  is  an  excellent  one,  and  if  the  student  is  in  a  po- 
sition to  make  sheet-metal  models  of  the  different  articles 
that  are  illustrated  in  this  Course,  he  will  find  it  a  source  of 
profitable  training.  Moreover,  should  any  errors  arise  in 
the  course  of  his  work,  they  are  sure  to  come  to  light  when 
the  model  is  made,  and  by  carefully  going  over  his  work, 
he  will  be  able  to  discover  and  rectify  any  blunders  that 
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may  be  made.  At  this  stage  of  the  instruction,  it  is  per- 
haps unnecessary  to  remind  the  student  of  the  importance 
of  accuracy,  for  he  has  already  had  ample  evidence  of  the 
slight  value  of  a  development  carelessly  drawn. 

Each  problem  should  be  carefully  drawn  by  the  student, 
but  it  is  not  required  that  the  drawings  should  be  sent  to 
the  Schools  for  correction  unless  the  student  meets  with 
insurmountable  difficulties,  in  which  case  assistance  may  be 
obtained  in  the  usual  way.  After  the  completion  of  the 
foregoing  work,  the  examination  plate  is  undertaken  in  ac- 
cordance with  previous  instructions  and  in  the  same  man- 
ner  prescribed  for  the  plate  in  Practical  Pattern  Problems^ 
Part  1. 


GROUP  n:    PATTERNS  FOR  PIPEWORK. 


PROBL.BM  91. 

3.  To  find  tlie  miter  line  and  to  develop  the  pat- 
terns for  elbows  of  any  number  of  pieces. 

Explanation. — The  general  method  to  be  pursued  when 
a  development  is  required  for  a  two-pieced  elbow  of  any 
angle  has  already  been  shown  in  connection  with  a  problem 
in  Development  of  Surfaces,  There  is,  however,  a  more 
convenient  and  ready  way  by  means  of  which  a  pattern  may 
be  laid  off  for  an  elbow  of  any  given  angle  or  of  any  desired 
number  of  pieces.  This  method  involves  a  comparatively 
small  amount  of  work  in  projection  drawing  and  is  fre- 
quently accomplished  directly  on  the  sheet  metal  by  the  aid 
of  the  steel  square  and  the  dividers.  This  problem,  there- 
fore, is  of  general  utility  to  the  sheet-metal  worker,  and 
the  student  should  carefully  follow  the  instructions  and 
memorize  the  construction. 

Specification. — Three  elbows  whose  patterns  are  to  be 
laid  out  arc  shown  in  F'ig.  1  {a),  (/;),  and  (r).  Both  {a)  and 
{b)  are  square  elbows,  or  elbows  of  90° — that  is,  lines  drawn 
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perpendicular  to  the  axes  of  the  two  end  sections  of  each 
elbow  form  an  angle  of  90^ — the  elbow  at  {c)  being  one  of 
67J°.  Further,  {a)  is  a  fouf-pieced,  {^)  a  six-pieced,  and  (c) 
a  five-pieced  elbow. 

The  several  pieces  that  compose  an  elbow  are  commonly 
termed  sections;  the  end  sections  of  an  elbow  may  be  made 
of  any  conveniently  determined  length.  This  length — 
called  length  of  throat — may  be  set  off  at  the  pleasure  of 
the  draftsman  or  may  be  regulated  by  the  requirements  of 
any  particular  case,  and  in  some  instances  may  be  deter- 
mined by  the  sizes  of  sheets  that  are  at  hand.  The  same 
is  true  also  in  regard  to  the  middle  sections,  and  any  length 


(a) 


fc) 


sn 


Fia  1. 

may  be  chosen  that  is  consistent  with  the  prevailing  con- 
ditions. For  the  various  classes  of  work,  it  is  customary  to 
adopt  lengths  that  are  widely  different;  thus,  the  styles 
shown  at  {a)  and  {h)  areas  short,  or  as  ** close/*  as  they 
can  be  made — only  sufficient  length  being  allowed  to 
provide  for  the  two  necessary  rivets  and  the  required  edges 
that  must  be  thrown  off  for  seaming.  Elbows  of  this  form 
are  commonly  used  in  stovepipe  work  and  in  duct  work 
where  a  blast  is  not  used.  The  particular  style  shown  at 
(r)  is  ordinarily  used  for  turns  in  blowpipe  work,  for  grain 
chutes  and  conveyors,  and  for  work  of  a  similar  nature 
where  it  is  desired  to  reduce  the  frictional  resistance  to  the 
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lowest  possible  amount.     While  it  would  not  affect  the  an- 
gle of  the  elbow  if  some  of  the  middle  sections  in  the  same 


(c) 


I  I   I   I  i   i  I   i 

PatfernforS-P/ece  d/'i  '^Jipov^. 


Fi<;.  2. 


elbow 
prt-sci 


were?   made   lonjj^cr   than    othrrs,  yrt,  for  the  sake  of 
ving    a    syinnii'irical     apjx-arancr,    such    lengths    are 
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usually  made  uniform.  The  diameter  at  the  openings  of 
these  elbows  may  be  taken  as  G  inches  and  the  drawings 
constructed  to  a  scale  of  3  inches  equals  1  foot. 

CoxsTHUCTioN.— The  drawings  shown  in  Fig.  2  (a),  (^), 
and  (c)  contain  all  the  preliminary  work  that  is  essential 
for  the  production  of  any  plain  elbow  development;  all  un- 
necessary work  has  been  omitted,  and  the  constructions  here 
shown  are  those  in  general  use  by  practical  cutters. 

Attention  is  first  directed  to  Fig.  2  (<i),  by  means  of  which 
the  pattern  for  the  elbow  shown  at  Fig.  1  (a)  is  developed. 
First  describe  a  circle  .1  />  Cthat  will  represent  a  plan  of  one 
of  the  end  sections;  note  that  at  (d)  and  (i)  this  operation 
is  still  further  shortened — <inly  a  semicircle  being  described — 
for  it  is  necessary  to  define  but  one-half  of  an  outline  that 
is  capable  of  division  in<o  symmetrical  halyes.  The  outline 
of  this  circle  (or  semicircle)  is  next  divided  by  spacing  into 
a  convenient  number  of  equal  arcs — sixteen  being  taken  in 
this  problem.  Next,  in  the  position  shown  at  Fig.  2  (a),  an 
angle  a  be  is  constructed  whose  measurement  will  be  the 
same  as  that  of  the  desired  elbow — in  this  case  90"*.  From  6 
as  a  center  and  with  any  convenient  radius,  describe  an  arc, 
as  shown,  that  shall  intersect  rt'^and^r;  bisect  the  angle  a  A^ 
by  the  line  id  and  then  divide  that  portion  of  the  arc  in- 
cluded between  the  lines  i^and  dc  into  a  number  of  spaces 
Pone  /t'ss  than  the  number  of  pieces,  or  sections^  required  in 
the  elbow.  That  is,  in  the  case  of  the  drawing  at  Fig.  'Z  (a)^ 
where  it  is  desired  to  produce  the  patterns  for  a  four-pieced 
elbow,  the  arc  is  divided  into  t/trrf  equal  spaces;  at  (A),  into 
^rr  equal  spaces;  and  at  (f),  mto  /our  equal  spaces,  From 
that  point  of  division  nearest  the  line  dc — that  is,  the 
point  e — draw  a  line  to  the  vertex  of  the  angle  at  A.  The 
line  i  e  may  now  be  used  precisely  as  though  it  were  a  regular 
line  of  intersection  projected  in  the  usual  way,  and  the 
method  is  the  same  for  elbows  of  any  diameter.  The  devel- 
opment is  next  constructed  by  laying  off  the  stretchout  AfJV, 
as  shown  in  Fig.  %  (rf),  by  drawing  projectors — which  repre- 
sent, in  this  case,  assumed  edges — from  points  on  the  out- 
line of  the  circle  to  the  line  of   intersection   i  t\  and  thence 
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drawing  developers  to  the  edge  lines  in  the  development  in 
the  usual  manner.  Through  the  points  thus  determined  at 
the  intersection  of  the  developers  with  the  edge  lines  in  the 
development,  the  irregular  curve  of  the  pattern  may  be 
traced. 

The  manner  of  laying  off  the  pattern  for  the  outer  and 
middle  sections — that  is,  for  the  complete  elbow — although 
very  simple,  is  perhaps  deserving  of  some  attention.  The 
irregular  curve  that  is  produced  by  the  developments  in  Fig.  2 
is  the  only  one  needed  for  the  entire  elbow,  and  the  pattern 
may  be  cut  out  as  indicated  by  the  outline pqrs  in  the  illus- 
tration, care  being  taken  to  make  the  lines /^  and  rs  oi  the 
same  length.  A  sheet  of  metal  must  be  provided  that  is  of 
sufficient  length  to  provide  for  locks  and  edges,  and,  revers- 
ing the  pattern  as  required,  the  sheet  is  marked  as  indicated 
in  Fig.  3.  The  outer  parallel  lines  of  every  section  must  be 
equal,  in  order  that  there  may  be  no  projecting  corners 
when  the  metal  is  edged  in  the  proper  machines. 

Elbow  makers  distinguish  the  various  sections  of  an  elbow 
by  particular  names;  thus,  the  piece  commonly  used  for  the 

large  end  a.  Fig.  3, 
is  called  the  butt^ 
and  is  chosen  for 
the  reason  that 
when  formed  up, 
the  joint,  or  seam, 
comes  on  the  under, 
or  throat,  side  of 
the  elbow,  and  is 
therefore  in  the 
place  least  exposed 
to  view.  The  sec- 
tion ci,  Fig.  3,  is 
called  X\\Q pointy  and 
is  contracted,  or  **  drawn  in,  to  enter  the  large  end  of  the 
pipe  to  which  it  is  fitted — its  seam  being  thus  partially  cov- 
ered. The  niichlle  sections  /^  and  c  are  designated,  respect- 
ively, N(x  1  and  No.  2  sections.      In  shops  wliere  four-pieced 


Fig.  3. 
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elbows  are  made  by  machinery,  the  stock  is  sorted  after 
being  cut,  and  elbows  of  the  better  grades  are  made  of  butts, 
points,  and  two  No.  1  sections,  thus  avoiding  seams  in  the 
back.  A  second  grade,  somewhat  cheaper,  is  made  in  which 
the  No.  2  sections  are  used.  For  general  trade  use,  how- 
ever, on  account  of  the  waste  of  stock,  this  distinction  can- 
not be  made,  and  it  is  customary  to  work  up  all  the  sections 
as  they  are  cut  and  without  particular  regard  to  the  appear- 
ance of  the  seams. 

It  is  evident  that  an  elbow  of  any  desired  number  of  pieces 
may  be  readily  laid  out  by  the  method  that  has  just  been 
shown;  but,  since  it  is  often  desirable  to  produce  elbow  pat- 
terns without  loss  of  time,  what  are  known  as  elbow  charts 
are  frequently  used.  These  consist  merely  of  a  diagram  in 
which  the  angle  of  the  line  of  intersection  is  indicated,  and 
the  patterncutter  has  only  to  copy  the  angle  on  his  drawing 


Fig.  4. 

and  proceed  at  once  with  the  development.  In  place  of 
using  a  protractor  to  measure  these  angles,  they  are  con- 
structed as  right-angled  triangles  whose  bases  are  taken  of 
a  given  length  and  whose  heights,  or  altitudes,  vary  in  ac- 
cordance with  the  specified  angle.  Such  a  chart  is  shown 
in  Fig.  4,  and  if  desired  for  shop  use,  may  be  reproduced  by 
the  student  on  a  piece  of  thick  cardboard. 

Reference  to  Fig.  2  will  enable  the  student  to  understand 
that  the  processes  shown  at  {b)  and  (f)  are  similar  in  every 
way  to  that  shown  at  {a).  It  should  be  j)articularly  observed 
that  in  the  drawing  at  (r),  where  the  desired  development  is 
for  an  elbow  of  67i°,    the  angle  abc  i^s,  laid  out  at   that 


instances,  however,  especially  where  intricate  intersections 
are  to  be  worked  oat,  the  entire  elevation  should  be  pro- 
jected»  and  in  the  following  problems  may  be  found  particu- 
lar cases  where  the  drawing  of  the  full  elevation  is  all 
important.     The  present    problem   is   irUrnduced    in  order 
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that  the  student  may  be  in  possession  of  the  best  means  of 
producing  such  elevations.  No  development  of  the  surfaces 
of  these  elbows  is  to  be  drawn  in  this  case»  for  such  work 
would  be  merely  a  repetition  of  that  given  in  Problem  2L 

It  is  required  to  draw  elevations  of  three-,  four-,  and  six- 
pieced  elbows,  and  in  order  that  the  student  may  derive  the 
greatest  possible  benefit  from  this  exercise,  the  first  two 
drawings  may  represent  elbows  of  90^,  and  the  third  draw- 
ing an  elbow  of  60***  Their  diameters  may  be  taken  in 
each  case  as  6  inches  and  the  drawings  made  to  a  scale  of 
3  inches  to  the  foot. 

CoNSTRUCTioK, — Draw  first  the  angles  a  ir^  Fig»  5  (a),  (6), 
and  (c),  and  make  them  equal  to  those  of  the  required  elbows; 
that  is,  90°  at  (a)  and  (i)  and  mT  at  (r).  Next,  on  the 
line  a^  lay  off  a  distance  from  If  to  d  equivalent  to  the 
length  of  the  radius  desired  for  the  inner  curve  of  the  elbow. 
This  distance  varies  with  the  class  of  work  for  which  the 
elbows  are  intended  and  with  the  number  of  sections  in 
the  elbow;  for,  as  will  be  seen  later,  this  distance  fixes  the 
length  of  the  middle  sections.  It  should  not,  therefore,  be 
'laid  off  without  attention  to  these  details.  In  the  drawings 
at  {a)  and  (i),  the  distance  dd  may  be  taken  as  2  inches  and 
in  the  drawing  at  (c)  as  12  incjies;  after  the  point  d  has 
been  located,  describe,  from  ^  as  a  center  with  di  as  a 
radius,  an  arc  intersecting  the  lines  at  and  3f,  as  shown 
I  in  Fig.  5.  Make  da  equal  6  inches,  the  diameter  of  the 
'elbows,  and,  with  if  a  as  a  radius,  describe  arcs  concentric  to 
those  first  draw^n.  The  arcs  ac,  in  Fig.  5,  are  next  to  be 
divided  into  equal  spaces  one  less  in  number  than  the 
pieces  required  in  the  elbow;  that  is,  two  spaces  at  (a), 
three  at  (^),  and  five  at  (f).  Each  of  these  spaces  is  bisected 
in  turn,  and  the  joint  lines,  or  the  lines  of  intersection  of 
the  elbows,  are  indicated  on  lines  drawn  from  the  points  ,r 
to  the  vertex  ^.  The  elevations  are  completed  by  repre- 
senting the  outlines  of  the  different  sections  of  the  elbows 
by  lines  drawn  tangent  to  the  arcs  ac  and  di^  through  the 
points  that  were  located  by  the  first  spacing.  The  end 
sections  of  these  elbows  may  have  any  convenient  length 
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of  throat,  but  it  will  be  seen  from  Fig.  5  that  the  length  of 
the  middle  sections  as  shown  in  each  elevation  cannot  be 
changed  when  once  the  radius  db  has  been  fixed. 


PROBLEM  23. 

4.  To  (levolop  tlie  patterns  for  ellx>\vs  In  pipes  of 
Irrciiruliir  sectional  on t line. 

Explanation. — A  problem  in  producing  the  patterns  for 
stack  elbows  is  here  introduced  in  order  to  show  the  student 
that  the  principles  adapted  to  the  development  of  elbow 
patterns  in  round  pipe  are  applicable  also  to  elbows  for 
pipes  of  irregular  sectional  outlines.  In  many  localities, 
stacks  for  hot-air  heating  are  made  in  the  form  shown  in 
the  plans  of  Fig.  7;  that  is,  their  sectional  outlines  are  rep- 
resented by  a  rectangular  figure  having  semicircular  ends. 
A  perspective  view  of  two  elbows  for  pipes  of  this  sort  is 


1 


Fig   0. 

shown  in  Fig.  6.  The  drawing  at  {a)  represents  a  three* 
pieced  elbow  such  as  is  commonly  used  in  nuiking  turns  from 
a  vertical  stack  tu  a  horizontal  line  of  pipe ;  the  elbow  shown 
at  {!>)  is,  by  trade  workers,  usually  termed  an  edgnvise,  or 
Jlaiieisi\  elbow*  Its  use  is  obviuus.  Elbows  of  this  sort  are 
very  generally  used  by  furnace  workers,  the  bend  at  {a) 
commujily  bting  made  in  three  pieces,  and  that  at  {b)  in  two 
pieces.  These  drawings  are  In  he  made  to  a  scale  of 
3  inches  to  the  foot,  ami  the  extreme  dimensions  of  the 
sectional  outline  may  be  taken  as  4*  X  8'. 


§18 
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Construction. — The  miter  lines  for  these  elbows  are  to 
be  found  by  the  method  used  in  Problem  21.  In  this  case, 
it  is  necessary  to  draw  a  plan  that  will  show  at  least  one- 
half  of  the  full  outline  of  the  sectional  view.  The  plans 
and  elevations  may  be  constructed  substantially  as  they  are 
shown  in  Fig.  7;  next,  one-half  of  the  curved  outline  is 
divided  by  spacing  into  a  convenient  number  of  equal  parts, 


FIG.  7. 

as  in  the  case  of  elbows  for  round  pipe.  The  stretchout  M N 
is  then  laid  off  in  its  proper  position  and  edge  lines  erected 
in  the  usual  manner.  The  completion  of  the  development 
is  made  in  a  way  precisely  similar  to  that  shown  in  former 
problems,  and  needs  no  further  description. 

It  will  be  seen  from  Fig.  7  that  the  stretchout  has  been 
laid  off  in  such  a  manner  that  the  seams  of  the  different 
sections  will   come   at    the    points  a',   this  being  generally 
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regarded  as  the  best  place  for  the  joints.  In  many  shops, 
however,  the  seams  are  preferably  made  at  the  points^.  If 
it  is  desired  that  the  position  of  the  seam  should  be  changed 
in  any  way  from  that  shown  in  Fig.  7,  it  may  be  accom- 
plished very  readily  by  starting  the  stretchout  from  the 
required  point  in  place  of  from  the  points  x  as  here  shown. 

Capacity. — It  is  doubtful  whether  less  attention  is  ever 
paid  to  the  capacity  of  an  article  made  in  the  tin  shop  than 
in  the  case  of  stacks  for  hot-air  heating,  or  whether  there  is 
an  instance  where  a  more  important  matter  is  neglected. 
An  examination  of  work  that  has  been  installed  by  the 
average  heating  contractor  will  convince  almost  any  one 
that  little  or  no  care  has  been  expended  on  this  subject. 
In  order  that  these  problems  may  be  intelligently  studied, 
the  student  should  be  informed  as  to  the  usual  practice  of 
heating  engineers  in  the  matter  of  the  proportion  that 
should  be  maintained  between  the  capacities  of  the  upright 
stack  and  that  of  the  horizontal  feeder.  This  subject  is  not 
strictly  within  the  province  of  this  Course,  and  is,  more- 
over, of  such  a  nature  as  to  require  that  the  different  con- 
ditions should  be  considered ;  for  example,  the  proportions 
that  would  answer  in  the  case  of  the  blast  system  of  heating 
are  not  the  same  as  are  used  where  the  ordinary  hot-air 
furnace  is  used  as  a  generator.  In  the  case  of  the  hot-air 
furnace,  it  is  usually  couf^idered  the  best  'j^>ractice  to  con- 
struct the  upright  stacks  so  that  they  will  have  a  sectional 
area  equal  to  two- thirds  that  of  the  feeder.  In  too  many 
cases  a  stack  containing  only  one-third  or  one-quarter  of 
the  sectional  area  of  the  feeder  is  expected  to  warm  an  ex- 
posed room  properly.  And  the  blame  for  the  inefficient 
heating  apparatus  is  improperly  placed  on  the  furnace, 
when  the  real  fault  lies  in  pipes  wrongly  planned. 

In  order  that  the  student  may  be  in  a  position  to  carry 
out  such  ideas  as  are  suitable  for  the  erection  of  a  properly 
installed  heating  plant,  he  should  be  expert  in  calculating^ 
the  areas  of  the  air  flues  and  the  velocities  of  their  currents. 
The  areas  of  pipes  circular  in  sectional  outline  may  be  taken 
directly   from    the    table    of    Areas    given    in    Arttkntetic; 
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but  in  the  case  of  irregularly  shaped  stacks,  as  in  this  prob- 
lem, it  is  necessary  to  compute  the  areas  in  a  proper  man- 
ner. The  area  of  the  stack  in  this  case  may  be  found  by 
adding  the  area  of  the  parallelogram  a  b  c  d  zX  (rr)  to  that 
of  the  two  semicircles  at  the  ends  of  the  figure;  since  the 
areas  of  the  two  semicircles  may  be  taken  as  that  of  one 
complete  circle,  its  area  may  be  found  in  the  table  of  Areas, 

Area  of  4-inch  circle     .     »     .     12.57  square  inches. 
Area  of  parallelogram  4*  X  4'     16*00  square  inches. 

Total  area  of  stack    •     ,     .     28. 57  square  inches. 

Since  the  area  of  a  round  pipe  7  inches  in  diameter  is 
38.48  square  inches,  the  stack  illustrated  in  this  problem 
may  very  properly  be  used  in  connection  with  a  feeder 
7  inches  in  diameter.  Since  there  are  many  cases  where 
different  conditions  must  be  considered,  rules  for  the  pro- 
portions required  in  similar  cases  may  best  be  taken  from 
the  various  books  on  heating  and  ventilation.  This  prob- 
lem, however,  well  exemplifies  the  application  of  the  prin- 
ciples of  mensuration. 


FHOBI.EM  %\. 

St     To  develop  the  patterns  for  a  conic  ellK>'w. 

Specification. — The  conditions  that  are  illustrated  in  per- 
spective in  Fig.  8  are  not  in- 
frequently encountered   in 
blowpipe  work  by  the  sheet- 
metal  worker.     The  redu- 
cing, or  conic,  elbow  there 
shown    is    often    used    to 
complete  a  turn    between 
pipes  of   different    diame 
ters.     In    this  problem,   i 
will  be  assumed    that    the 
larger  pipe  is  12  inches  in 
diameter  and  the    smaller 
6  inches  in  diameter.  Their  fio,  8. 
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position  is  such  that  the  axes  of  the  two  pipes  make  an 
angle  of  90° — that  is,  a  right  angle — and  the  connection 
piece,  or  conic  elbow,  in  this  case  is  to  be  made  in  four 
pieces.  The  drawings  are  to  be  made  to  a  scale  of  3  inches 
to  the  foot. 

Construction. — The  solution  of  this  problem  depends  for 
its  result  on  the  principle  that  the  miter  lines  laid  down  for 
the  production  of   elbows  in  cylindrical  pipes  will  also  hold 


Fir..  9. 


good  for  the  clcvt-lopinciU  of  llu*  fnisluniof  the  cone.  This 
is  found  to  he  the  casc  /?'o:'ii/t\/  ///r  niitcr  lines  arc  placed  in 
the  same  relation   to  tJie  axis  of  tJie  frustiini,  or  of  the  cone^ 
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as  they  were  to  the  axis  of  the  cylinder.  The  same  rules  that 
were  given  in  Problem  21  for  finding  these  lines  may  be 
used  ill  this  case,  and  the  angles  may  accordingly  be  taken 
directly  from  the  drawings  for  that  problem. 

The  first  step,  however,  consists  in  laying  off  an  elevation 
of  such  a  frustum  as  will  contain  sufficient  material  for  the 
number  of  pieces  required  in  the  elbow;  this  is  a  matter  fur 
experiment,  and  it  will  be  seen  that  such  features  as  lengih 
of  throat,  number  of  pieces  required  in  the  elbow,  and  the 
lengths  of  the  separate  pieces  must  be  duly  considered.  In 
the  conditions  that  obtain  in  this  problem,  a  height  of 
14  inches  may  conveniently  be  taken  for  the  frustum;  this 
distance  is  accordingly  laid  off  on  the  line  O  S,  Fig,  9, 
ivouiA  to  5.  Through  -^and  perpendicular  to  ^-i  B,dTB,w  C D 
1%  inches longj  and  through  A  draw£F6  inches  long;  then 
draw  C  Jfand  D  /%  producing  them  until  they  meet  in  the 
point  O. 

A  half  plan  of  the  base  of  the  frustum  is  next  drawn,  as 
indicated  by  the  semicircle  C S  D;  this  is  then  divided,  by 
spacing  in  the  usual  manner,  into  a  convenient  number  of 
equal  parts,  and  from  the  points  thus  located,  the  elements 
of  the  full  cone  are  then  projected  to  the  elevation.  The 
next  step  is  to  represent  the  miter  lines,  or  the  lines  of  inter- 
section of  the  elbow.  As  previously  stated,  these  lines  must 
be  at  the  same  angle  to  the  axis  of  the  cone  as  they  were 
to  the  axis  of  the  cylinder  in  Problem  21 — that  is,  the 
angle  O  G  %\  Fig,  9,  must  be  equal  to  the  angle  ^be.  Fig.  %  {a). 
The  way  in  which  this  result  may  be  most  readily  accom- 
plished  is  to  cut  a  cardboard  triangle  along  e  b  e.  Fig.  2  (rt), 
and  to  use  this  triangle  in  connection  with  the  T  square  in 
the  same  manner  as  the  45°  or  the  Gif  triangle  is  used. 
Having  constructed  one  of  these  triangles,  the  distance  C  u 
is  first  laid  off  as  a  convenient  length  for  the  throat  of  the 
end  section;  the  line  uv  is  then  drawn  by  the  aid  of  the 
cardboard  triangle  and  the  distance  v  w  laid  off  for  the 
length  of  the  second  section  of  the  elbow.  The  triangle  is 
next  reversed  and  the  line  7c^  x  drawn;  the  distance  ,ry  is 
made  the  same  length  as  the  distance  f  zv  and   the  line  y  2 
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drawn  after  aj^aiti  reversing  the  triangle.  It  will  now  be  seen 
that  the  frustum  should  be  so  planned  in  regard  to  height  that 
the  distance  z  -F  will  be  equal  in  length  to  the  distance  C  u^ 
in  order  that  the  two  end  sections  of  the  elbow  may  present 
a  symmetrical  appearance.  The  four  sections  required  for 
the  elbow  are  designated  in  Fig.  9  {a)  by  the  letters  J/,  N^  O, 
and  P,  and  in  Fig,  9  {b)  a  drawing  is  shown  in  which  these 
sections  are  reversed.  That  each  section  in  the  drawing 
at  {b)  corresponds  with  the  similarly  lettered  section  in  the 
drawing  in  Fig.  9  {a)  may  be  determined  by  measure- 
ment. The  sections,  therefore^  when  fitted  together  to  form 
the  elbow  are  to  be  reversed  in  the  order  shown  in  the 
illustration.  The  development  of  the  patterns  for  the 
sections  of  this  frustum  is  accomplished  in  the  usual  way, 
and  is  well  shown  in  the  development  in  Fig.  9  {a).  Since 
patterns  of  this  sort  have  already  been  described  in  the  text 
of  preceding  problems,  no  further  instruction  in  that  par- 
ticular is  necessary. 

When  these  patterns  are  cut  out  of  metal,  as  in  the  pro- 
duction of  such  an  elbow,  it  is  usual  to  allow  edges  on  the 
side  nearest  the  ap^x  of  the  cone.  It  will  be  seen,  therefore, 
that  such  patterns  must  be  cut  from  separate  pieces  of  metal 
(or  from  the  same  piece,  if  the  pattern  for  each  section  is 
moved  the  width  of  the  allowance),  and  that  two  shear  cuts 
are  required  in  the  case  of  each  line  miter  in  the  elbow.  To 
provide  for  side  laps  or  locks,  the  usual  amounts  are,  of 
course,  allowed  at  the  ends  of  the  patterns. 


1*robl:em  «5. 

6,  To  develop  the  piitternB  for  an  Irregrilar  Inter- 
section of  an  elboAv  witli  a  stralprlit  pipe. 

Specification.  *— Fig.  10  is  a  perspective  view  of  the 
arrangement  of  pipework  that  forms  the  subject  of  this 
problem.     In  many  cases  of  blow  pi  ping  it  is  necessary  to 
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connect  two  pipes  of  different  diameters  whose  axes  lie  at 
right  angles  to  each  other  An  ordinary  T  joint  would  not 
suffice,  for  the  reason  that  it  is  important  to  secure  an  easy 
flow  of  air  through  the  pipes  and  to  reduce  the  frictional 
resistance  to  the  lowest  possible  amount.  The  fittings  ihat 
best  accomplish  this  result  are  shown  in  Fig.  10,  and  are 
subject  to  many  variations  to  suit  the  requirements  of  dif- 
ferent situations  for  which  the  

paLterncutter  must  provide  for. 
The  larger  pipe  in  this  case  is 
assumed  to  be  12  inches  in 
diameter,  and  it  is  necessary  to 
introduce  a  pipe  10  inches  in 
diameter  by  means  of  a  five- 
pieced  elbow  whose  inner  sec- 
tions will  be  tangent  to  a  circle 
of  14  inches  radius.  The  axes 
of  the  two  pipes,  as  previously 
stated,  are  at  an  angle  of  90° 
to  each  other.  These  drawings 
are  to  be  made  to  a  scale  of 
1^  inches  equals  1  foot.  The 
construction  should  be  very  closely  followed,  for  by  slight 
modification,  the  method  herein  used  may  be  suited  to  a 
variety  of  conditions. 

Construction.— The  first  operation  consists  in  drawing  an 
elevation  of  the  elbow  that  will  meet  the  requirements  of  the 
foregoing  specification.  Since  this  process  has  been  fully  de- 
scribed in  Problem  22,  these  instructions  need  not  be  re- 
peated here.  It  is  necessary  to  outline  completely  all  the 
lines  of  a  full  elbow,  although  only  a  portion  of  those  lines 
are  to  appear  in  the  completed  drawing  of  the  connection. 
Any  horizontal  line,  as  ^,r,  Fig,  11,  may  first  be  laid  off,  and 
the  elbow  construction  produced  from  ^  as  a  center  by  the 
method  described,  the  distance  ox  being  made  equal  to  the 
length  of  radius  stated  in  the  specification;  i.  e.,  14  inches. 
After  the  elevation  of  the  elbow  has  been  drawn,  an  elevation 
of  a  portion  of  the  straight  pipe  is  to  be  placed  as  represented 
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hy Pqrs^  Fig.  11,  and  a  circle  described  in  the  plan  to  indi- 
cate the  outline  of  a  sectional  view  of  that  pipe.  The  differ- 
ent sections  of  the  elbow  have  been  designated  in  the 
drawing  in  Fig.  11 — commencing  with  the  lower  section— 


Fu;.  11. 


as  (1^  .  /,  /)\  C\  and  D,  It  will  be  seen,  if  the  drawings  are 
carefully  studied  at  this  jH^int,  that  the  sec^tion  a  will  form 
no  part  of  the  completed  connecti(»n;  that  but  a  small  por- 
tion of  the  section  J,  a  certain  amount  of  the  surface  of 
section  A',  and  the  entire  s<'ciions  (    and  I)  will  be  required. 


§  IB 
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Since  only  a  portion  of  ihe  sections  A  and  B  will  appear  in 
the  completed  patterns,  it  is  necessary  to  produce  their  lines 
of  intersection  in  the  projection  drawing;  this  necessitates 
the  construction  of  temporary  end  views  of  the  different  sec- 
tions of  the  elbow  and  the  representation  of  assumed  edges 
on  the  surfaces  of  the  sections  shown  in  the  elevation. 
Draw  first,  lines  that  will  represent  the  axes  of  the  different 
sections  of  the  elbow  at  A  and  B^  producing  the  axis  of  the 
section  B  indefinitely  to^vard  the  upper  portion  of  the  draw- 
ing, and  the  axis  for  the  section  A  toward  the  lower  edge  of 
1  the  drawing.  At  (t)  and  {(/),  draw  half-full  sectional  views, 
and  divide  each  curved  outline  into  the  same  number  of  sim- 
ilar equal  spaces — afterwards  producing  the  lines  that  repre- 
sent the  assumed  edges  in  the  manner  shown  in  Fig.  11. 
The  next  step  is  to  represent  a  full  sectional  view  in  the 
plan  and  in  the  position  shown  at  (e);  this  latter  view  is 
then  divided  by  spacing  in  the  same  way,  and  from  the 
points  thi^s  located,  horizontal  lines  are  to  be  drawn  toward 
the  right  until  they  intersect  the  outline  of  the  larger  pipe 
in  the  pl^n/  From  the  points  of  intersection  in  the  plan  oo 
the  outline  of  the  larger  pipe,  projectors  are  carried  to  the 
elevation,  and  through  the  points  at  the  intersections  of 
these  projectors  with  corresponding  projectors  previously 
drawn  from  the  views  at  (r)  and  (d),  may  be  traced  the  cor- 
rect lines  of  intersection  that  represent  the  division  between 
the  larger  pipe  and  the  sections  A  and  B  of  the  elbow.  It  will 
be  observed  that  this  irregular  curve  crosses  the  line  a'  if' — 
the  line  of  intersection  between  the  sections  A  and  B — at  the 
point  j^.  For  reasons  that  will  become  apparent  later,  it  is 
necessary  to  project  this  point  >'  to  the  views  at  (c)  and  (^/), 
as  shown  at  j'  and/*. 

The  patterns  for  the  different  sections  may  now  be  laid 
off,  and,  accord ingly»  the  stretchouts  MA^  and  M*  N*  may 
be  laid  off  and  developed  at  right  angles  to  their  re* 
spective  sections  of  the  elbow.  In  developing  the  stretch- 
out M  iV,  it  will  be  seen  that  it  is  necessary  to  start 
from  the  point  y*  at  (r),  and  that  the  point  4  ^t  (r) 
represents  the  position  of  the  central  and    longest    edge 
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line  of  the  pattern.  The  completion  of  the  development 
for  this  section,  and  also  for  the  section  B^  is  in  line 
with  previous  developments,  and  needs  no  further  ex- 
planation. It  will  be  seen  that  the  upper  outline  of  the 
pattern  at  {g)  is  a  curve  that  will  answer  for  the  sections 
of  the  elbow  at  tand  D.  The  pattern  for  the  opening  in 
the  straight  pipe  is  laid  off  at  {//),  the  stretchout,  of  course, 
bein^  taken  from  the  plan.  If  it  is  desired  to  secure  great 
accuracy  in  this  development,  the  position  of  the  point  / 
may  be  located  on  the  view  at  {<-)  and  be  farther  noted  on 
the  stretchout  at  M'  N".  It  is  the  usual  practice  to  deter- 
mine the  position  of  such  intermediate  points  on  the  draw- 
ing and  to  designate  them  on  the  several  patterns  in  order 
that  the  different  pieces  of  the  connection  may  be  more 
easily  fitted  together. 

Many  variations  of  this  problem  are  liable  to  occur  in  the 
course  of  the  experience  of  the  patterncutter*  For  example, 
a  case  may  arise  where  the  elbow  is  required  to  be  fitted  to 
the  straight  pipe  in  such  manner  that  the  axes  of  the  dif- 
ferent connectinns  do  not  iic  in  the  same  plane;  in  such  a 
situation,  it  is  merely  necessary  to  move  the  view  at  (r)  in 
a  vertical  direction — either  up  or  down  on  the  drawing. 
The  work  then  becomes  more  complicated,  for  the  reason 
that  a  greater  number  of  points  must  be  determined;  other- 
wise, the  same  principles  are  used  as  for  the  solution  of  this 
problem.  Again,  the  specifications  may  be  such  that  the 
elbow  is  at  an  angle  other  than  a  right  angle;  this  situation 
is  of  frequent  occurrence,  and  the  student  will  readily  see 
that  in  such  cases  it  is  merely  necessary  to  draw  the  elbow 
at  the  given  angle  and  in  accordance  with  the  instructions 
previously  given  in  Problem  '22.  Such  fittings  as  have  been 
shown  in  this  problem  are  frequently  encountered  in  blast- 
pipe  work  and  in  the  erection  of  the  fittings  for  cotton  gins 
and  presses^  shavings  blasts,  and  dust  blasts,  and  in  many 
other  cases  that  might  be  mentioned.  It  would  be  well, 
therefore,  if  the  student  were  to  pay  especial  attention  to 
this  problem,  and,  as  far  as  possible,  endeavor  to  memorize 
its  construction. 
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PROBLEM  Se. 

7.  To  develop  tlie  patterns  for  a  tliree-way  reduc- 
tion elbow. 

Specification. — The  conditions  that  are  covered  by  this 
problem  are  of  frequent  occurrence.  In  many  cases,  it  is 
desired  to  take, 
from  a  single  line 
of  pipe,  two  smaller 
branches  that  shall 
run  in  different  di- 
rections. A  per- 
spective view  of  the 
situation  is  shown 
in  Fig,  1^.  The 
diameter  of  the 
large  pipe  is  20 
inches  and  of  each 
of    the    branches,  fig.  m 

12  inches;  each  branch  is  made  in  the  form  of  a  six-pieced 
elbow,  the  inner  sides  of  whose  sections  are  tangent  to  a 
circle  16  inches  in  diameter — that  is,  the  *' throat  radius'* 
is  16  inches.  The  perspective  drawing  shows  that  a  tran- 
sition piece  will  be  required  to  complete  the  connection 
between  the  large  pipe  and  the  sections  A  of  the  elbow; 
further,  that  the  arrangement  of  the  fitting  is  such  that  the 
sections  marked  A  intersect  each  other  for  a  certain  dis- 
tance. The  drawings  are  to  be  made  to  a  scale  of  l^J^  inches 
to  the  foot,  and  in  the  construction  of  the  elevation  it  may 
be  assumed  that  the  lines  that  are  to  represent  the  lateral 
sides  of  the  transition  piece  will  be  vertical  and  parallel. 

Construction. — ^As  in  the  preceding  problem,  the  first 
step  is  to  construct  the  proper  elevations  of  the  two  elbows 
in  correct  position;  after  the  elevation  of  one  of  these 
elbows  has  been  drawn,  as  in  Fig.  13,  the  horizontal  Vmcaa* 
is  produced  and  its  length  made  equal  to  the  length  of  the 
diameter  of  the  large  pipe,  since  in  accordance  with  the 
specifications^  the  lateral  outlines  of  the  transition  piece  are 
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to  be  represented  by  vertical  lines  in  the  elevation.  The 
elevation  of  the  other  elbow  when  constructed  will  overlap 
that  of  the  first  elbow.  It  is  already  known,  howev^er,  by 
Practiciji  Prqjtxtimi^  that  the  line  of  intersection  of  two 
cylinders  and,  therefore,  the  line  of  intersection  of  these 
two  elbow  sections  will  be  represented  by  a  line  bisecting^ 
their  outlines,  and  the  line  b  b'  is  accordingly  drawn  as 
shown  in  Fig.  13. 

From  the  points  a  and  a\  vertical  lines  may  be  drawn  to 
the  points  c  and  c*\  there  being  no  specified  length  for  the 
line  ac^  it  may  have  any  convenient  length— say  10  inches— 
that  win  serve  to  give  a  proportionate  appearance  to  the  fit- 
ting. The  line  cc'  is  then  drawn  and  the  elevation  is  com- 
plete. The  plan  may  now  be  partially  outlined— a  circle 
20  inches  in  diameter  being  described  in  the  position  shown* 

It  will  now  be  seen  that  if  the  pattern  for  section  A  is 
developed,  the  patterns  for  the  entire  elbow  may  be  derived 
therefrom.  Accordingly,  the  axis  of  this  section  is  drawn 
and  conveniently  extended  toward  the  upper  portion  of  the 
drawing;  next,  at  {a)  is  constructed  the  semicircular  half- 
fnll  view  of  the  cross-section  of  the  elbow;  this  outline  is 
then  divided  into  equal  spaces,  and  from  the  points  thus 
determined,  edge  lines  are  drawn  across  the  elevation  of 
the  section.  The  development  of  the  stretchout  M N  for 
the  pattern  of  section  A  is  then  made  in  the  usual  manner, 
and  the  point  b  is  noted  at  ^  in  the  outline  at  {a)  and  after- 
wards at  X*  on  the  stretchout  in  a  way  that  may  be  readily 
understood  from  an  inspection  of  Fig.  13,  The  pattern  thus 
laid  off  will  serve  equally  well  for  either  section  designated 
by  the  letter  A^  and  its  upper  outline  will  also  answer  for 
the  pattern  of  the  remaining  sections  of  the  elbows. 

The  patterns  for  this  connection  are  now  complete  with 
the  exception  of  that  for  the  transition  piece.  From  Fig.  13, 
it  will  be  seen  that  the  lower  base  of  this  piece  has  for  its 
outline  a  circle,  and  that  its  upper  base  on  the  lines  ab 
and  ba*  is  defined  by  the  same  outlines  that  represent  the 
lower  ends  of  the  elbow  sections.  The  pattern  for  this 
piece,  therefore,  can  be  produced  only  by  the  method  of 
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triangulatior*,  and  since  a  further  examination  of  the  draw- 
ing leads  to  the  conclusion  that  the  line  do  divides  the  fig- 
ure into  symmetrical  halves,  it  is  seen  that  if  a  development 
of  either  side  is  made^  the  pattern  may  be  completed  by 
duplicating  the  resulting  figure.  It  is  seen  also  that  the 
circle  in  the  plan  represents  a  full  view  of  the  lower  base» 
and  that  from  the  lower  outline  of  the  pattern  at  {S),  the 
true  distance  around  the  upper  base  may  be  measured.  It 
remains,  then,  only  to  define  the  temporary  triangles  on  the 
surface  of  the  transition  piece  and  to  find  the  true  lengths 
of  their  remaining  sides.  The  first  step,  therefore,  is  to 
represent  the  section  of  the  upper  base  in  the  plan;  that  is, 
the  section  on  the  line  Ira*  must  be  projected  to  its  proper 
place  in  the  plan.  Accordingly,  the  half-full  view  of  the 
section  of  the  elbow  is  described  as  shown  at  (c)^  spaced  off 
similarly  to  the  section  at  (a) ;  through  the  points  of  inter- 
section in  the  plan  of  projectors  drawn  from  (c)  with  those 
drawn  from  points  on  the  line  i a\  the  curve  that  repre- 
sents a  foreshortened  view  of  the  upper  base  may  be  traced 
as  shown. 

Next,  the  outline  of  the  lower  base  of  the  transition 
piece  in  the  plan  is  divided  into  the  same  number  of  equal 
spaces  as  are  found  on  the  outline  of  the  upper  base.  Here 
it  may  be  noted  that  the  figure  may  be  further  divided  into 
symmetrical  halves,  for  it  is  seen  that  a  horizontal  line 
drawn  through  the  center  of  the  large  circle  in  the  plan  will 
accomplish  this  purpose.  In  order  to  avoid  confusion  of 
lines  and  to  lessen  the  work  of  development,  the  line  e/^ 
should  be  drawn  as  shown  in  Fig.  13.  For  convenience  of 
development,  the  points  on  the  tipper  base  of  the  transition 
piece  in  the  plan  are  now  indicated  by  the  odd  numbers 
i,  S^  5,  etc.,  and  the  points  on  the  lower  base  by  the  even 
numbers  $^  J^,  6^  etc.  The  triangles  may  now  be  indicated 
in  the  plan  by  drawing  lines  between  successive  points  on 
the  upper  and  lower  bases,  as  ^-^,  S-4,  4-^,  etc.,  and  after- 
wards projecting  these  lines  to  the  elevation;  their  true 
lengths  are  found  in  the  customary  manner,  as  shown  by 
the  diagram  of#triangles  to  the  left  of  the  elevation. 
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The  necessary  preparation  having  been  accomplished,  the 
work  of  laying  out  the  pattern  may  now  begin.  As  stated 
elsewhere,  the  first  line  of  a  pattern  like  this  should  he,  if 
possible,  the  longest  that  is  readily  obtainable;  in  this  case, 
the  line  1-2^  as  taken  in  its  true  length  from  the  diagram 
of  triangles,  may  be  set  off  in  any  convenient  place,  as  at 
(£/),  and  the  triangle  1-2S  constructed  in  the  usual  man- 
nen  This  being  similar  to  preceding  developments^  it  is 
necessary  merely  to  note  that  the  true  radii  for  the  arcs  of 
the  upper  bases,  as  IS^  8-5^  etc.,  are  taken  from  the  outline 
of  the  elbow  section  development  at  (^),  the  distances  being 
there  shown  in  their  true  length.  Since  similar  positions 
in  the  different  views  of  this  problem  are  designated  by 
corresponding  letters  and  figures,  the  method  of  construc- 
tion is  apparent. 


PltOBLEM    «7. 

8#     To  develop  the  pattern  for  a  four- way  brancli  Y* 

Explanation.— ^Thc re  are  many  cases  that  arise  in  the 
course  of  the  blowpipe  fitter's  experience  where  it  is 
desired  to  take  from  a 
leader,  or  main  pipe,  a 
number  of  branches, 
each  of  which  shall  run 
in  a  different  direction. 
Probably  no  two  pattern 
draftsmen  would  design 
the  fitting  that  is  suited 
to  these  requirements  in 
exactly  the  same  man- 
ner; in  fact,  there  are 
so  many  varying  condi- 
tions that  must  be  taken 
into  consideration  in 
work   of  this  class   that  ^'^^  ^** 

it    is  exceedingly    difficult,    if  not  impossible,  to    indicate 
any  one  fitting   as  being  best  suited  to  all  situations  that 
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are  liable  to  arise.  The  feature  of  prime  importance, 
and^  therefore,  entitled  to  first  consideration^  is  that  the 
fitting  shall  be  su  constructed  as  to  provide  an  easy 
flow  for  the  contents  of  the  pipe.  In  all  work  of  this 
class»  no  pains  should  be  spared  to  make  all  bends  easy  and 
gradual,  and,  further,  the  fittings  and  connections  should 
be  so  constructed  that  the  work  may  be  readily  put 
togothcr — even  by  inexperienced  workmen.  The  fitting 
shown  in  perspective  in  Fig.  14  is  a  form  that  is  generally 
recognized  by  sheet-metal  workers  as  well  adapted  to  the 
conditions  of  this  problem.  It  especially  commends  itself 
for  this  purpose  for  the   reason  that  by  blight  changes  in 
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the  construction  of  the  drawing  it  may  be  made  to  suit  a 
variety  of  purposes.  It  will  be  seen  during  the  construc- 
tion of  the  problem  that  the  draftsman  occasionally  adopts 
the  unusual  plan  of  determining  the  milcr  line,  or  line  of 
intersection  of  the  different  portions  of  the  fitting,  by 
means  of  an  arbitrarily  drawn  outline.  When  this  course 
is  followed,  however,  the  other  portions  of  the  drawing 
must  be  changed  to  conform  with  the  changes  thus  made; 
in  other  words,  if  the  miter  line  of  a  compound  solid  be 
arbitrarily  drawn— that  is,  drawn  without  particular  refer- 
ence to  the  regular  methods  and  processes  that  have  here- 
tofore been  given  for  the  finding  of  such  lines — it  is  evident 
that  suitable  modifications  must   be  made  in   the  surfaces 
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affected  by  this  chanj^e  of  method.  In  order  that  the  stu- 
dent may  comprehend  exactly  what  is  meant  hy  the  fore- 
going remarks,  his  attention  is  directed  to  a  study  of  the 
conditions  represented  in  T\^.  15.  The  perspective  draw- 
ing at  (d)  represents  an  intersection  of  a  frustum  of  a  cone 
with  a  cylinder;  the  drawings  necessary  for  the  production 
of  the  patterns  of  this  combination  would  he  constructed 
in  the  regular  way— that  is,  the  projection  would  first  lie 
drawn  and  the  line  of  intersection  produced  by  means  of 
processes  that  have  been  previously  introduced — ^and  the 
development  of  the  pattern  for  the  two  pieces  would  then  fol- 
low in  the  usual  course.  But  suppose  that  for  some  reason 
it  were  desired  to  vary  this  mode  of  procedure  and  to  tise 
a  different  line  of  intersection;  thus,  suppose  it  were  nec- 
essary to  retain  the  circular-shaped  end  to  the  frustum, 
but  to  have  the  surface  of  the  intersecting  solid  meet  the 
cylinder  along  the  dotted  line  e  at  (a).  It  will  be  clearly 
seen  that  this  result  could  be  accomplished,  but  the  pattern 
for  t!ie  surface  of  the  intersecting  solid  could  no  longer  be 
produced  by  the  method  adapted  to  the  development  of 
radial  solids^ — the  method  by  triangulation  would  be 
required,  since  the  intersecting  solid  would  he  changed 
from  a  regular  conic  frustum  to  an  irregular  form  having 
but  slight  resemblance  to  its  former  self,  as  may  be  seen 
from  the  figure  at  (d).  While  such  miter  lines,  or  lines  of 
intersection,  have  been  spoken  of  as  being  arbitrarily 
drawn,  it  is  to  be  remarked  that  a  due  consideration  for  the 
resulting  form  must  be  observed  by  the  draftsman.  There 
are  probably  few  cases  where  the  imagination  of  the  drafts- 
man will  serve  him  in  better  stead  than  in  cases  such  as 
the  present  problem  presents,  for  it  is  all  important  that 
he  should  be  able  to  picture  to  himself  the  exact  form  that 
such  changes  will  produce. 

Specification. — It  is  assumed,  in  this  case,  that  three 
branches  are  to  lie  carried  off  from  a  244nch  pipe  in  such 
manner  that  the  angle  made  between  the  axis  of  each  branch 
pipe  and  the  axis  of  the  main  pipe  is  one  of  135°;  further, 
that   the   divergence   of   the  axes  of   the  branch  pipes,  as 
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shown  in  the  plan  of  the  fitting  is  such  that  they  form 
equal  angles  with  one  another.  The  open  ends  of  the 
branches  are  assumed  to  be  equals  each  being  14  inches  in 
diameter.  The  fitting  is  well  shown  in  a  perspective  way 
in  Fig.  14,  and  from  that  view  it  is  possil>le  to  gain  an  ex- 
cellent conception  of  the  prevailing  conditions.  The  draw- 
ings are  to  be  made  to  a  scale  of  1 J  inches  equals  1  foot  and 
the  proportions  to  be  maintained  are  set  forth  in  the  follow- 
ing construction: 

Construction* — This  problem  illustrates  a  case  in  which 
comparatively  little  work  in  projection  is  employed,  although 
it  is  of  the  highest  importance  that  the  student  should  be 
able  to  understand  and  recognize  the  need  for  the  various 
steps  taken.  In  the  first  place,  a  circle  a  b  c^  Fig,  10, 
whose  diameter  shall  be  equal  to  that  of  the  large  pipe,  may 
be  described  in  the  plan;  the  outline  of  this  circle  is  next 
divided,  either  by  spacing  or  with  the  30°  triangle,  into 
three  equal  parts,  thus  locating  the  points  a^  i,  and  c.  In- 
dicate the  sectors  of  the  circle  by  drawing  the  lines.fi  ^,  i  o^ 
and  c  ^\  it  is  important  that  one  of  these  sectors  should  be 
in  the  position  of  the  sector  a  o  b^  Fig.  IIS,  in  order  that 
the  axis  of  one  of  the  branches  may  be  shown  in  the  eleva- 
tion in  its  true  length.  The  vertical  center  line  shown  in 
Fig*  16  may  now  be  drawn»  and  should  pass  through  the 
point  a,  the  center  of  the  circle  in  the  plan.  Next,  from 
any  convenient  point  on  this  line,  as  at  x,  draw  a  line  at  the 
given  angle — that  is,  135° — to  serve  as  the  center  line,  or 
axial  line,  of  the  branch  pipe. 

At  any  convenient  point  on  this  line,  chosen  with  regard 
to  maintaining  the  proper  proportions  of  the  filling,  the 
perpendicular  e  fifi  erected— in  this  case  38  inches  from  x — 
and  it  may  be  assumed  that  a  section  on  this  line  shall  be  a 
circle  of  the  same  diameter  as  one  of  the  branch  pipes.  Ac- 
cordingly, the  half-full  view  shown  at  {a)  is  constructed,  and 
the  outline  of  the  semicircle  divided  into  a  convenient  num- 
ber of  equal  spaces,  in  this  case  six;  the  points  thus  located 
are  then  projected  to  the  line  e  f  \n  the  manner  shown  in 
Fig.  16.      The  foreshortened  view  of   this  section   Is   next 
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projected  to  the  plan  by  the  aid  of  the  half-full  view  shown  at 
(^),  And  from  the  points  a  and  ^  lines  are  drawn  that  shall 
be  tangent  to  this  foreshortened  view.  The  plan  of  this 
fitting,  or  as  much  as  is  necessary  for  the  production  of  the 
pattern,  is  now  complete,  and  it  will  be  seen  that  the  Unesjia 
and  do  represent  the  miter  lines,  or  the  Hnes  of  inter- 
section, that  separate  the  different  branches  of  the  fitting. 
At  this  juncture  the  draftsman  is  required  to  select^  at  • 
pleasure,  an  outline  that  shall  be  adopted  for  the  full  view 
of  a  section  on  these  lines.  It  may  be  stated  that  the 
usual  practice  is  to  adopt  a  parabolic  curve  for  the  outline 
of  this  section,  but  since  in  this  instance  the  drawing  of 
such  a  curve  would  involve  additional  work  on  the  part  of 
the  student,  the  purposes  of  the  present  problem  will  be  as^ 
well  served  if  the  section  be  considered  as  an  arc,  or  quad- 
rant, of  a  circle.  Accordingly,  a  view  is  constructed  at 
{c)  in  which  the  full  view  of  the  section  on  the  line  o  b  may 
be  shown,  and  in  order  that  the  projection  of  this  miter 
line  may  be  indicated  on  the  elevatiun,  the  view  at  {ti)  is 
also  drawn. 

After  the  views  at  {c)  and  {J)  have  been  constructed,  and 
before  any  points  are  located  on  the  outline  of  the  curves 
there  shown,  an  important  matter  should  be  considered: 
Since  a  number  of  points  are  to  be  located  on  the  lower  base 
of  the  figure  to  be  developed,  and  since,  in  accordance  with 
preceding  instruction,  these  points  should  be  equal  in  num- 
ber to  those  on  the  upper  base  of  the  s<>Hd,  their  arrangement 
should  be  carefully  planned;  the  points  £?  and  dat  the  upper 
and  lower  extremities  of  the  miter  line  are  already  fixed,  and, 
if  possible,  the  division  of  the  lower  base  should  be  such 
that  these  points  may  be  utilized,  in  order  to  avoid  confusion. 
An  inspection  of  the  drawing  in  the  plan  will  show  that  a 
horizontal  center  line  may  be  drawn  that  will  divide  the 
fitting— <jr  as  much  of  it  as  is  necessary  for  the  develop- 
ment— into  symmetrical  halves.  This  line  {eg)  may  now  be 
drawn,  and  it  will  be  seen  that  of  the  six  spaces  required  for 
the  lower  base  of  the  fitting,  three  of  them  may  be  located  on 
the  outline  of  the  large  circle  in  the  plan  and  the  remaining 
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three  on  the  outline  of  the  full  view  of  the  miter  h'ne 
at  (r);  this  is  indicated  in  Fig.  16  by  the  points  S  and  JO  in 
the  plan  and  by  2  and  4  in  the  views  at  (r)  and  (d),  The 
points  '2  and  4  at  (r)  are  next  projected  to  the  miter  line  oi 
in  the  plan,  where,  for  convenience^  they  are  designated  by 
similar  numbers;  they  are  also  noted  at  (d)^  and,  logethei 
with  the  points-^  and  10^  are  then  projected  to  the  elevation. 

It  is  now  possible  to  represent  the  remaining  sides  of  the 
triangles  in  the  plan  and  the  elevation^  and  lines  may  be 
drawn  between  the  successive  points  in  those  views;  thus,  oe 
being  already  represented  by  a  portion  of  the  horizontal 
center  line  in  the  plan,  draw  oJ,  1-2,  2-3,  S-4>  *^tLC,,  and  in 
like  manner  draw  similar  lines  in  the  elevation.  The  true 
lengths  of  these  lines  are  next  determined  by  means  of  the 
diagram  of  triangles  constructed  in  Fig,  10  at  the  right  of 
the  eievatifui  by  the  method  previously  shown  for  such  cases. 
It  will  now  be  seen  that  the  true  lengths  of  all  required  dis- 
tances may  be  found  in  the  drawings  thus  far  constructed; 
thus,  the  true  lengths  of  the  spaces  on  the  upper  base  may 
be  taken  from  the  view  at  ((?),  those  on  the  miter  Hoe  may 
be  taken  from  the  view  at  (f),  and  the  remaining  spaces  on 
the  Inwer  base,  from  the  outline  of  the  large  circle  in  the 
plan. 

Accordingly,  in  any  convenient  place  un  the  drawing,  draw 
a  line  of  indefinite  lengthy  as  the  line  iO  at  (r),  and  make  it 
the  same  length  as  the  correspondingly  lettered  line  in  the 
elevation  (which  is  there  shown  in  its  true  length).  Next, 
with  the  point  t'  as  a  centi^r  and  with  a  radius  equal  to  the 
distance  t'  1  at  {n),  describe  an  arc  of  indefinite  length/after- 
wards  intersecting  this  arc  at  1  with  an  arc  described  from  a 
as  a  center,  with  a  radius  equal  to  tlie  length  of  the  hypot- 
enuse of  the  triangle  that  represents  the  true  length  of 
the  line  a  1  of  the  plan.  The  remaining  triangles  necessary 
for  the  production  of  the  pattern  may  be  constructed  in  a 
similar  manner;  and,  if  desired,  the  work  may  be  done  on 
alternate  sides  of  the  line  ^^  at  (i'),  thus  completing  the  full 
pattern  for  one  branch  of  the  fitting.  After  allowing  for 
the  necessary  locks  and  edges  required,  three  pieces  may  be 
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cut  out  similar  to  the  irregularly  shaped  outline  shown  at  (/), 
and  the  fitting  made  up  in  the  usual  way.  It  will  be  seen 
that  the  construction  here  given  may  have  many  variations: 
that  is,  the  size  of  the  different  openings  may  be  changed  at 
will,  and  all  the  branches  may  be  similar  or  of  different 
diameters.  The  length  of  the  different  branches  is  also  a 
matter  that  may  be  altered  at  the  pleasure  of  the  draftsman, 
and  by  dividing  the  plan  to  suit  the  requirements  of  any 
particular  case,  any  number  of  openings  maybe  introduced. 
For  the  general  purposes  of  the  blowpipe  fitter,  this  fitting 
will  be  found  to  possess  many  adv^antages,  and  the  student 
should  thoroughly  master  its  construction. 


PROBLEM  «8. 

9.     To   develop   the    i>attepns  for  a   fiiniaee  setter^s 
**  ee liter  "  l>oot. 

Expr.ANATFON. — The  sheet-metal  worker  engaged  in  erect- 
ing hot*air  heating  plants  has  frequent  use  for  a  fitting,  or 
transition  piece,  to  use  in  connecting 
pipes  that  are  different  in  sectional  out- 
line. The  case  of  most  frequent  occur- 
rence, perhaps,  is  that  of  the  oval  or 
rectangular  riser  to  which  the  round 
cellar  pipe  must  be  connected  in  a  suit- 
able way.  This  result  is  usually  accom- 
plished— although  in  a  very  objectionable 
way  from  the  standpoint  of  the  modern 
and  up-to-date  heating  engineer^ — by  the 
^^^'  ^"  arrangement  shown  in  Fig,  17;  that  is, 

the  riser  is  allowed  to  project  some  distance  into  the  cellar, 
is  capped  at  its  lower  extremity,  and  a  circular  collar  is  cut 
into  one  of  its  flat  sides.  It  will  be  seen  that  this  fitting 
does  not  admit  of  the  best  conditions  of  service^  since  a 
certain  amount  of  the  capacity  of  the  round  pipe  is  at  once 
cut  off,  and,  besides,  the   air   must  make   a  sharp   turn   at 
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nearly  a  right  angle.  If  a  fitting  of  the  form  shown  in 
Fig.  18  is  used  in  such  cases,  a  three-  or  four-pieced  elhow 
will  give  a  gradual  turn  and  afford  at  the  same  time  a  ready 
means  of  making  direct  connection  with  the  furnace;  for 
the  elbow  at  the  bottom  of  the  fitting  may  be  turned  in  any 
desired  direction^  thus  often  saving  elbows  or  angles  in  the 
round  cellar  pipe.  For  the  purposes  of  exemplifying  this 
problem,  the  drawings — which  are 
to  be  made  to  a  scale  of  3  inches  to 
the  foot —  represent  a  connection 
between  a  round  pipe  12  inches  in 
diameter  and  an  oval  stack  5  inches 
by  10  inches;  the  cross-section  of 
this  oval  pipe  is  represented  by  a 
figure  having  parallel  sides  5  inches 
apart  and  its  ends  formed  by  semi- 
circles, as  in  the  '^oval*'  pipe  in 
Problem  23.  The  height  of  the 
transition  piece  may  be  taken  as 
6  inches,  and,  as  is  usual  in  such 
cases,  collars  2  inches  in  height  are 
attached  at  each  end  of  the  fitting, 

CoKSTRucTioN. — As  may  be  un- 
derstood from  the  perspective  view 
of  this  fitting  shown  in  Fig.  18,  the  development  of  the 
pattern  is  by  triangulation.  In  making  tlie  projection 
drawings,  the  plan  is  to  be  drawn  first.  Begin  this  with 
the  vertical  center  line  A  I\  as  in  Fig.  10,  and  then  con- 
struct the  outlines  of  the  upper  and  lower  bases  of  the 
fitting  in  accordance  with  the  dimensions  previously  given. 
The  horizontal  center  line  CD  may  then  be  drawn,  and  it 
will  be  seen  that  the  plan  is  thus  divided  into  symmetrical 
quarters;  all  the  work  that  is  necessary  for  the  production 
of  the  pattern  may  therefore  be  accomplished  in  one  of 
these  divisions.  The  elevation  is  next  produced,  as  in  Fig.  19. 
The  projection  drawings  being  now  complete^  the  next  step 
is  to  arrange  the  triangles  on  the  irregularly  curved  surface 
of    the   fitting,   and   then    to    find    the  true  lengths  of  all 
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required  lines,  as  in  former  problems.  It  will  be  seen,  from 
aa  examination  of  the  drawing  in  the  plan,  that  the  portion 
of  this  fitting  bounded  by  the  lines  Ca.ab^  and  iCisa 
plane  triangle;  this  triangle  may  accordingly  be  disregarded 
in  the  location  of  the  triangles  for  the  remainder  of  the  sur- 
face. The  outline  of  the  curved  portion  of  the  upper  base 
is  therefore  divided  into  a  convenient  number  of  equal 
spaces^  in  this  case  four,  and  an  equal  number  of  spaces  are 
set  off  on  the  outline  of  the  lower  base. 
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For  convenience  of  reference,  the  points  that  designate 
positions  on  llie  lower  base  may  be  indicated  by  the  odd 
numerals  i,  S^  5,  and  7,  while  the  points  on  the  upper  base 
may  be  marked  with  the  even  numerals  £,  ^  6^  and  8. 
Draw  lines  in  the  plan  between  succeeding  points,  that  is, 
draw  C b^  bl^  1-2^  2S,  etc.^  and  project  these  lines  to  the 
elevation.  Since  these  lines  cross  one  another  in  the  plan, 
it  is  necessary  to  be  very  careful  not  to  mistake  one  for 
another;  it  is  for  this  rc-asun  that  successive  numbers  should 
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be  chosen  for  the  points  in  regular  order,  and  if  this  arrange- 
ment is  adopted,  error  will  be  less  frequent.  The  triangles 
having  now  been  laid  off  on  both  views,  it  remains  only  to 
lind  the  true  lengths  of  such  lines  as  are  shown  foreshort- 
ened and  to  construct  the  triangles  in  their  full  size  in  the 
pattern.  The  usual  method  of  finding  these  true  lengths 
by  the  aid  of  a  diagram  of  triangles  is  shown  in  Fig.  19 
and  needs  no  explanation,  since  the  student  is  already 
familiar  with  the  method  of  procedure. 

The  construction  of  the  triangles  in  their  full  size  in  the 
pattern  at  [a)  is  a  comparatively  easy  matter,  since  the  true 
lengths  of  the  distances  on  the  upper  and  lower  bases  are 
shown  in  the  plan,  and  these  lengths  may  be  taken  directly 
therefrom  in  the  dividers.  The  allowances  for  side  locks 
and  for  seaming  are  made  in  the  customary  way;  the  pat- 
terns for  the  upper  and  lower  collars,  being  merely  strips  of 
metal  2  inches  wide  and  of  lengths  that  may  be  ascertained 
by  taking  the  stretchouts  of  the  upper  and  lower  bases,  are 
also  very  simple  and  need  not  be  explained.  It  may  be 
stated  that  fittings  of  this  form  are  now  coming  into  very 
general  use,  and  several  of  the  prominent  jobbing  houses 
carry  them  regularly  in  stock.  Since  there  is  such  a  variety 
of  sizes  in  the  furnace  worker's  experience,  it  is  very  de- 
sirable that  the  mechanic  should  be  informed  as  to  the  best 
means  of  producing  the  pattern  for  any  special  size  that  he 
may  have  occasion  to  use. 


PROBLEM  2it, 

lOt  To  develop  the  pattemsn  for  a  furnace  setter's 
**offfeet"  boot. 

Explanation. — In  the  installation  of  hot-air  furnace  work, 
the  upright  pipes,  or  risers,  being  enclosed  in  the  different 
partitions  of  a  house,  it  frequently  happens  that  when  the 
furnace  setter  comes  to  connect  his  pipes,  he  finds  one  or 
more  of   them  directly  over   a    stringer^  or  subjoistp  and 


► 


/ 


PRACTICAL  PATTERN  PROBLEMS. 

that  the  fitting  iUiistrated  in  the  foregoing  problem  cannot 
he  used.  In  such  cases,  what  is  called  an  offset  boot^  shown 
in  Fig.  20,  is  very  often  employed.  This  is  a  very  useful 
fitting,  and  since  the  amount  of  offset  can  be  varied  at 
the   pleasure  of   the   draftsman,   a    fitting  of   this   sort   is 

capable  of  many  adapta- 
tions. In  this  problem, 
tlie  connection  is  to  be 
represented  as  made  be- 
tween pipes  of  the  same 
size  and  form  as  those 
in  Problem  28;  the  offset 
is  one  of  6  inches,  and 
the  drawings,  as  before, 
are  to  a  scale  of  3  inches 
Frc  ao.  equals  1  foot.  _ 

Construction. — Tiie  plan  shown  in  Fig.  21  is  first  con* 
structed.  In  this  drawing  it  will  be  seen  that  the  offset  of 
6  inches  is  measured  along  the  horizontal  center  line  from 
the  point  q  on  the  outline  of  the  circle  to  the  right-hand 
edge  of  the  outline  of  the  oval  pipe.  The  elevation  is  next 
constructed.  In  this  view  it  is  seen  that  the  upper  collar 
of  the  fitting  must  be  so  made  as  to  allow  the  free  passage 
of  the  air.  If  a  straight  strip  of  metal  were  utilized  for  the 
pattern  of  this  collar,  a  certain  amount  of  the  air  passage 
would  be  obstructed,  and,  to  overcome  this  difficulty,  the 
upper  line  of  intersectioti — b'  r'  in  the  elevation — is  given  a 
slight  inclination.  This  line  of  intersection  is  determined 
as  follows:  The  height  of  the  fitting  being  stated  as  6  inches, 
a  vertical  line  is  carried  to  the  elevation  from  the  right-hand 
edge  of  the  plan ;  a  horizontal  line  is  then  drawn  through 
the  elevation  at  any  convenient  distance  above  the  plan.  A 
portion  of  this  line  is  taken  for  the  lower  base  of  the  transi- 
tion piece,  as  may  be  determined  by  the  projection  of  the 
points  a  and  q  from  the  plan.  On  the  vertical  line  first 
drawn,  the  position  of  the  point  r'  is  next  fixed  6  inches 
above  the  point  x\  draw  the  line  q'  r*  in  the  elevation  and 
bisect  the  upper  angle  formed  between  this  line  and  the 
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right-hand  outline  of  the  upper  collar.  To  complete  the 
projections,  the  left-hand  edge  of  the  oval  pipe  may  next 
be  projected  to  the  elevation  and  the  line  a*  if'  drawn  in 
that  view* 

It  will  now  be  seen  that  it  is  necessary  to  determine,  on 
the  line  b'  r\  the  outline  of  a  section  of  the  oval  pipe.  This 
is  accomplished  by  first  dividing  the  outline  of  the  curved 
portion  of  the  oval  pipe  in  the  plan  into  a  number  of  equal 
spaces,  eight  in  this  case,  and  projecting  the  sectional  view 
in  the  usual  way,  as  shown  at  {a).  This  operation  deter* 
mines  the  true  distances  between  the  points  on  the  upper 
base  of  the  irregular  transition  piece.  The  outline  of  the 
semicircle  in  the  plan  is  next  divided  into  the  same  number 
of  spaces  as  were  used  for  the  curved  portion  of  the  upper 
base.  These  points  on  the  different  bases  may  now  be 
indicated  by  letters,  as  shown  in  Fig.  21 ;  that  is,  a,  r,  t\  etc, 
on  the  lower  base  and  ^,  d^  f^  etc,  on  the  upper  base.  The 
plane  triangles  a  w  b  and  q  r  v  may  for  the  present  be  dis- 
regarded^  and,  as  required  in  the  case  of  triangnlation 
developments,  the  triangles  needed  for  the  development  of 
the  curved  surface  may  now  be  indicated  in  both  views  by 
drawing  lines  between  the  succeeding  points  thus  noted; 
that  is,  draw  ab^  bc^  cd^  etc. 

The  next  step  in  the  production  of  the  pattern  is  to  deter- 
mine the  true  lengths  of  these  lines  by  means  of  a  diagram 
of  triangles.  To  avoid  confusion,  these  triangles  are  set 
off  on  both  sides  of  the  elevation.  The  manner  in  which 
this  is  done  in  Fig.  21  is  slightly  different  from  that  used  in 
the  preceding  problem,  but  the  method  has  already  been 
given  in  Development  of  Surfaces  as  one  of  the  modiiied 
methods  of  triangulation  development.  It  will  be  seen  that 
the  required  distances  have  been  taken  from  the  plan  and 
set  off  on  the  horizontal  base  line  from  the  vertex  of  the 
right  angle,  and  that  the  letter  used  to  designate  the  tri- 
angle is,  in  each  case,  the  last  one  indicated  in  the  plan; 
that  is,  the  first  triangle  constructed  is  the  one  needed  to 
determine  the  length  of  the  line  b  c^  and  is  designated  by 
the  letter  c  in  the  diagram  of  temporary  triangles.     The 
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letter  d  indicates  the  triangle  by  which  the  length  of  the 
line  r  ^  is  founds  etc. 

The  construction  of  the  pattern  is  made  in  the  following 
way:  The  line  a'  b*  being  shown  in  the  elevation  in  its  true 
length,  and  being,  besides,  the  longest  of  the  true  edge 
lines  of  the  elevation,  is  first  set  off  in  a  convenient  place 
on  the  drawing,  as  at  {b).  The  angles  iv  ^  is  a  right  angle, 
'a.s  may  be  determined  from  the  plan,  and  is  accordingly 
^opied  at  (i)  as  shown,  the  length  of  the  side  %v  b  also  being 
taken  from  the  p!an.  Next,  the  triangle  a  b  c  \^  constructed 
at  {b)  in  the  usual  manner^  and  the  completion  of  the 
remainder  of  the  pattern  differs  from  former  constructions 
only  in  the  fact  that  the  distances  for  the  radii  b  d,  d f,  f  h^ 
etc.  are  taken  from  the  outline  of  the  sectional  view  that 
was  constructed  at  {a).  The  drawing  at  (^)  shows  one-half 
of  the  complete  pattern  for  the  transition  piece,  but  since  it 
is  not  desirable  to  make  the  seams  for  a  pattern  of  this 
shape  at  such  places  as  along  the  lines  a  w  and  q  %\  the 
pattern  is  usually  cut  as  on  the  line  i j\  The  resulting 
pieces  are  then  treated  as  one-half  of  two  separate  patterns, 
and  the  lines  a  w  and  q  v  become,  respectively,  center  lines 
for  the  different  patterns.  To  the  outlines  thus  determined, 
edges  are  then  added  in  the  usual  way.  The  pattern  for 
the  upper  collar  is  next  laid  out  by  the  usual  method  adopted 
in  the  case  of  parallel  forms,  as  shown  in  Fig.  21  (r) ;  the 
stretchout  for  this  development  is,  of  course,  taken  from 
the  outline  of  the  oval  pipe  as  it  is  shown  in  the  plan.  The 
pattern  for  the  lower  collar  is,  as  in  the  last  problem,  a 
straight  strip  of  metal  and  needs  no  further  explanation. 

Patterns  of  this  form,  to  which  the  method  by  triangula- 
tion  must  be  applied,  require  the  close  attention  of  the 
draftsman,  and  unless  he  is  very  particular  to  observe  the 
succession  of  points  in  their  regularly  occurring  order,  he  is 
very  apt  to  become  confused  The  method  of  designating 
these  points  by  letters  in  regular  order,  or  by  numbers  sim- 
ilarly arranged,  is  of  great  help  to  the  draftsman,  and  no 
complicated  development  should  be  undertaken  without 
first  adopting  some  regular  method  of  indication. 
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PROm.EM  81), 

11.  To  flevelop  tUe  patterns  for  an  Irregular  ellipti- 
cal elbow, 

Specipication.^ — In  the  erection  of  the  smoke  pipe  for  a 
certain  class  of  steam  heaters  provided  with  elliptical  col- 
lars, it  is  often  desirable,  in  order  to  obtain  the  greatest 
amount  of  headroom  in  the  cellar,  to  make  the  entire  line 
of  pipe  elliptical  in  sectional  outline.  To  accomplish  this 
result,  an  elbnw  like  that  shown  in  perspective  in  Fig.  '2^ 
must  be  used;  for,  if  a  regularly  made  elliptical  elbow  were 

used,  the  major  axis  of  a 
section  through  the  main 
pipe  would,  in  certain 
cases,  be  in  a  vertical  po- 
sition, and  would  involve 
increased  cellar  obstruc- 
tion. 

The  drawings  for  this 
problem  are  to  be  con- 
structed to  a  scale  of 
IJ  inches  to  the  foot,  and 
the  sectional  view  of  the  main  pipe  is  assumed  to  be 
the  same  in  outline  as  that  of  the  collar  on  the  heater. 
This  ellipse  may  be  described  by  circular  arcs,  as  in  Geotnet- 
rkai  Drawin^^  its  major  axis  being  20  inches  long  and  its 
minor  axis  1%  inches  long.  A  height  of  10  inches  is  as- 
sumed between  the  shoulder  of  the  collar  and  the  under  sid^ 
of  the  main  pipe. 

Construction. — First  construct  the  ellipse  whose  major 
axis  is  represented  on  the  horizontal  line  a  i,  as  shown  in 
the  plan,  Fig,  23;  this  ellipse  is  assumed  to  represent  the 
outline  of  the  heater  collar  and  will  serve  for  the  plan  vie\v 
of  the  lower  base  of  the  solid  that  is  to  be  shown  in  the 
elevation.  From  the  point  x,  at  the  intersection  of  the 
major  with  the  minor  axis,  carry  a  vertical  line  of  indefinite 
length  upwards  to  the  elevation  and  draw  the  horizontal 
line  a*  b'   in   that   view   for  the   lower   base   of   the   elbow. 


Fig.  28. 
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Parallel  to  a'  b'  and  10  inches  above  that  line  draw  c  c\  and 
extend  it  indefinitely  on  both  sides  of  the  vertical.  At  any 
convenient  point  on  this  line,  as  at  c\  erect  a  perpendicular, 
on  which,  as  a  minor  axis,  construct  the  ellipse  shown 
at  {a).  This  is  to  be  of  the  same  size  as  the  ellipse 
previonsly  constructed  in  the  plan.  From  the  upper 
end  of  the  minor  axis  at  {a),  carry  toward  the  elevation 
a  horizontal  line  of  indefinite  length.  Next  fix  the 
point  w  on  the  vertical  line  drawn  through  the  elevation 
midway  between  the  lines  cc*  and  dd\  and  through  this 
point  draw  a  line  at  an  angle  of  45°.  Draw^  a'  d  and  b'  c 
to  represent  the  lateral  outlines  of  the  lower  section  of 
the  elbow\  The  upper  section  of  the  elbow  is  now  seen 
to  be  defined  by  portions  of  the  lines  cc*  and  d d' \  the 
outer  extremity  of  this  section  is  therefore  defined  by 
drawing  a  vertical  line  at  any  distance  from  d  suitable 
for  the  width  of  sheet  metal  that  is  to  be  used  in  the 
construction  of  the  elbow. 

This  completes  the  elevation  and  it  now  remains  to  finish 
the  drawing  by  projecting  the  several  points  to  the  plan; 
here  it  is  to  be  noted  that  the  foreshortened  view  of  the  sec- 
tion on  the  line  cd  will  be  represented  therein  by  an  ellipse 
the  exact  size  of  the  one  at  {a).  This  is  an  important 
principle  and  is  worthy  of  the  student's  careful  consideration ; 
for  by  this  principle  the  drawing  of  sectional  views  may 
often  be  considerably  shortened.  The  right-hand  half  of 
this  outline,  however,  will  be  represented  on  the  drawing  by 
a  dotted  line,  as  shown  in  Fig.  23,  since  that  portion  is  one 
of  the  hidden  edges  of  the  solid. 

The  pattern  for  the  upper  section  of  the  elbow  may  now^ 
be  produced  by  the  well-known  method  for  solids  developed 
by  parallel  lines;  and  it  will  also  be  noticed  that  if  this 
pattern  is  first  developed,  measurements  may  be  taken  along 
its  curved  outline  for  the  actual  distances  on  the  linerrf. 
Since  this  will  obviate  the  necessity  of  constructing  a  sec- 
tional view,  some  work,  therefore,  will  be  saved  by  the 
student.  Divide  one-half  of  the  outline  of  the  view  shown 
at  {a)  into  a  convenient  number  of  equal  spaces,   ten  in 
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Fig.  23-  Layoff  and  develop  the  stretchout  J/ TV  shown 
at  (^) ;  the  pattern  is  then  produced  in  the  regular  way  by 
projecting  the  points  on  the  outline  at  (a)  to  the  line  of 
intersection  €  d^  and  thence  to  the  development  at  (A),  The 
latter  view  is  then  finished  as  shown  in  Fig.  23»  and  edges 
may  be  added  as  required.  The  development  of  the  lower 
section  of  the  elbow  can  be  accomplished  only  by  triangula- 
tion.  Further  examination  of  the  drawing  will  show  that 
the  line  drawn  through  the  points  a  and  b  divides  the  figure 
into  symmetrical  halves.  One-half  of  the  ellipse  first  drawn 
is  accordingly  divided  by  spacing  into  the  same  number  of 
equal  parts  as  the  half  of  the  view  at  {a),  Forconventencc 
of  reference,  these  points  thus  determined  are  designated  in 
the  plan  by  the  odd  numerals  S^  5^  7^  9^  etc. 

The  student  may  now  project  the  points  in  the  elevation 
on  the  line  c  d  to  their  corresponding  positions  on  their 
proper  ellipse,  or  he  may  space  the  latter  outline  tn  a  manner 
similar  to  that  shown  in  the  view  at  {a)\  the  work  will  be 
more  accurately  accomplished,  however,  if  he  adopts  the 
nicthod  by  spacing.  The  points  that  are  located  on  the 
outline  of  the  upper  base  maybe  indicated,  as  in  Fig,  23,  by 
the  even  numerals  ^,  i,  />,  <_?,  etc.  As  in  previous  problems, 
the  triangles  on  the  surface  of  the  lower  section  of  the  elbow 
may  now  be  represented  on  the  drawing  by  lines  drawn 
between  the  successive  points  on  the  upper  and  lower  bases; 
that  is,  draw  a  f,  2S,  S-4i  4^^^  ^tc,  and  project  these  lines 
to  the  elevation.  The  true  lengths  of  these  lines  are  next 
determined  by  means  of  the  diagram  of  triangles  shown  at 
the  left  of  the  elevation. 

Everything  now  being  in  readiness  for  the  development 
of  the  pattern  for  the  lower  section  of  the  elbow,  the  line  a  d 
may  be  set  off  in  any  convenient  place,  as  at  {c)  \  its  length 
should  be  the  same  as  a!d  of  the  elevation,  since  in  that 
view  the  line  is  shown  in  its  true  length.  This  pattern  is 
completed  in  the  usual  way,  but  it  should  be  noted  that  the 
radii  for  the  distances  on  the  tapper  base  are  taken  from 
corresponding  positions  on  the  curved  outline  of  the  pattern 
at  (i).     If  desired,  the  work  may  be  carried  on  at  the  same 
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time  on  both  sides  of  the  line  a  //at  (c),  as  shown  in  Fig.  23» 
thus  producing  the  complete  pattern  for  the  lower  section 
of  the  elbow* 


PROBt^EM   31. 

12-     To  develop  the  patterns  for  an  oblique  coiiii< 
tlon  In  pipework* 

Explanation,— In  the  blowpipe  worker's  experience,  it  * 
often  happens  that  lines  of  pipe  obliquely  inclined  must  be 
connected  to  the  main  lines  of  a  system.  The  measurements 
for  such  connections  should  be  sucli  as  will  enable  the  drafts- 
man to  lay  the  work  out  on  the  drafting  board  and  developj 


the  patterns  for  the  different  pieces,  unaided  by  any  trial  fit- 
tings. In  other  words,  the  measurements  must  be  so  ac- 
curately taken  that  the  work  when  completed  will  fit  in 
position  without  requiring  any  subsequent  adjustments. 
When  the  work  is  such  that  only  square  bends  are  needed  in 
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the  construction  of  the  fittings,  the  question  of  how  the 
measurements  shall  be  taken  is  a  comparatively  simple  one^ 
since  the  required  drawings  are  in  all  such  cases  right  views. 
When  the  conditions  are  as  shown  perspectively  in  Fig.  24^ 
however,  the  center  lines  of  the  different  pipes  cannot  be 
represented  in  their  full  lengths  in  right  views,  and  since  it 
is  necessary  to  have  these  lines  shown  in  their  true  length 

that  is,  not  foreshortened- — oblique  views  will  be  required. 
Measurements  for  such  constructions  should  always  be  taken 
along  the  center  lines  of  the  various  pipes»  for  when  this  is 
done,  the  drawing  of  the  required  views  will  be  greatly 
simplified.  It  should  also  be  noted  that  such  measurements 
may  be  more  easily  and  accurately  taken  if  the  different 
points  are  reached  by  means  of  right  angles;  exactly  what 
is  meant  by  this  will  become  apparent  to  the  student  as  he 
follows  the  construction  of  this  problem. 

The  illustration  in  Fig,  24  represents  the  interior  of  a 
room  in  which  a  Hne  of  pipe  already  installed  passes  through 
in  a  horizontal  direction.  It  is  proposed  to  connect  a  branch 
ipe  of  the  same  diameter  at  A  and  to  carry  it  by  the  least 
number  of  turns  to  the  point  Bon  the  ceiling  of  the  room, and 
thence  vertically  upwards  to  the  ruom  above.  The  drafts* 
man  sent  to  look  after  this  work  first  measures  the  height  of 
the  room  and  finds  that  it  is  10  feet  from  floor  to  ceiling; 
next, he  ascertains  that  thecenter  line  of  the  horizontal  pipe 
is  1  foot  6  inches  above  the  floor.  Deducting  the  second 
measurement  from    the    first,    he    obtains  as  a   remainder 

8  feet  6  inches  and  jots  these  figures  in  his  notebook  on  a 
rough  sketch  as  the  dimension  a,  Fig.  24.  He  then  plumbs 
down  from  the  point  i?and  also  from  the  under  side  of  the 
horizontal  pipe,  and  measures  the  distance  on  the  floor  be- 
tween the  points  thus  determined;  this  distance  is  found  to 
be  3  feet  9  inches,  and  is  noted  as  the  dimension  ^,  Fig.  24. 
The  remaining  dimension  c^  Fig.  24»  is  measured  after 
first  erecting  a  perpendicular  to  the  center  line  of  the  pipe 
at  the  point  A,  and  then  laying  off  a  distance  of  3  feet 

9  inches  to  the  point  C\  before  this  can  be  laid  off,  however, 
the   position  of   the   point  A   and   the  center  line  of   the 


drawings  may  be  constructed,  and  for  the  purposes  of  this 
problem,  the  dimension  figures  are  to  be  laid  off  to  a  scale 
ot  ^  inch  equals  1  foot.  But  since  this  would  render  the 
sizes  of  the  pipe   too  small   Lo  be  distinctly  shown  on  the 
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drawing,  the  latter  may  be  represented  as  though  its  diame- 
ter were  twice  the  length  indicated  in  Fig.  24;  that  is^the 
circle  described  to  represent  the  outline  of  the  pipe  is  to  be 
H  inches  in  diameter  on  the  drawing  made  by  the  student. 

Construction. — As  in  the  majority  of  cases,  the  plan  is 
first  constructed,  and,  for  the  present,  the  student  is  to  pay 
no  attention  to  any  but  the  center  lines  of  the  different 
pipes.  All  necessary  measurements  can  thus  be  represented, 
and  the  determination  of  the  true  length  of  the  oblique  line 
of  pipe  can  be  ascertained  much  more  readily  if  the  drawing 
is  not  complicated  by  the  addition  of  other  lines.  Draw  a 
vertical  line  of  indefinite  length,  asa^,  Fig.  25»  to  represent 
in  the  plan  the  center  line  of  the  horizontal  pipe.  Fix  the 
point  A  at  any  convenient  place  on  this  line.  The  position 
of  the  point  B  is  next  determined  by  first  erecting  at  ^  a 
perpendicular  to  ^  ^  3  feet  9  inches  in  length  and  then 
drawing  CB  p>ara!lel  to^^ — the  distance  between  the  points 
Cand  B  being,  as  shown  in  Fig.  25,  6  feet  *>  inches.  The 
center  line  of  the  oblique  pipe  may  now  be  represented  in 
the  plan  by  a  line  drawn  between  the  points  A  and  B,  The 
elevation  of  these  lines  is  next  constructed  by  the  aid  of  the 
dimension  a,  previously  determined  as  8  feet  6  inches.  As 
this  view  is  produced,  the  student  will  understand  that  the 
vertex  of  the  angle  for  the  upper  elbow  should  be  repre- 
sented at  a  point  below  B;  for,  if  it  were  not  thus  repre- 
sented, the  seam  of  the  elbow  would  project  above  the  ceil- 
ing. The  point  B'  may  therefore  be  conveniently  located 
24  inches  below  B  in  the  elevation  and  a  line  drawn  between 
A  and  B\  as  in  the  plan.  A  study  of  the  views  that  have 
now  been  drawn  will  reveal  the  fact  that  neither  of  them 
shows  any  j^air  of  adjacent  center  lines  in  their  true  lengths; 
the  center  line  of  the  horizontal  pipe  is  shown  full  length  in 
the  plan,  while  the  vertical  distance  B  B'  is  shown  full 
length  in  the  elevation.  The  oblique  center  line  is  fore- 
shortened in  both  views.  It  Will  be  seen  that  a  view  may 
be  drawn  in  the  same  manner  as  the  projection  of  an  imagi- 
nary line  in  an  obliquely  inclined  position  was  drawn  in  Prac- 
tical  Projection  that  will  serve  to  show  this  line  in  its  true 
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length;  but  it  must  also  be  considered  that  the  views  to  be 
drawn  must  show  the  adjacent  axes,  or  center  lines,  of  the 
pipes  in  their  true  lengths,  and,  therefore,  as  was  stated  in 
Practical  Projection^  the  intersection  lines  must  be  repre- 
sented by  straight  lines.  Hence,  if  an  oblique  view  is  con- 
structed parallel  to  the  line  A  B  oi  the  plan,  the  center 
lines  for  the  upper  elbow  will  appear  as  required;  i.  e.,  in 
their  full  length.  Further,  if  a  view  is  constructed  parallel 
to  A  B'  of  the  elevation,  the  center  lines  of  the  lower  con- 
nection will  also  be  represented  full  length.  These  views 
are  most  readily  drawn  by  the  aid  of  right-angled  triangles 
in  the  following  manner: 

Draw  ry*  parallel  lo  A  B  oi  the  plan  and  make/"^  of  the 
right-angled  triangle  at  {a)  equal  in  length  to  c'B*  of  the 
elevation;  produce/^  to  A,  and  hge  will  then  represent  the 
center  lines  of  the  upper  elbow,  both  of  which  are  now 
shown  in  their  true  length.  The  completion  of  the  patterns 
for  the  upper  elbow  from  this  point  is  fully  shown  in  Fig.  25, 
and  the  student  will  need  no  further  explanation  of  the 
process.  The  actual  length  of  the  oblique  pipe  may  be 
measured  on  the  line  ^^as  a  center  line;  the  point  g  should, 
however,  be  noted  on  the  pattern,  as  shown  in  Fig.  25,  in 
order  to  j)rovide  a  measuring  point  on  the  pattern  when  the 
work  is  laid  out. 

The  construction  of  the  oblique  view  from  the  elevation  is 
mad(!  in  a  manner  similar  to  the  one  just  described;  that  is, 
/^  is  first  drawn  parallel  to  jl  B'  of  the  elevation,  and  in  the 
riji^ht-anp^lcd  triangle  q p  r  the  distance /r  is  set  off  as  equal 
to  y^Cof  the  plan;  /r  is  produced  to  s,  and  the  resulting 
anjrle  srq  will  then  he  the  correct  angle  for  the  lower  con- 
nection to  the  horizontal  pipe.  The  miter  lines  in  the 
views  at  (^?)  and  (/;)  are  determined  by  bisecting  at  (^)  the 
angle  c^Ji^  and  at  (/>)  the  ani^^les  srq:^wi\  pr  q^  as  shown  in 
Fig.  25.  If  the  work  of  this  problem  is  accurately  done,  the 
student  will  find  that  tiic  lines  l\^  at  (a^  and  qr  at  (^)  are 
equal  in  lenjxth;  this  feature  of  the  drawing  will  serve  as  a 
test  of  its  correctness,  and  is  often  used  by  draftsmen  for 
this  purpose. 
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The  patterns  may  now  be  developed  after  drawing  the 
outlines  of  the  different  pipes  in  the  views  at  (a)  and  (^),  as 
shown  in  Fig.  25.  This  work,  being  similar  to  that  given 
in  a  preceding  problem,  will  not  be  explained. 


PROBLEM  89. 

13.  To  combine  in  one  piece  the  pattern  for  a 
double  oblique  connection. 

Explanation. — This  problem  is  introduced  for  the  purpose 
of  showing  a  construction  often  made  necessary  by  certain 
conditions  in  connections  resembling  those  illustrated  in  the 
preceding  problem.  For  example,  if  it  should  be  found  that 
the  true  distance  from  A  to  B  in  Fig.  25,  as  shown  by  the 
length  of  eg^  at  (^),  is  such  that  the  oblique  pipe  could  be 
made  in  one  piece,  the  cross-seam  required  by  the  construc- 
tion in  Problem  31  would  be  avoided.  When  this  oblique 
pipe  is  of  suflScient  length,  cross-seams  are  unobjectionable, 
and  the  workman  can  adjust  the  upper  and  lower  connec- 
tions separately,  thus  obtaining  the  proper  relation  between 
the  two  parts.  In  cases  where  it  is  desirable  to  make  both 
miters  on  the  same  piece  of  metal,  however,  the  adjustment 
referred  to  must  be  made  by  the  draftsman.  Since  this  is 
accomplished  by  the  adaptation  of  certain  principles  of  pro- 
jection that  might  not  be  readily  perceived  by  the  student, 
the  method  of  application  is  explained  at  some  length  in  the 
following  construction. 

The  student  may  reproduce  the  plan  and  elevation  shown 
in  Fig  25  to  the  scale  used  for  Problem  31,  and  the  dimen- 
sions there  given  may  also  be  used. 

Construction. — The  plan  and  elevation  of  Fig.  25  having 
been  redrawn  as  shown  in  Fig.  26,  it  is  necessary  also  to 
reproduce  the  full  view  of  the  oblique  center  line,  as  at  (a). 
Next,  on  the  left  of  the  plan  and  in  the  position  shown 
at  (d),  Fig.  2C,  draw  a  view  of  the  lower  connection,  in 
which  the  axes  of  both  pipes  represented  are  shown  in  their 


The  next  step  is  to  project  the  lines  of  intersection  that  arc 
represented  by  straight  lines  in  the  drawing  at  (i)  to  their 
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proper  location  in  the  plan.  To  accomplish  this,  a  full  view 
of  the  pipe  section  is  drawn,  as  shown  immediately  above 
the  drawing  at  (b);  the  arc  of  a  quadrant  is  then  divided 
into  a  convenient  number  of  equal  parts,  four  in  Fig.  20, 
and  corresponding  points  are  noted  on  an  end  view  of  the 
horizontal  pipe  in  the  elevation.  These  points  are  num- 
bered 1,  2,  3,  4,  'intl  o  in  the  illustration,  and  their  relative 
positions  in  the  two  views  are  determined  by  the  aid  of  the 
oblique  center  line;  for,  in  the  view  at  (i)^  if  the  point  J  be 
located,  as  shown,  at  the  extreme  left  of  the  full  view,  then 
it  will  coincide  with  the  oblique  center  line  as  represented 
in  the  elevation,  since  a  line  drawn  thus  longitudinally  on 
the  surface  of  the  horizontal  pipe  would  pass  through  points 
in  the  lines  of  intersection  at  the  extremities  of  the  open- 
ing, that  is,  through  points  x  and  j  in  the  pattern  at  {i}^ 
Fig.  25.  By  regular  methods  of  projection,  now,  the  miter 
line  for  the  lower  connection  is  to  be  represented  in  the 
plan,  as  shown  in  Fig.  26. 

The  attention  of  the  student  is  next  directed  to  the  draw- 
ing at  {a)^  where  the  semicircle  that  represents  the  partial 
full  view  of  the  upper  end  has  also  been  divided  by  spacing 
into  similar  equal  parts.  In  order  to  avoid  confusion,  these 
points  have  been  designated  by  the  letters  ^^f,g^  k^  etc.  If, 
now,  a  line  is  projected  from  the  point  €  toward  the  upper 
miter  line,  such  projected  line  will  pass  through  the  miter 
at  its  highest  point;  in  other  words,  through  the  point  w  in 
the  pattern  at  (r).  Further,  this  line  may  be  continued 
along  the  surface  of  the  oblique  pipe  parallel  to  the  axis, 
and,  if  represented  in  the  plan,  would  coincide  for  the  greater 
portion  of  its  length  with  the  foreshortened  center  line  A  B, 
In  other  words,  if  the  line  ^J  />  of  the  plan  is  extended  to- 
ward the  upper  edge  of  the  drawing,  the  point  e  will  be  pro- 
jected until  its  intersection  with  the  lower  miter  line  may 
be  noted  thereon.  This  is  indicated  in  Fig.  3(5  by  the 
point  /,  which  is  then  projected  to  the  elevation  and  indi* 
cated  on  the  outline  of  the  circle  at  r'.  The  relative  posi- 
tion of  the  remaining  points  is  a  matter  now  easily  solved, 
for,  the  point  ^^  being  shown  in  the  elevation  between  the 
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points  ^  and  3,  it  may  be  noted  in  a  corresponding  position 
on  the  stretchout. 

As  shown  in  Fig.  26»  two  stretchouts  MN^Lud  Af*N*  are 
drawn  side  by  side  at  {c),  and  the  pattern  for  the  upper 
miter  is  first  developed  in  precisely  the  same  way  as  in 
Fig^.  25;  the  position  of  the  point  e  is  noted  on  the  right- 
hand  stretchout,  and  is  then  projected  to  e'  on  the  stretch- 
out at  the  left.  The  position  of  the  remaining  points  on 
the  left-hand  stretchout  is  next  indicated  by  spacing  in  ac- 
cordance with  points  shown  on  the  view  of  the  circle  of  the 
elevation,  and  edge  lines  are  then  drawn  indefinitely  toward 
the  left  of  the  drawing.  Next,  the  miter  line  for  the  lower 
connection  is  copied  from  the  view  at  (b)  to  the  oblique 
view  at  (a),  as  shown  in  Fig.  20,  and  from  the  points  thus 
determined,  developers  are  carried  to  the  development  at  {c). 
This  latter  part  of  the  work  may  be  somewhat  shortened  if 
the  development  of  the  lower  miter  is  made  from  the  view 
at  (/^),  as  in  Fig.  25;  a  temporary  pattern  may  then  be  cut 
out,  and  its  outline  marked  in  a  correct  location  on  the 
drawing  at  (r).  This  means  of  showing  the  lower  miter 
pattern  at  (<r)  is  perhaps  the  best  for  the  draftsman,  since 
the  projection  of  the  miter  line  from  the  plan  requires  great 
accuracy  and  he  is  less  liable  to  become  confused  from  the 
number  of  additional  lines  on  the  drawing. 

The  practical  applications  of  the  principles  shown  in  this 
problem  are  many;  the  miters  at  the  different  ends  of  the 
required  piece  may  not  be  the  same  as  those  shown  in  this 
problem,  but  the  method  of  procedure  is  in  all  cases  the 
same. 


PROBT.EM  88* 

t4*  To  develop  tlie  patterns  for  a  trans! tlon  piece 
between  a  reetaniarnlar  openingr  nnd  a  round  pipe. 

Explanation.— The  illustration  in  Fig.  27  represents  a 
fitting  often  used  by  the  sheet- metal  worker.  The  bases 
for  ventilator  stacks  and  many  fan  connections  in  blast- 
pipe  work  are  made  in  this  form.      The  development  of  the 
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tratisition  piece  affords  an  opportunity  for  the  application 
of  the  principles  relating  to  the  scalene  cone,  described  at 
some  length  in  Dei^elopvtent  of  Surfaces,  The  required 
drawings  are  to  be  to  a 
scale  of  3  inches  to  the  foot, 
the  dimensions  of  the  rect- 
angular opening  9  inches 
by  18  inches,  and  the  di- 
ameter of  the  round  pipe 
8  inches.  A  vertical  height 
of  1  foot  may  be  assumed 
for  the  transition  piece. 

Construction, — Draw 

first  the  plan  and  elevation 
shown  by  the  full  lines  in 
Fig.  28,  using  the  dimen- 
sions and  the  scale  previ- 
ously given.  The  upper  and  lower  bases  of  the  transition 
piece  in  this  problem  are  in  parallel  planes,  and  for  this 
reason,  comparatively  few  additional  lines  are  required 
for  the  development  of  the  pattern.  The  vertical  center 
line  should  be  drawn,  as  shown,  through  the  plan  and  the 
elevation.  Next,  it  will  be  seen  that  if  a  horizontal  line 
be  drawn  through  the  plan,  the  figure  will  be  divided  into 
symmetrical  quarters;  all  the  necessary  operations,  there- 
fore, may  be  carried  on  within  the  limits  of  one  of  the  divi- 
sions thus  set  off.  Further,  if  lines  are  drawn  from  the 
points  A^  B^Cy  and  D  to  the  corners  of  the  rectangle,  in  the 
manner  shown  in  Fig.  28,  plane  triangles  E  B  F^  FCG^  etc. 
will  be  defined  on  the  irregular  surface  of  the  transition 
piece.  The  reproduction  of  these  triangles  in  the  pattern 
is  a  very  simple  matter,  since  their  dimensions  may  be 
taken  directly  from  the  projection  drawings.  A  study  of 
the  drawings  will  show  also  that  the  portion  of  the  irregular 
surface  defined  by-'liij^may  be  considered  as  a  part  of 
the  surface  of  a  scalene  cone.  To  develop  the  pattern  for 
this  surface,  the  outline  of  the  upper  base  shown  in  the  plan 
as  the  arc  A  B  is  divided  into  a  convenient  number  of  equal 

100—23 


are  next  determined  by  means  of  the  triangles  shown  at  the 
left  of  the  elevation  in  Fig,  28.  These  preliminary  opera- 
tions having  been  performed,  it  is  now  possible  to  construct 
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?e  triangle  H E  A^  as  shown,  at  {b).  Next,  with  the  point  E 
at  (^)  as  a  common  center  and  with  radii  eqeal  to  the  true 
lengths  of  the  lines  Ea^  £^,  and  Ec  of  the  plan,  describe 
arcs  of  indefinite  length.  Set  the  dividers  to  the  length  of 
one  of  the  spaces  on  the  upper  base — as  A  a  in  the  plan — and, 
commencing  at  the  point  A  at  {b),  step  off  a  number  of 
spaces  corresponding  to  those  shown  on  the  quadrant  in  the 
upper  base  of  the  plan.  These  spaces  are  stepped  off  in  the 
manner  shown  in  Fig.  28,  only  one  point  being  located  on 
each  arc  described  from  the  point  E,  After  the  point  i?  has 
been  reached,  the  triangle  EB F  \^  constructed  and  the 
process  repeated  to  the  point  C  The  method  of  completing 
the  development  is  obvious  from  Fig.  28,  and,  if  desired,  the 
entire  surface  of  the  transition  piece  may  be  represented  in 
the  pattern.  It  is  customary,  however,  to  develop  only  one- 
half  or  one-quarter  of  the  surface  on  the  drawing  board, 
since  the  patterns  for  such  pieces  are  usually  too  large  to 
permit  of  their  being  constructed  of  one  piece  of  metal. 
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PROBLKM  a4, 

15.  To  develop  the  imtterns  for  u  tranjsltlon  piece 
lia^^ngr  an  obliquely  lucUnect  base. 

Explanation. — This  problem  illustrates  a  condition  oc- 
casionally met  by  the  workman  engaged  in  erecting  stacks 
through  pitched,  or  inclined,  roofs.  Another  frequent 
application  of  the  same  fitting  is  in  fan  connections  where 
the  blast  pipe  is  carried  away  in  a  slanting,  or  oblique, 
direction.  The  perspective  view  shown  in  Fig.  29  repre- 
sents a  round  pipe  12  inches  in  diameter  carried  vertically 
through  an  iucHiied  roof  having  a  pitch  of  45'^;  the  curb  of 
the  roof  to  which  the  flange  must  be  fitted  is  represented  in 
the  plan  by  a  square  19  inches  on  a  side.  For  the  purposes 
of  the  drawing,  it  may  be  assumed  that  a  plan  view  of  the 
arrangement  would  show  the  round  pipe  in  a  central  posi- 
tion with  relation  to  the  square.  The  student  may  con- 
struct the  projections  to  a  scale  of  \\  inches  to  the  foot. 
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Construction. — The  plan  shown  in  Fig.  30  is  first  con- 
structed in    accordance    with    the  dimensions  just    given. 

Next,  the  elevation  is 
drawn,  and  in  this  view 
a  height  of  14  inches 
may  be  laid  off  on  the 
center  line  above  the  in- 
clined roof  line;  the  up- 
per base  of  the  transi- 
tion piece  is  then  rep* 
resented  in  the  eleva- 
tion by  a  horizontal 
line  drawn  through  the 
point  thus  determined, 
as  shown  in  Fig.  30.  If 
a  horizontal  center  line 
now  be  drawn  through 
the  plan^  the  figure  will 
be  divided  into  symmet- 
rical halves,  and,  as  in 
preceding  problems,  all 
work  necessary  for  the 
production  of  the  devel- 
opment may  be  confined  to  one  of  the  divisions  thus  set  off 
— either  the  upper  or  the  lower  division,  at  the  pleasure  of 
the  draftsman. 

As  in  the  preceding  problem,  plane  triangles  may  be  indi- 
cated on  the  irreguiar  surface  of  the  transition  piece  by 
lines  drawn  from  the  points  A^  B^  C^  and  D  to  the  corners 
of  the  square.  By  the  aid  of  measurements  taken  from  the 
projection  drawings,  these  plane  triangles  may  be  readily 
reproduced  in  the  pattern  when  required.  From  the  pro- 
jections it  is  apparent  that  the  portion  of  the  irregular  sur- 
face bounded  by  the  lines  A  E  and  E  B^  together  with  the 
arc  A  B^  can  be  considered  as  a  part  of  the  surface  of  a 
scalene  cone;  also  that  the  same  is  true  of  the  surface 
bounded  by  the  lines  A  H  and  I! D  with  the  arc  A  D.  The 
scalene  cone  in  the  latter  case  is  one  of  greater  altitude  than 


raent  of  the  pattern  from  this  point,  the  work  is  similar  to 
that  in  the  last  problem;  that  is,  the  upper  base  is  divided 
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into  equal  parts,  the  elements  of  the  cones  are  represented 
in  both  views,  and  their  true  lengths  are  found  by  a  dia- 
gram of  triangles,  as  shown  at  the  right  of  the  elevation. 
This  preliminary  work  having  been  performed,  the  tri- 
angle DG  H  may  next  be  constructed  in  its  full  size  at  (a); 
the  horizontal  center  line  is  first  drawn  and  its  length  D x 
is  taken  from  the  outline  of  the  elevation;  G H  is  then 
drawn  through  the  point  x  perpendicular  to  D x^  its  length 
being  taken  from  the  plan.  From  the  points  G  and  H  as 
centers,  arcs  are  then  described  in  the  manner  shown  in 
Fig,  30,  their  respective  radii  being  the  true  lengths  as 
taken  from  the  diagram  of  triangles.  Next,  the  dividers 
are  set  to  the  length  of  one  of  the  spaces  on  the  upper  base 
of  the  transition  piece;  these  spaces  are  then  stepped  off 
in  the  manner  described  in  the  preceding  problem,  until 
the  points  A  and  (Tare  reached. 

The  plane  triangles  A  E  H und  C FG  Rve  next  constructed 
as  in  the  problem  of  Geometrical  Drazving  in  which  a  tri- 
angle is  constructed  when  three  sides  are  given,  the  side  E  H 
being  taken  from  the  elevation,  where  it  is  shown  in  its 
true  length,  and  the  side  A  E  from  the  diagram  of  triangles. 
The  completion  of  the  pattern  by  the  addition  of  that  por- 
tion of  the  curved  surface  bounded  by  the  lines  A  E  and  E  B 
is  made  in  a  manner  similar  to  that  already  shown.  The 
remaining  triangle  B  E  F  is  then  added  to  the  pattern,  thus 
completing  the  problem.  Owing  to  the  fact  that  too  large 
a  sheet  of  metal  would  be  required  if  the  complete  pattern 
were  made  in  OJie  piece,  it  may  be  desirable,  as  in  the  prece- 
ding example,  to  make  joints  at  convenient  places  in  the  pat- 
tern. Such  provision  for  joints  on  the  necessary  laps  may 
be  made  at  the  discretion  of  the  draftsman  when  laying  out 
the  full-sized  patterns. 

IMIOBI.KM   as, 

16.  To  develop  ilu*  imttero  for  a  rejucularly  flar- 
ing roof  connection. 

Explanation* — ^A  rt^of  flange  or  form  of  mnf  connection 
commonly  used  by  pliiaibL-rN    and  .slRct-niclal  workers    is 
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n  in  Fig.  3L  Its  purpose  is  to  secure  a  water-tight 
joint  at  the  place  where  the  vent  pipes  of  a  building  come 
through  the  slanting  sides  of  pitched  roofs,  A  fitting  of 
this  kind  may  be 
used  also  in  cases 
of  stack  work 
where  the  outline 
of  the  roof  curb 
has  not  been  defi- 
nitely fixed.  As 
may  be  seen  from 
the  illustration, 
the  flange  proper 
is  an  irregular 
frustum  of  a  cone, 
and  its  pattern  is 
therefore  to  be 
developed  by  the 
method  usual  in 
the  case  of  radial 
solids.  The  roof 
in     this     problem  ^^^'  ^*' 

has  a  pitch  of  30",  the  diameter  of  the  pipe  is  8  inches,  and 
the  scale  used  for  the  drawings  is  1^  inches  to  the  foot. 

Construction.^ — First  draw  the  vertical  center  line  A  B, 
Fig.  3!i,  and  then  the  roof  line  C D  al  the  required  angle. 
Draw  next  the  outlines  of  the  vertical  pipe  parallel  to  A  B; 
at  any  convenient  height  above  the  riHif  line,  in  this  case 
12  inches,  as  measured  on  the  center  line  A  B^  draw  the  hori* 
zontal  line  of  intersection  for  the  upper  base  of  the  frustum. 
Next,  represent  the  lateral  outlines  of  the  frustum  by  lines 
drawn  through  the  extremities  of  the  line  of  intersection 
previously  mentioned,  and  let  these  lines  meet  at  a  com- 
mon point  on  the  center  line,  that  is,  at  the  vertex  of  the 
cone.  At  the  pleasure  of  the  draftsman,  these  lines  may 
be  drawn  at  any  convenient  angle;  in  Fig.  32  they  have 
been  drawn  with  the  30°  triangle. 

An  elevation  of  the  flange  is  thus  completed,  and  now,  in 
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place  of  drawing  a  regular  plan  of  the  flange,  it  is  convenient 
to  obtain  the  pattern  by  a  special  method  often  used  for 
radial  solids.  The  necessary  work  is  shown  in  Fig.  32  by 
the  dotted  lines  that  appear  below  the  roof  line,  and  the 


Fig.  Si. 

process  should  be  familiar  to  the  student  from  work  that 
has  preceded.  First,  the  line  a  b  is  drawn  perpendicular  to 
the  center  line  A  B,  and  a  base  for  the  frustum  is  assumed 
on  this  line;  the  lateral  outlines  of  the  fiustum  are  there- 
fore produced  until  they  meet  the  line  a  b,  and  the  semicir- 
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cular  half-full  view  of  the  base  is  then  described  as  shown 
in  Fig.  32,  its  center  being  located  on  the  center  line.  The 
outline  of  this  semicircle  is  next  divided  by  spacing  in  the 
usual  manner,  and  by  regular  projection  methods  the  ele- 
ments of  the  cone  are  then  represented  in  the  elevation. 
The  development  of  the  pattern  from  this  point  is  a  simple 
operation.  First,  the  stretchout  is  described  from  the  ver- 
tex of  the  cone  and  this  stretchout  is  then  spaced  off  in 
accordance  with  the  spaces  appearing  on  the  outline  of  the 
full  view  of  the  base.  Next,  the  points  at  the  intersection 
of  the  elements  of  the  cone  with  the  roof  line  are  projected 
to  one  of  the  true  edge  lines  of  the  frustum  and  thence  car- 
ried to  the  devek^pment  in  the  usual  way.  The  only  fea- 
ture in  which  this  development  differs  from  earlier  problems 
that  have  been  explained  lies  in  the  fact  that  the  stretch- 
out forms  no  part  of  the  finished  pattern.  The  completion 
of  the  drawing,  except  the  addition  of  the  edges  necessary 
for  the  construction  of  the  flange,  is  fully  shown  in  Fig,  32; 
since  these  allowances  are  similar  to  those  made  in  prece- 
ding problems,  further  description  is  unnecessary.  For  the 
flat  part  of  the  flange,  no  work  on  the  drawing  is  needed, 
since  it  is  evident  that  the  opening  in  the  flat  sheet  will  be 
in  the  form  of  an  ellipse  whose  major  axis  is  equal  to  the 
length  w  x^  Fig.  32,  and  whose  minor  axis  is  twice  the 
length  of  y  s.  This  ellipse,  therefore,  may  be  laid  out 
directly  on  the  metal  by  methods  that  have  been  given  ear- 
lier in  this  Course, 

PROBLEM  86. 

It*  To  develop  tlie  patterns  for  an  Irregularly 
flarlngr   roof  flange. 

Explanation. — No  perspective  figure  is  given  for  this 
problem.  The  required  flange  is,  in  general  appearance, 
very  similar  to  the  one  described  in  the  preceding  problem, 
but  since,  in  the  case  of  large  pipes,  it  is  often  desirable  to 
cut  the  roof  opening  in  the  form  of  a  circle,  the  sheet-metal 
worker  is  frequently  called  on  to  lay  out  his  flange  so  that 
the  full  view  of  its  lower  base  will  be  an  exact  circle.     The 
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form  of  the  flange  necessitated  by  this  change,  although 
closely  resembling  the  frustrum  of  a  regular  cone,  is  such 
that  its  pattern  can  be  produced  only  by  triangulation. 
The  same  scale  for  the  drawings  and  the  same  roof  pitch 
may  be  taken  for  this  problem  as  was  used  in  Problem  35, 
but  hi  order  that  the  work  of  triangulation  may  be  shown 
to  better  advantage,  it  is  assumed  that  the  vertical  pipe  has 
a  diameter  of  VZ  inches  and  that  the  height  of  the  flange, 
as  measured  along  the  center  line,  is  20  inches,  A  diameter 
of  3  feet  may  be  taken  for  the  circular  opening  in  the  roof, 
and  the  relative  position  of  the  pipe  is  such  that  its  axis 
may  be  represented  as  passing  through  the  center  of  the  cir- 
cular opening. 

Construction. — As  in  Problem  35,  the  vertical  center  line 
is  first  drawn  and  the  roof  line,  slanting  at  the  specified 
angle,  is  then  represented  in  the  elevation.  The  outlines  of 
the  pipe  and  the  upper  base  of  the  flange  may  next  be 
represented  as  in  Fig.  33.  In  order  to  determine  the  position 
of  the  lateral  outlines  of  the  flange,  it  is  first  necessary  to 
describe  the  semicircle  that  represents  the  half-full  view  of 
the  opening  in  the  roof;  that  is,  the  half*full  view  of  the 
lower  base  of  the  flange.  This  dotted  semicircle,  as  shown 
in  Fig,  33,  is  described  with  the  proper  radius  from  a  center 
located  at  the  point  of  intersection  of  the  vertical  center  line 
with  the  roof  line;  the  remaining  outlines  of  the  flange  may 
then  be  drawm  as  shown  in  the  elevation  of  Fig.  33.  It  is 
next  necessary  to  project  the  plan  view  of  the  flange,  and 
since  symmetrical  halves  may  be  shown  above  and  below  a 
horizontal  center  line  drawn  through  the  plan,  but  one  of 
these  halves  need  be  represented  in  the  drawing.  Draw, 
therefore,  the  horizontal  line  A  B;  and,  in  its  proper  position, 
as  determined  by  projection  from  the  elevation,  describe  the 
semicircle  that  represents  the  half-plan  view  of  the  upper 
base  of  the  flange.  Next,  by  spacing  into  a  convenient 
number  of  equal  parts,  divide  the  outline  of  the  semicircle 
that  represents  the  half-full  view  of  the  lower  base;  and,  by 
the  aid  of  the  temporary  view  shown  at  (<?),  project  the 
foreshortened  outline  shown   in  t lie  plan.     The   upper   base 


These  lines  are  next  represented  in  the  elevation  by  regular 
methods  of  projection^  and  by  means  of  the  diagram  of 
triangles  shown  at  the  right  of  the  elevation  in  Fig.  33,  their 
true  lengths  may  be  ascertained.     The  true  lengths  of  all 
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required  distances  may  now  be  taken  from  their  respective 
places  on  the  drawing.  Those  for  the  upper  base  are  rep- 
resented in  the  plan;  for  the  lower  base,  on  the  outline  of 
the  dotted  semicircle;  and  those  for  the  longer  sides  of  the 
triangles  are  shown  in  their  true  lengths  in  the  diagram  of 
triangles  already  mentioned.  The  pattern  may  therefore  be 
constructed  as  shown  at  (b).  In  this  development,  the  con- 
struction should  begin  with  the  line  a  6,  which  corresponds 
in  length  with  the  similarly  designated  line  in  the  elevation. 
If  desired,  the  work  at  (d)  may  be  carried  on  simultaneously 
on  both  sides  of  this  line;  and,  if  this  is  done,  the  entire 
pattern  for  the  flange  will  be  produced.  The  construction 
of  the  different  triangles  required  in  the  pattern  is  exactly 
the  same  as  has  been  explained  in  similar  triangulation 
problems  already  given,  and  the  work  should  therefore 
present  no  new  difficulties  to  the  student. 


PROBLEM  87. 

18.  To  develop  the  patterns  for  a  grutter,  or  eave- 
trougrli,  miter. 

Explanation. — The  developments  given  in  this  problem 
are  obtained  by  methods  shown  for  different  forms  of  pipe- 
work in  preceding  problems.  In  the  prob- 
lems referred  to,  the  forms  represented 
were  entire  cylinders,  while  in  this  case 
only  a  portion  of  the  cylindrical  sur- 
*^'  face  is  considered  by  the  patterncutter. 

The  principles  involved  relate  to  parallel  forms,  and  the 
student  that  has  mastered  the  instruction  in  Development  of 
Surfaces  and  has  applied  the  knowledge  thus  gained  to  the 
construction  of  the  foregoing  problems  will  have  no  difficulty 
in  recognizing  the  principles  here  applied. 

A  cross-section  of  the  usual  form  of  eavc  trough  is  shown 
in  Fig.  ;54;  as  ordinarily  constructed,  the  trough  consists  of 
a  semicylindrical  body  having  a  "  bead  "  along  one  of  its 
edges.  When  shown  in  cross-section,  as  in  Fig.  34,  the 
nearly  complete   circle  that   represents  the  bead   is  tangent 
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to  the  larger  circle  and  to  its  diameter  extended.  Nearly 
all  machines  for  f mining  eave  troughs  require  that  an 
addition  in  the  form  of  a  tongue  shall  be  made  to  the  bead, 
in  order  to  engage  the  beading  rod  and  hold  the  metal  in 
place  while  the  bead  is  being  formed.  This  tongue  is  shown 
in  Fig,  34  as  a  part  of  a  radius  of  the  small  circle,  and  must 
be  represented  in  the  projection  drawing  and  allowed  for 
in  the  pattern. 

A  perspective  view  of  a  roof  to  which  it  is  desired  to 
attach  an  eave  trough  of  this  pattern  is  shown  in  Fig.  35. 
The  angles  shown  at  A  and  B  are  right  angles,   and   the 
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angle  at  C'is  one  of  150°.  It  will  be  seen  that  the  angles 
at  A  and  C  require  **outside"  miters  and  that  at  B  an 
**  inside  "  miten  The  use  or  meaning  of  the  termj  **out- 
side "  and  '*  inside/'  as  applied  to  miter  wurk,  may  De 
readily  understood  from  the  illustration,  the  outside  miter 
being  used  for  a  projecting  angle  and  the  inside  miter  for  a 
reentering  angle,  as  at  B.  It  will  be  shown  during  the 
construction  of  this  problem  that  the  patterns  for  both  in- 
side and  outside  miters  of  equal  angles  are  produced  at  one 
development,   and   that   the  outline   of  the   pattern   is  the 
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same  for  either  case;  the  only  distinction  that  must  be  ob- 
served is  that  the  pattern  shall  be  laid  off  cm  a  certain  side 
of  the  curved  outline.  Particular  attention  should  be  paid 
to  this  part  of  the  instruction,  since  it  is  a  feature  applied 
to  many  important  cases  of  parallel  developments. 

For  the  construction  of  the  patterns  of  this  problem^ 
which  are  to  be  drawn  to  a  scale  of  3  inches  equals  1  foot,  it 
is  assumed  that  the  horizontal  distance  from  A  to  B^ 
Fig,  35,  is  2  feet  10  inches  and  from  5  to  C  3  feet.  The 
end  view,  or  cross-section,  of  the  eave  trough  is  drawn  as 
in  Fig.  34,  the  diameter  of  the  large  circle  being  taken 
G  inches  and  of  the  smaller  circle  as  1  inch. 

Construction. — The  general  arrangement  of  the  re- 
quired views  is  shown  in  Fig.  36.  It  will  be  seen  from 
these  drawings  that  all  lines  assumed  on  the  surfaces  to  be 
developed  will  be  shown  in  their  true  length.  The  angles 
at  A  and  B  are  right  angles;  at  6"  the  angle  is  one  of  150*; 
the  latter  may  therefore  be  drawn  with  the  00"*  triangle. 
Bisect  the  angles  A^  B^  and  C  and  draw  A  A\B  B\  and  C  C\ 
as  shown  in  Fig.  3G;  these  lines  are  now  considered  as  miter 
lines  for  the  development  of  the  pattern.  Draw  the  end 
view  of  the  eave  trough  in  the  position  shown  in  Fig.  36^ 
and  from  the  outer,  or  left-hand,  edge  of  its  outline^  draw 
to  the  point -i'^'  the  vertical  line  shown;  carry  this  line  to 
B'  and  C  Next,  locate  points  on  the  outline  of  the  end 
view,  preferably  by  spacing  at  regular  intervals,  as  in  for- 
mer problems.  It  should  be  noted,  however,  that  these 
points  should  be  somewhat  closer  on  the  outline  of  the  bead, 
since  the  curvature  is  greater  there  than  on  the  outline  of 
the  body;  further,  that  one  of  these  points  should  be  placed 
at  jr,  the  extreme  outer  portion  of  the  outline.  As  shown 
in  Fig.  36,  edge  lines  must  now  be  carried  by  regular  pro- 
jection methods  from  each  of  the  points  thus  located  across 
the  surface  of  the  drawing  and  continued  until  they  inter- 
sect all  the  miter  lines. 

In  many  localities  it  is  customary  to  make  inside  miters  in 
such  manner  that  water  running  with  some  force  down  the 
valley  of  the  roof  will  not  run  over  the  outer  edge  of  the 
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gutter.  To  accomplish  this  result,  the  outer  edge  of  the 
inside  miter,  in  place  of  being  carried  to  the  point  B\  is 
drawn  perpendicular  to  the  miter  line  B  B'  in  the  manner 
shown,  and  the  edge  lines  in  the  outer  half  of  the  trough 
are  drawn  parallel  to  the  outer  line  thus  shown.  Note  that 
in  Pig.  36  a  line  wj^  has  been  carried  between  A '  B'  and  B*  C  \ 


^Itiiiajji, 


Ik;.  36. 


tnat   the  angles  iv  and  j' have  been  bisected;  that  the  bi- 
sectors have  been  carried  to  the  edge  line  drawn  from  the 
point  c\  and  that  the  edge  lines  thus  intersected  are  drawn 
parallel  to  the  outer  edge  of  the  trough. 

^hese    preliminary    drawings    having    been    comi)leted, 
^"^  patterns  may   now  be  laid   off    as   follows:    First,    the 
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stretchout  AT JV  is  developed  as  shown  at  («)»  and,  after  the 
edge  lines  have  been  drawn  in  the  regular  way,  developers 
are  carried  from  the  points  of  intersection  of  the  assumed 
edges  with  the  miter  line  A  A',  The  resulting  pattern  at  (a) 
is  the  correct  form  for  an  outside  square  miter;  and  if  if'  is 
desired  to  produce  the  inside  miter  pattern,  the  work  m.  y 
be  readily  performed  by  extending  the  outer  tdgG  lines  i 
the  manner  shown  at  (d).  The  rectangle  €  fgh  may  thei 
be  cut  out  of  metal,  and,  after  the  central  irregular  curve 
has  been  cut,  the  lower  portion  (ri)  may  be  used  for  an  out- 
side-miter  pattern,  while  the  upper  portion  (/^)  will  serve 
the  purpose  of  an  inside-miter  pattern.  If  desired,  a  sim- 
ilar  operation  may  then  be  carried  on  at  (^)  and  the  pat- 
terns for  both  an  inside  and  an  outside  miter  for  the  oblique 
angle  at  C  produced  at  the  same  time;  it  will  be  seen,  how* 
ev"**  that  the  pattern  for  only  the  outside  miter  is  shown 
in  ig*  :6.  The  pattern  for  the  front  half  of  the  inside 
mite  1^  laid  off  as  shown  at  {d^y  and  to  this  piece  is  added 
the  J.  ane  triangle/^  A  The  necessary  edges  are  then 
added  and  the  work  of  developing  the  patterns  is  complete. 


FROBLE>f  S8. 

19,     To   develop   the    patterns    for   a    eonleal    eave- 
troujBTli  outlet. 

Explanation.— In  most  cases  of  eave-trough  construc- 
tion, the  outlet  for  the  leader,  or  conductor  pipe,  is  made 

in  the  form  of  a  regular  cylinder 
whose  diameter  is  a  trifle  smaller 
than  that  of  the  leader;  the  pat- 
terns in  such  cases  consist  merely 
of  the  development  of  the  inter- 
secting cylinders.  In  Fig.  37,  a 
perspective  view  of  a  large  gutter 
is  shown,  and  it  is  desired  to  so 
Fio.  37.  connect  the   leader   pipe   that   the 

opening:  id   the   gutter   will    be  somewhat   larger  than  the 
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diameter  of  the  pipe.     To  accomplish  this  result,  a  flaring 
connection  piece  must  be  used,  as  shown  at  ^.     It  is  re- 
quired to  develop  the  pattern  for  this  fitting.     Let  it  be 
assumed  that  the  diameter  of  the  leader  is  5  inches  and  tha' 
th    gutter  is  what  is  known  as  a  1'2-inth  gutter;  that  is,  th 
^>ja meter  of  the  large  semicircle  that  forms  the  body  of  th 
Ifutter  is  12  inches.     Any  convenient  height  may  be  take  i 
/or  the  connection  piece,  and  the  drawings  for  this  proble    i 
may  be  made  to  a  scale  of  3  inches  equals  1  foot. 

Construction. — Draw  first  the  vertical  center  line  A  B^ 
Fig.  38,  and  in  a  horizontal  position  construct  the  sectional 
view  of  the  gutter  as 
shown.  As  a  con- 
venient height  for 
the  connection  piece, 
3  inches  may  be  meas- 
ured off  on  the  center 
line  below  the  lower 
edge  of  the  gutter, 
and  through  this  point 
a  horizontal  line  is 
then  drawn.  This 
horizontal  line  may 
now  be  considered  as 
representing  the  line 
of  intersection  be- 
tween the  leader  pipe 
and  the  flaring  con- 
nection; it  is  accord- 
ingly laid  oif  in  its 
proper  length,  that 
is,  2-^  inches  on  each 
side  of  the  center  line, 
and  the  lateral  sides 
of  the  connection 
piece  drawn  as  shown  in  Fig,  38.  The  student  will  see  from 
the  work  shown  in  Fig.  38  that  since  the  center  line  A  B 
divides  the  cone  into  symmetrical  halves,  it  is  necessary  to 
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draw  but  one  of  these  lateral  sides;  for  the  sake  of  showing 
the  principles  more  clearly  in  the  illustration,  however,  the 
entire  cone  has  been  represented.  After  the  student  has 
mastered  the  principles  of  this  subject,  he  will  avail  himself 
of  every  expedient  in  order  to  lessen  the  amount  of  work 
on  the  drawing  board.  An  examination  of  the  drawing  in 
Fig.  38  shows  that  the  connection  piece  consists  of  a  frus- 
tum of  a  regular  cone — its  lower  base  (the  upper  base  in  the 
illustration)  is  defined  by  a  portion  of  the  outline  of  the  gut- 
ter and  its  upper  base  by  the  straight  line  that  notes  the 
intersection  of  the  conductor  pipe. 

The  first  step  in  the  development  of  its  surface  consists  in 
the  location  of  elements  at  regular  intervals.  This  is  ac- 
complished by  first  drawing  from  the  point  e  an  assumed 
base  perpendicular  to  the  axis  of  the  frustum,  that  is,  the 
line  ef.  Fig.  38.  With  the  line  cf  as  a  diameter,  a  semi- 
circle that  represents  a  half-full  view  of  the  assumed  base  is 
described  from  its  middle  point.  Points  are  then  located  on 
the  outline  of  this  semicircle  by  spacing  in  the  usual  way, 
and  the  elements  of  the  cone  are  then  represented  by  regu- 
lar projection  methods.  The  intersections  of  these  ele- 
ments with  the  outline  of  the  gutter  are  then  projected  to  a 
true  edge  line,  and  the  pattern  is  then  developed  in  the  way 
usual  with  regular  cones.  Such  cdi^cs  as  may  be  required 
for  locks  or  laps  are  then  added  to  the  pattern  and  the 
drawing  is  complete.  This  work  being  similar  to  that  of 
preceding  problems,  and  having  been  fully  described  here- 
tofore, need  not  be  here  considered.  Should  it  be  desired 
to  ascertain  the  exact  shape  of  the  opening  in  the  gutter,  a 
development  of  its  form  may  l)e  made  in  the  usual  way ; 
this  work,  however,  is  not  commonly  required  of  the  drafts- 
man and  will  be  omitted. 


PIIOKLKM   ai>. 

30.     To  develop  the  patterns  for  a  iiilu-\vater  cut-off. 

Explanation'. — This  problem   is  introdiuMMl  for  the  pur- 
pose of  showing  the  applic^itions  of   pipe   intersections.      It 
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embodies  no  new  principles  of  patterncutting,  but  serves 
rather  to  aid  the  student  in  determining  the  correct 
miter  lines  necessitated  by 
certain  conditions.  The  per- 
spective view  given  in  Fig.  39 
represents  a  familiar  form  of 
rain-water  cut-off,  and  an  in- 
spection of  its  different  parts 
shows  that  the  upper  portion 
consists  of  an  inverted  Y, 
while  the  lower  portions  are 
merely  elbows  that  direct  the 
contents  hack  into  the  direc- 
tion whence  they  entered  the 
cut-off.  Various  modifications  of  this  form  of  construc- 
tion are  to  be  found  in  blowpipe  work,  and  the  same 
general  principles  may  also  be  used  in  frequently  occur- 
ring examples  that  are  encountered  in  actual  workshop 
practice.  The  drawings  for  this  problem,  which  are  to  be 
made  to  a  scale  of  3  inches  equals  1  font^  are  to  repre- 
sent a  cut-off  for  a  C-inch  pipe,  and  the  angle  formed 
by  the  two  branches  of  the  Y  may  be  taken  as  one 
of  90°. 

Construction.— An  elevation  of  this  object  is  first  to 
be  drawn,  as  shown  in  Fig.  40.  Draw  the  vertical  center 
line  A  B,  and  from  a  point  situated  on  the  upper  part  of 
this  line,  describe  the  semicircle  at  {a)  that  represents  a 
half-full  view  of  the  upper  end  of  the  cut-off.  From  each 
extremity  of  its  diameter,  carry  projectors  vertically  down- 
wards, and  represent  the  upper  base  of  the  cut-off  by  a 
horizontal  line  drawn  between  the  two  projectors  at  a  con- 
venient distance  he  low  the  outline  of  the  semicircle.  Let 
it  be  assumed  that  a  length  oi  2  inches  will  serve  the  pur* 
pose  of  the  upper  thnjat.  From  points  located  on  the  two 
projectors  2  inches  below  the  upper  base,  draw  lines  at 
angles  of  45^^  in  the  manner  shown  in  Fig,  40.  Make  each 
of  these  oblique  lines  6 J  inches  long,  and  at  their  outer  ex- 
tremities draw  vertical   lines   toward  tlie  lower  edge  of  the 


drawing.  Draw  lines  parallel  to  the  oblique  lines  previ- 
ously drawn^  and  also  lines  parallel  to  the  vertical  lines 
in  the  lower  part  of  the  elevation,  the  perpendicular  dis- 
tance between  the  parallels  in  each  case  being  6  inches— 
the  diameter  of  the  intersecting  pipes.  Make  the  length 
of  the  lower  throats  the  same  as  for  the  upper  throat— 
2  inches.  Each  of  the  angles  thus  formed  on  the  draw- 
ing is  to  be  bisected  in  the  manner  shown,  and  it  will 
then  be  seen  that  a  portion  of  the  center  line  is  used  for 
the  line  of  intersection  between  the  lower  half  of  the 
branches  for  the  Y. 

In  order  to  guard  against  error,  a  half-full  view  of  the 
lower  end  of  one  of  the  branches  may  be  drawn  in  the 
position  shown  at  (^).  The  outlines  of  these  end  views 
are  next  divided  by  spacing  in  the  usual  manner,  and  the 
assumed  edges  are  projected  to  the  elevation,  in  order  to 
facilitate  the  development  of  the  surfaces  of  the  different 
sections.  The  pattern  for  the  upper  section  is  laid  off  at  (r ) 
by  aid  of  a  stretchout  developed  in  the  customary  manner* 
The  development  at  (d)  for  the  middle  section  is  also 
made  as  previously  described,  and,  if  desired,  the  lower 
portion  of  the  irregular  outline  may  be  used  as  the  pat- 
tern for  the  lower  section  of  the  cut-off.  As  shown  at  {e)^ 
however,  a  separate  pattern  may  be  laid  off,  if  desired  by 
the  student. 

The  pattern  for  the  valve  is  shown  at  {/)^  and  is  devel- 
oped from  the  part  of  the  elevation  shown  by  the  dotted 
lines  in  the  central  portion  of  the  figure.  This  valve  is 
made  of  a  piece  of  metal  bent  in  the  form  of  a  semicircle, 
and,  as  shown  in  Fig.  40,  is  treated  as  being  a  segmental 
portion  of  a  cylinder.  It  is  usually  arranged  to  turn  on  a 
center  slightly  below  the  top  of  the  vertical  intersection 
line.  The  full  view  of  the  central  section  of  this  piece  is 
shown  at  {^^)  as  a  semicircle  and  may  be  described  and 
spaced  off  in  the  usual  way.  The  customary  edges  for  laps 
and  locks  are  to  be  added  to  the  patterns  at  (c),  (d),  and  (^). 
These  are  shown  in  Fig.  40  and  having  been  fully  described 
in  preceding  problems,  need  not  be  considered  here. 
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PROBLEM    40. 

21,     To  develop  the  patterns  of  a  lieml  for  an  a»li  or 

ExpLANATiojj. — The  construction  of  this  problem  affords 
another  opportunity  for  exempHfying  the  method  pursued 

in  certain  cases  where  the 
line  of  intersection  is  ar* 
bitrarily  drawn.  This 
method  is  often  employed 
for  the  development  of  the 
surfaces  of  irreg^ular 
forms,  and  if  thoroughly 
imdcrstood  by  the  student, 
w i  1 1  f  req uen  1 1 y  ass ist  h i  ni  in 
situations  apparently  difli- 
rult.  Ash'Chute  heads  are 
made  in  styles  dependent 
on  the  pleasure  of  the 
draftsman,  and  a  design 
that  might  please  one 
would  perhaps  not  prove 
satisfactory  to  another. 
The  main  point  to  be  observed  in  producing  a  design  for 
one  of  these  heads  is  to  see  that  no  obstrtictions  are  placed 
in  the  way  of  the  contents;  unnecessary  elbows  and  angles 
are  to  be  avoided,  both  for  the  reason  previously  stated 
and  to  save  work  in  putting  the  head  together  in  the  shop, 
A  chute  head  that  answers  these  requirements  is  shown  per- 
spectively  in  Fig.  41,  The  body  of  this  head  can  be  con- 
structed entirely  of  one  piece  of  metal  if  desired,  although 
in  the  large  sizes  in  which  garbage  chutes  are  usually  made, 
it  may  be  preferred  to  use  a  larger  number  of  pieces.  For 
the  drawings  of  this  problem,  which  are  to  be  made  to  a 
scale  of  IJ  inches  to  the  fout,  a  diameter  of  10  inches  is 
taken  for  the  main  line  nf  pipe;  it  is  assum<-^d  also  that  a 
height  of  35  inches  is  desired  from  the  floor  i>f  the  porch  to 
which  the  chute  is  attached  to  the  top  of  the  chute  head^ — 
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4  inches  being  the  height  of  the  receiver  box,  which  is  to  be 
12  inches  wide  by  14  inches  long  and  6  inches  distant  from 
the  main  pipe. 

Construction. — The  plan  is  first  to  be  drawn  in  accord- 
ance with  the  dimensions  previously  stated.  Firsts  describe 
the  circle  that  represents  the  end  view  of  the  main  pipe^ 
and  then  draw  the  rectangle  that  represents  the  plan  view 
of  the  receiver  box  12  inches  by  14  inches  in  size.  The 
circle  should  be  distant  6  inches  from  the  nearest  side  of  the 
rectangfle,  and  the  horizontal  center  lineshoidd  pass  through 
the  center  of  the  circle  and  divide  the  rectangle  into  sym- 
metrical halves.  The  remaining  outlines  in  the  plan  may  be 
omitted,  since  they  are  not  needed  for  the  construction  of 
the  patterns.  Next,  represent  the  outlines  of  the  main  pipe 
in  the  elevation,  and  draw  also  its  vertical  center  line 
through  both  views.  The  next  step  is  to  draw  the  line  of 
intersection  in  the  elevation.  Since  it  may  be  seen  from 
the  finished  drawing  in  Fig.  42  that  the  irregular  body  of 
the  chute  head  has  a  general  resemblance  to  a  cylinder^  we 
may  assume  for  the  line  of  intersection  a  line  that  wrmld  be 
the  true  line  of  intersection  if  the  intersecting  body  were 
actually  a  cylinder.  On  this  supposition,  the  point  a  is 
fixed  on  the  left -hand  outline  of  the  upright  pipe,  and 
31  inches  above  the  point  a,  the  point  d  is  located  on  the 
same  line.  From  the  point  ^  draw  a  horizontal  toward  the 
left,  and  project  from  the  plan  the  outlines  of  the  rectangu- 
lar box,  thus  fixing  the  position  of  the  upper  base  of  the 
body  of  the  chute  head.  From  J  at  the  left  extremity  of 
the  line  drawn  from  the  point  ^,  an  oblique  line  is  now 
drawn  to  the  point  ^7;  bisect  the  angle  whose  vertex  is  at  a 
and  draw  the  bisector  a  a,  as  shown  in  Fig.  42.  The  re- 
maining outline  for  the  body  of  the  head  may  now  be  drawn 
in  the  elevation.  From  the  point  c  Itix^d  at  will  as  the  inter- 
section of  this  outline  with  that  of  the  upright  pipe,  the 
remaining  portion  of  the  intersection  line  is  next  drawn  to 
the  point  a.  The  problem  now  resolves  itself  into  the 
development  of  the  surface  of  an  irregular  solid  whose  upper 
base  is  the  rectangle  shown  in  the  plan  and  whose  lower 
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base  is  represented  in  the  elevation  by  the  line  of  intersec- 
tion aoc. 

In  order  to  obtain  the  true  distances  around  the  lower 
base,  and  at  the  same  time  to  obtain  the  pattern  for  the 
opening  that  must  be  cut  in  the  straight  pipe,  the  develop- 
ment at  {a)  is  first  drawn.  As  may  be  seen  from  Fig.  42, 
this  drawing  is  made  in  the  usual  way;  that  is,  the  outline 
of  the  upright  pipe  in  the  plan  is  first  divided  by  spacing, 
the  stretchout  M N  is  then  developed,  and  after  projecting 
the  points  from  the  plan  to  their  correct  positions  on  the 
line  of  intersection,  developers  are  carried  in  the  customary 
way  to  the  drawing  at  {a).  From  this  drawing,  the  correct 
measurements  between  the  points  on  the  outline  of  the 
lower  base  of  the  irregular  solid  may  be  taken  when  needed. 

It  will  be  seen  from  an  examination  of  Fig.  43  that  the 
horizontal  center  line  in  the  plan  divides  the  figure  into 
symmetrical  halves,  and  also  that  if  lines  are  drawn  from 
the  point  o  in  the  elevation  to  the  points  d  and  r,  the  plane 
triangle  deo  will  be  defined.  In  like  manner,  plane  tri- 
angles will  be  outlined  in  the  plan,  if  lines  are  drawn 
from  the  four  corners  of  the  rectangle  to  the  point  on  the 
outline  of  tlie  pipe  that  corresponds  to  the  points  c  and  a  of 
the  elevation.  These  triangles  are  represented  in  the  plan 
and  elevation  in  Fig.  42  as  foreshortened,  hut  may  readily 
be  constructed  in  their  full  size  in  the  pattern  from  measure- 
ments taken  from  the  drawings  in  Fig.  42.  Aside  from 
these  plane  triangles,  the  remaining  surface  of  the  irregular 
solid  may  be  considered  as  being  made  up  of  portions  of  the 
surfaces  of  scalene  cones  whose  respective  vertices  are  at 
the  four  corners  of  the  rectangle,  and  whose  bases  are  rep- 
resented in  the  drawing  by  the  lines  ao  and  oc.  Since 
the  true  distances  between  the  different  points  on  these 
lines  may  be  taken  from  the  drawing  at  fci),  the  only  work 
that  remains  for  the  student  is  to  represent  the  elements  of 
these  scalene  cones  in  the  elevation  and  the  plan  and  to 
find  their  true  lengths  by  means  of  the  usual  method  of 
constructing  a  diagram  of  triangles.  From  Fig.  42  it  is 
apparent  that  these  lines  have  been  drawn  in  the  elevation 
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as  mentioned,  and  that  in  the  plan  those  lines  drawn  to  the 
point  e  arc  shown  above  the  horizontal  center  line  at  /; 
while  those  lines  that  are  represented  in  the  elevation  as 
radiatinjif  from  the  point  d  are  shown  in  the  plan  below  the 
horizontal  center  line.  This  obviates  the  confusion  that 
would  result  if  both  sets  of  lines  were  represented  in  a 
single  half  of  the  plan.  The  true  lengths  of  these  lines  are 
next  determined  by  the  aid  of  the  diagram  of  triangles 
shown  at  the  left  of  the  elevation;  this  process  needs  no 
explanation,  since  it  is  precisely  similar  to  the  method 
shown  in  preceding  problems. 

Everything  now  being  in  readiness  for  the  development 
of  the  pattern,  the  line  a  XB,l  (b)  is  laid  off  in  the  same  length 
as  a  d  of  the  elevation.  A  perpendicular  to  this  line  is  next 
drawn  through  the  point  a-,  and  this  perpendicular  is  made 
the  same  length  as  the  side  d g  oi  the  rectangle.  With  the 
points  (/and^at  {b)  as  centers  and  with  radii  respectively 
equivalent  to  the  lengths  of  the  different  elements  of  the  sca- 
lene cones  whose  vertexes  are  at  </and  g  of  the  plan,  a  series 
of  arcs  is  next  described  in  the  manner  shown  in  Fig^.  42. 
Next,  the  dividers  are  set  to  the  distance  a  2  Ri  (<?),  and  with 
a  at  {b)  as  a  center^  the  points  /  are  located  on  both  sides 
of  the  horizontal  center  line;  the  distances  1-2^  2S^  and 
3  o  are  in  like  manner  taken  from  the  drawing  at  (^)  and  set 
off  on  the  successive  arcs  at  {^).  When  the  points  o  have 
been  reached  at  {b),  the  plane  triangles  doe  and  g  o  f  are 
constructed  as  follows:  The  distance  rf  r  is  taken  in  the 
dividers  from  the  elevation,  and  with  the  points  riband  ^  at 
(^),  respectively,  as  centers,  arcs  of  indefinite  length  are  de- 
scribed. These  arcs  are  then  intersected  by  arcs  described 
from  the  points  o  as  centers,  the  radii  being  equal  to  the 
true  length  of  the  line  o  e  oi  the  elevation.  Next,  with  the 
points  rand/at  {b^  as  centers  and  WMth  radii  respectively 
equivalent  to  the  true  lengths  of  the  different  elements  of 
the  scalene  cones  whose  vortexes  are  at  e  and/  of  the  plan 
(as  determined  by  the  aid  of  the  diagram  of  triang^les), 
arcs  are  described  in  the  same  manner  as  from  the  points  d 
and  ^.     The  distances  o  5,  5-6,  C-7,  and  7  c  are  then  taken 
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successively  from  the  drawing  at  (a)  and  set  off  as  shown  in 
the  pattern  at  (if).  The  remaining  plane  triangle  ^/c  is  then 
added  as  shown  in  Fig,  ^2,  and  the  outlines  of  the  pattern 
are  traced  through  the  points  that  have  been  located.  Edges 
are  next  allowed  for  locks  and  laps,  and  the  upright  sides  of 
the  receiver  box  may»  if  desired,  be  added  to  three  of  the 
upper  edges — the  remainiiig  side  being  formed  of  a  separate 
piece  of  metal. 


DRAIVTKG  PLATE,   TITLE:     EX.\MrKA- 
TION    PLATE  II. 

33.  This  examination  plate  is  to  contain  the  patterns 
for  the  several  fittings  required  in  the  erection  of  a  blast 
system  for  removing  dust  from  the  three  polishing  lathes 
shown  in  Fig.  43.  An  example  is  here  afforded  for  the  stu- 
dent to  put  his  practical  efficiency  to  the   test.     It  may  be 


Fig.  43. 

stated  that  in  the  construction  of  the  patterns,  no  principles 
are  employed  other  than  those  used  in  problems  already 
given.  In  the  shops  of  nearly  all  manufacturing  jewelers, 
machines  for  polishing,  as  well  as  others  that  are  liable  to 
remove  chips  of  the  precious  metals^  are  connected  with  blast 
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hoods  and  a  main  pipe  through  which  a  strong  current  of 
air  is  drawn  from  the  machines.  At  some  point  in  the  main 
pipe^  usually  near  the  fan,  a  cleaner  is  placed  that  serves  to 
remove  and  retain  the  small  particles  of  metal.  This  cleaner 
is  so  made  as  to  be  readily  accessible,  and  at  frequent  inter- 
vals is  taken  apart  and  the  contents  after  removal  are  first 
burned  and  then  smelted;  in  this  way,  most  of  the  metal  is 
recovered  and  the  machines  are  kept  tn  constant  use  without 
danger  of  wasting  the  material  worked. 

The  cleaner  is  usually  of  cast  iron  fitted  with  inlet  and 
outlet  collars  to  which  the  metal  worker  connects  his  pipes; 
the  cleaner  to  be  used  in  this  case  is  shown  in  Fig.  43  on  the 


PlO.  44. 

floor  in  front  of  the  work  bench.  The  inlet  and  outlet  collars 
are  both  of  the  same  size — liJ  inches  in  diameter — the  size  to 
be  used  for  the  diameter  of  the  main  blast  pipe.  The  upper 
edge  of  the  inlet  collar  and  the  lower  edge  of  the  outlet 
collar  are  in  the  same  horizontal  line,  and  the  width  of  the 
cleaner  being  shown  by  the  dimension  figure  in  the  illustra- 
tion, the  student  may,  when  obtaining  his  measurements  for 
the  pipes,  make  the  necessary  allowance  for  the  room  occupied 
on  the  work  bench  by  the  cleaner.  The  cleaner  is  to  be  so 
placed  on  the  bench  that  its  outer  edge  will  coincide  with 
the  edge  of  the  work  bench.     The  inlet  collar,  as  may  be 
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seen  from  the  illustralion,  is  at  the  lowest  possible  point, 
and  the  main  blast  pipe  will  therefore  lie  directly  on  top  of 
the  bench.  The  branches  from  the  main  are  to  be  4  inches 
in  diameter  and  are  to  be  formed  of  five-pieced  elbows  that 
also  lie  directly  on  the  work  bench;  the  throats  of  these 
elbows  are  to  be  constructed  in  such  a  manner  that  they 
will  be  tangent  to  a  circle  24  inches  in  diameter.  The 
elbows  are  then  to  be  connected  to  receiver  hoods  of  the 
form  shown  in  Fig.  44,  the  dimensions  at  the  outer  base,  or 
opening  of  these  hoods  being  3  inches  by  9  inches.  The  out- 
line of  this  base  may  be  described  as  rectangular,  with 
rounded,  or  semicircular,  ends — substantially  as  shown  in 
Fig.  44.  The  horizontal  length  of  the  hoods  is  8  inches  and 
the  lower  side  lies  flat  on  the  bench;  in  other  words,  the 
lower  edges  of  the  main  pipe,  of  the  branch  elbows  and 
pipes,  and  of  the  hoods  are  in  the  same  plane. 

23,  A  fan  having  inlet  and  outlet  collars  20  inches 
in  diameter  is  to  furnish  the  blast  for  this  system  of 
piping  and  is  shown  in  Fig.  43;  it  is  to  be  placed  on 
a  shelf  erected  under  the  stool  of  the  window  shown  in 
the  upper  left-hand  portion  of  the  illustration.  When 
in  its  final  position,  the  fan  is  to  be  10  inches  from  the 
face  of  the  window  casing,  and  the  position  of  the  shelf 
is  such  that  a  horizontal  line  that  passes  through  the  center 
of  the  window  will  pass  also  through  the  center  of  the  axis 
of  the  fan.  The  window  opening  is  in  the  form  of  a  rect- 
angle 24  inches  in  height  and  2G  inches  in  width.  Thus  it 
will  be  seen  that  a  transition  i)iece  will  be  required  to  con- 
nect the  window  opening  with  the  opening  at  one  end  of 
the  fan,  and  that,  in  an  elevation  of  this  transition  piece, 
the  centers  of  both  bases  will  coincide  on  the  drawing.  The 
inner  opening  of  the  fan — that  is,  the  ()i)ening  nearest  the 
work  bench  when  the  fan  is  in  position — is  to  be  connected 
by  means  of  a  conic  elbow,  hkuIc  in  six  i)ieres,  to  the  main 
pipe,  which,  as  stated  before,  is  10  inches  in  diameter.  The 
main  pipe  is  thence  carried  verlically  downwards  and  is 
connected  by  means  of  a  six-i)ie(^(Ml  ellunv  with   the  cleaner. 
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The  width  of  the  fan  and  the  distance  of  the  work  bench 
from  the  side  wall  are  shown  by  dimension  figures  in  Fig.  43. 
The  turn  in  the  conic  elbow  should  be  made  as  short  as  pos- 
sible, and  the  remaining  horizontal  distance  is  to  be  wholly 
taken  up  by  the  turn  of  the  elbow  at  the  lower  end  of  the 
upright  main  pipe. 

In  accordance  with  the  foregoing  specifications,  seven  de- 
velopments are  to  be  made  on  the  examination  plate.  The 
drawing  is  also  to  include  the  necessary  projections,  and 
the  patterns  are  to  be  designated  by  numbers  to  be  referred 
to  by  neat  lettering  near  the  lower  margin  of  the  drawing 
pTate.     The  patterns  required  are; 

{a)      Connection  between  window  and  fan. 

(^)      Conic  elbow  between  fan  and   main  pipe, 

(r)      Curve  for  elbow  in  main  pipe. 

(d)  j  Sections  of  elbow  in  branches  between  hoods  and 


{e)   J       mam  pipe. 

(/)     Outline  for  openings  in  main  pipe. 

(^)     Pattern  for  polisher  hoods. 

The  first  three  drawings  are  to  be  made  to  a  scale  of 
1^  inches  to  the  foot,  and  the  remaining  drawings  are  to  be 
made  to  a  scale  twice  as  great  as  those  first  mentioned, 
that  is,  Z  inches  to  the  foot. 


^H  Fig.  45. 

^^  It  will  thus  be  seen  that  if  the  drawings  to  be  shown  on 
^^  the  examination  plate  were  to  be  constructed  in  full  size, 
^B  they  would  serve  as  a  complete  set  of  patterns  for  the  actual 
F       construction  of  the  work  called  for  by  the  foregoing  specifi- 
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that  commonly  required  of  a  pattern  draftsman  employed 
by  a  firm  erecting  blowpipes,  the  practice  gained  by  the 
student  will  be  of  very  great  value. 

As  an  aid  to  the  student,  the  completed  fittings  as  finally 
erected  are  shown  in  Fig.  44,  while  a  plan  view  of  the  con- 
struction is  given  in  Fig.  45.  There  is  shown  also  a  reduced 
facsimile  of  the  drawing  plate,  and  by  a  study  of  it,  the 
general  arrangement  of  the  different  views  and  the  accom- 
panying patterns  will  be  evident.  The  reduced  copy  of  the 
plate  does  not  show  the  construction  lines;  but  the  student 
is  to  leave  all  construction  lines  on  the  examination  plate 
sent  to  the  Schools  for  correction. 


PRACTICAL  PATTERN  PROBLEMS. 


(PART  3.) 


rNTROBtJCTION  TO  PBOBLEKS. 

1.  The  problems  contained  in  this  section  relate  especially 
to  those  forms  encountered  by  the  boilermaker,  the  copper- 
smith, and  by  other  workers  in  the  heavier  gauges  of  sheet 
metal.  When  the  patterns  for  such  work  are  developed,  it 
is  highly  important  that  suitable  allowances  be  made 
for  extra  thicknesses  of  stock.  This  subject  has  been 
described  in  a  former  article,  and  it  has  been  shown  that  the 
means  used  by  the  draftsman  in  providing  for  these  allow- 
ances vary  with  the  form  of  the  solid  and  with  the  materiaL 
It  is  deemed  advisable  in  this  section  to  present  in  detail  sev- 
eral constructions,  in  order  that  the  student  may  have  an 
opportunity  to  study  the  application  of  principles  when 
modified  to  suit  different  requirements.  Too  much  stress 
cannot  be  laid  on  this  important  feature  of  the  patterncut- 
ter's  training;  for  no  matter  how  accurately  a  pattern  may 
have  been  developed,  if  the  draftsman  has  made  an  incor- 
rect allowance  for  thickness  of  stock  or  has  failed  to  dis- 
tribute properly  such  additional  material,  the  result  may 
be  as  far  from  correct  as  though  the  development  had  been 
wrong.  That  the  student  may  fully  understand  the  draw- 
ings, he  should  carefully  follow  out  the  details  of  each  con- 
struction.  The  preliminary  instruction  in  Practical  Pattt'rn 
PrMems,  Parts  1  and  2,  applies,  also»  to  the  problems  of  this 
section.     The  different  constructions  are  to  be  studied  in 
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the  same  manner  as  heretofore,  for  unless  the  student 
obtains  the  practice  afforded  by  these  problems,  he  will 
experience  difficulty  with  the  examination  plate. 

^,  Attention  has  already  been  called  to  the  importance 
of  determining,  in  any  view,  the  correct  lines  of  intersection 
between  the  different  solids,  or  portions  of  solids,  that  may 
be  represented.  The  methods  used  in  finding  these  lines 
for  the  several  varieties  of  solids  have  already  been 
explained  and  need  not  be  considered  here;  the  subject  is 
referred  to  at  this  time  only  for  the  purpose  of  directing  the 
student's  attention  to  a  method  frequently  used  by  design- 
ers and  others  in  working  out  the  general  features  of  a 
construction  without  paying  particular  attention  to  the 
minor  details  of  a  drawing.  They  frequently  represent  the 
lines  of  intersection  between  solids  by  lines  drawn  approx- 
imately— either  by  freehand  methods  or  by  straight  lines 
or  angles.  This  practice  answers  all  purposes  of  the  de- 
signer if  it  enables  him  to  locate  the  principal  points  of  his 
construction,  but  it  frequently  misleads  the  inexperienced 
patterncutter,  who,  perhaps,  thinks  that  a  line  shown  on  a 
blueprint  or  a  tracing  is  necessarily  correct. 

No  patterncutter  should  proceed  with  his  developments 
from  projection  drawings  that  have  been  made  by  another, 
unless  he  is  positive  that  the  lines  of  intersection  have  been 
correctly  drawn.  This  he  may  sometimes  determine  by 
the  form  of  the  solids  represented,  together  with  the  gen- 
eral characteristics  of  the  drawing.  On  all  drawings  in 
which  the  entire  process  of  finding  these  lines  is  not  shown,  he 
should  reconstruct  the  projection  from  the  beginning,  and 
work  out  the  entire  solution  of  the  line  of  intersection  by  a 
method  known  to  be  correct.  When  the  student  begins  the 
examination  of  a  drawing,  he  should  first  determine  the 
general  shapes  of  the  different  soh'ds  represented — that  is, 
imagine  them  in  the  i)()siLions  (ailed  (ov  by  the  projection 
drawing — and  secondly,  form  a  eorrect  idea  of  the  appear- 
ance of  thcnr  interseeiini;'  lines.  The  student  will  be  as- 
sisted   in    the    hitter  j)roeetjdinL;'   l)y    his   knowledge    of   the 
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genera!  characteristics  of  the  solids  that  he  has  ah'eady 
represented,  and  should  endeavor  to  remember,  as  far  as 
possible,  exactly  what  are  the  effects  produced  when  irreg- 
ular solids  are  encountered.  In  this  way  his  imagination 
will  be  greatly  assisted,  and  with  experience  will  come  a 
ready  facility  in  meeting  new  conditions. 


GROUP    III:    PATTEK?^S    FOR   ARTItXES 
IN   HEAVY   SHEET   MET.AL. 


PROBLEM  41. 

3,  To  develop  the  patterns  of  h  i^teatn  dome  for  a 
iKiller, 

Explanation* — From  the  perspective  illustration  given 
in  Fig.  1,  the  student  will  see  at  once  that  this  problem 
involves  nothing  more  than  the  development  of  intersecting 
cylinders.      Were   it    not    that    the   material   is  of  unusual 
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thickness,  no  work  would  be  required  of  the  draftsman 
other  than  that  shown  in  former  problems  of  a  similar  na- 
ture. The  diameters  c»f  the  two  cylinders  are  shown  by  the 
dimension  figures  in  the  illustration,  and  for  the  purpose  of 
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exemplifying  the  method  of  making  the  allowances,  it  may 
be  assumed  that  Ihe  material  is  boiler  plate  f  inch  thick. 
Two  patterns  are  required;  the  first  for  the  sides  of  the 
steam  dome  and  the  other  for  the  opening  in  the  top  of  the 
boiler  to  admit  the  dome. 

CoNSTRUCTioK. — There  are  several  ways  in  which  allow- 
ances for  thickness  of  material  in  cylindrical  shapes  may  be 
made.  One  is  the  method  by  calculation;  that  is,  having 
given  the  diameter  of  the  cylinder  and  the  thickness  of  the 
stockj  it  is  possible  to  obtain  the  exact  circumference — 
either  from  the  table  of  Circumferences  or  by  multiplying  the 
diameter  by  3. 141G — and  to  add  to  this  length  such  amount 
as  may  be  necessary  for  the  thickness  of  material.  The 
total  distance  thus  obtained  is  then  laid  off  for  the  stretch- 
out, which  is  then  divided  by  spacing  into  the  same  num- 
ber of  equal  parts  as  make  up  the  outline  of  the  circumfer- 
ence. Throujjh  the  points  thus  obtained  on  the  stretchout, 
edge  lines  are  drawn  and  the  pattern  is  completed  in  the 
manner  already  shown.  Another  method  of  making  these 
allowances,  and  one  that  may  be  recommended  for  general 
use  in  the  development  of  irregular  furms,  consists  in  using 
the  principle  already  applied  in  the  proportional  division  of 
lines.  How  this  principle  serves  here  will  be  clearly  shown 
during  the  construction  of  the  required  patterns.  Draw 
the  plan  and  the  elevation  of  the  boiler  section  shown  in 
Fig.  1  in  accordance  with  the  dimension  figures  there 
given;  the  scale  of  these  drawings  is  IJ  inches  to  the  foot, 
and  the  arrangement  of  the  views  is  to  be  that  shown  in 
Fig*  2.  Ne.xt,  divide  the  outline  of  the  steam  dome  in 
the  plan  into  a  convenient  number  of  equal  parts,  and 
thence  project  the  assumed  edges  to  the  elevation.  Along 
the  line  A  B  at  (a),  hiy  nff  the  stretchout  for  the  dome,  and 
in  a  similar  manner,  along  the  line  /)  E  at  (/;),  develop  the 
stretchout  for  the  segmental  portion  of  the  boiler  sheet.  It 
may  be  assumed  that  a  distance  equivalent  to  seven  times 
the  thickness  of  the  material  used  is  to  be  added  to  the 
stretchout;  therefore,  make  B x  at  (a)  equal  to  seven  times 
J  inch,  or  2|  inches.     With   the  compasses  set   to  a  radius 


intersection  of  the  arc.  Draw  A  C,  which  will  be  the  re- 
quired stretchout  for  the  dome;  this  line  may  now  be  repro- 
duced, together  with  its  subdivisions,  at  M IV  in  the  posi- 
tion required  for  the  development  of  the  pattern.  The  re- 
mainder of  this  portion  of  the  drawing  is  completed  in  the 
usual  way. 
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Before  the  stretchout  for  the  opening  in  the  main  boiler 
shell  can  be  developed,  it  is  necessary  to  ascertain  what 
fractional  part  of  the  entire  circumference  of  the  shell  is 
taken  up  by  the  opening.  This  may  be  determined  from 
the  elevation,  and  in  this  case  it  will  be  found  that  the  dome 
intersects  about  one-sixth  of  the  entire  circumference.  It 
is  therefore  necessary  to  allow  but  one-sixth  of  the  entire 
amount  that  would  be  required  if  the  whole  circumference 
were  to  be  laid  off  on  the  stretchout.  Hence,  the  line  D  E 
is  laid  off  at  {b)  in  accordance  with  the  spaces  shown  in  the 
elevation,  and  the  distance  Ey  is  made  equal  to  one-sixth 
of  2f  inches,  or  ^  inch.  The  same  method  is  then  pursued 
at  {b)  as  has  been  described  for  the  drawing  at  (a),  and  the 
length  of  the  stretchout  M'  N\  together  with  its  subdivisions, 
is  made  equivalent  to  the  line  D  F.  The  remaining  portion 
of  the  operation  is  the  same  as  in  former  cases  of  a  similar 
nature,  and  needs  no  further  description. 


PROBLEM  4«. 

4.  To  develop  the  pattern  of  a  slope  sheet  for  a  boiler 
when  the  horizontal  diameter  of  the  boiler  section  is 
the  same  as  tliat  of  the  flrelwx  section. 

Explanation. — The  style  of  boiler  to  which  reference  is 
made    in  the    above  description  is  shown   perspectively  in 

Fig.  3.  This  problem  is 
really  that  of  producing  the 
pattern  for  a  transition  piece 
between  segmental  sections 
of  a  cylinder  in  which  the 
miter  line  is  arbitrarily 
drawn.  In  this  case,  the  two 
miter  lines,  or  the  two  bases 
of  the  transition  piece,  are 
l)arallcl,  thus  making  the 
sections  of  the  connecting 
cylinders  equal.       Problems 
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of  this  nature  frequently  arise  in  the  blowpipe  fitter's  experi- 
ence— especially  where  there  is  a  linnted  amount  of  room, 
and  where  the  correct  line  of  intersection,  if  used,  would 
place  portions  of  the  fitting  in  inconvenient  places.  The  two 
bases  of  the  transition  piece  being  i^x^d,  it  is  first  necessary 
to  determine  a  section  at  right  angles  to  its  parallel  lines; 
the  correct  spaces  in  be  set  off  on  the  stretchout  may  be 
taken  from  this  view,  and  the  remainder  of  the  development 
will  then  consist  merely  in  applying  the  methods  usual  for 
this  class  of  solids.  In  this  case,  another  allowance  becomes 
necessary^  because  the  material  of  the  boiler  is  heavier  than 
can  be  accurately  accounted  for  in  a  purely  theoretical  devel- 
opment- As  in  the  preceding  problem,  the  diameter  of  the 
boiler  shell  may  be  taken  as  24  inches  and  the  drawings 
made  to  a  scale  of  t^-  inches  to  the  foot. 

Construction.^ — Draw  the  end  and  side  elevations,  as 
shown  in  Fig.  4,  and  give  the  slope  sheet  a  pitch  of  30"  to 
the  horizontah  Divide  the  end  elevation  into  symmetrical 
halves  by  means  of  the  vertical  center  line,  and  also  divide 
the  outline  of  one-half  the  upper  semicircle  in  the  end  eleva- 
tion into  a  convenient  number  of  eqtial  spaces — thus  loca* 
ting  the  points  a,  b^  r,  d^  and  e.  Project  these  points  to  the 
side  elevation  and  carry  the  assumed  edges  across  the  sur- 
face of  the  slope  sheet  parallel  to  its  upper  outline.  For 
the  purpose  of  constructing  the  desired  sectional  view  of 
the  slope  sheet,  these  assumed  edges  may  be  produced  in- 
definitely toward  the  right-hand  side  of  the  drawing.  At 
any  convenient  place  to  the  right  of  the  right-hand  inter- 
section line,  as  at  tv  x^  draw  a  perpendicular  to  these  as- 
sumed edge  lines.  Now,  set  off  from  the  line  w x^  along 
the  respective  edge  lines,  distances  similar  to  those  shown 
by  the  horizontal  dotted  lines  in  the  end  elevation;  that  is, 
make  xa*  of  the  side  elevation  equal  to  the  distance  oa  ot 
the  end  elevation;  x*  F  of  the  side  elevation  equal  to  cf'  k  of 
the  end  elevation,  etc.  The  irregular  curve  traced  through 
the  points  a\  b\  c\  etc.  will  define  the  outline  for  the  sec- 
tion, and  the  distances  between  these  points  may  then  be 
set  off  along  the  stretchout.      Before  the  stretchout  can  be 
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developed,  however,  allowance  must  be  made  for  the  thick- 
ness of  material ;  this  is  done  in  the  manner  shown  in  the 
preceding  problem.  In  any  convenient  place  on  the  draw- 
ing, as  at  (a),  draw  a  line  of  indefinite  length,  and  on  this 
line  [A  Bait  (a)]  set  off  distances  similar  to  those  on  the 
outline  of  the  section.  Assume  a  thickness  of  f  inch  for 
material  and  that  a  total  of  seven  times  this  amount  is  to 


Fir,.  4. 


be  added  to  the  entire  circumference.  Since  but  one-ha\i 
of  the  circumference  is  needed  for  the  slope  sheet,  on^- 
quarter  of  seven  times  f  inch,  or  H  inch,  is  to  be  added  \n 
the  distance  from  B  to  j' :\i  (a).  The  method  previous- ly 
described  is  then  followed,  and  the  result,  shown  by  t  "lie 
line  A  c  Sit  {a),  with  its  subdivisions,  is  set  off  in  the  r-c- 
quired   position,  as  shown    by  the   stretchout   MJV.      Ed  g'C 
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lines  are  then  drawn  for  the  pattern  in  the  usual  way,  and 
the  development  is  completed  in  the  same  manner  as  in 
former  problems. 


6*  To  develop  the  pattern  of  a  »lope  sheet  for  a 
boiler  Avhen  the  horizon  till  (llanieterof  the  boiler  sec- 
tion Is  less  than  that  of  the  ttrel^ox  seetlon. 

Explanation.— The  style  of  boiler  shown  in  perspective 
in  Fig.  6  is  perhaps  more  common  than  the  one  described 
in  the  preceding  problem;  but  the  question  of  obtaining  a 
pattern  for  its  slope  sheet  is  a  more  difficult  one  than  in  the 
case  just  described.  The  method  to  be  shown  of  allowing 
for  thickness  will  generally  avail  for  such  allowances  in  tri- 
angnlation  developments.  This  method  is  identical  with 
that  of  preceding  problems,  but  the  manner  in  which  the 
application  is  made  to  the  drawing  differs  slightly  from  that 
already  shown.  For  this  reason  the  student  should  pay 
careful  attention  to  the  construction  of  this  problem. 

It  \vi\\  be  assumed  in  this  case  that*  while  the  diameter  of 
the  boiler  section  is  the  same  as  i;i  ilu-  preceding  problem, 
M  inches,  that  of  the  fire- 
box section  beyond  the 
throat  sheet  is  36  inches. 
This  difference,  although 
greater  than  will  be  found 
in  actual  experience,  is 
used  here  because  the 
process  shows  to  better 
advantage  where  the  angle 
of  inclination  is  consider- 
able. The  top  angle  of 
the  slope  sheet  and  the 
length  of  the  transition 
piece,  as  shown  in  the  side 
elevation,  are  the  same  as  fio,  &» 
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in  Problem  42,  and  the  drawings  are  to  be  constructed  to 
the  same  scale,  i.  e.,  1^  inches  to  the  foot. 

CoNrsTRucTiON. — Draw  the  end  and  the  side  elevation  in 
accordance  with  the  dimensions  previously  given,  and  give 
the  different  views  the  same  relative  position  that  they  have 
in  Fig.  6.     In  the  end  elevation,  after  drawing  the  vertical 
center  line,  divide  the  outline  of  each  of  the  sections  into 
the  same  number  of  equal  parts  and  project  the  points  thus 
located  to  the  side  elevation.     Number  or  letter  these  points 
consecutively,  as  in  Fig.  6,  and  draw  lines  between  the  suc- 
celBsive  points.     After  this  work  has  been  done,  a  temporary 
stretchout  for  each  base  is  to  be  laid  off,  as  shown  at  (a) 
and  (i);  the  allowance  for  thickness  is  then  made,  as  shown 
at  the  right  of  the  stretchout  lines,  and,  after  erecting  per- 
pendiculars from  the  extreme  right-hand  points,  the  oblique 
Vines  are  drawn  from  the  arc  intersections,  respectively,  to 
the  points  b  at  (a)  and  a  at   (d).     Perpendiculars  are  then 
erected  at  the  points  ^and  r,  and  the  distances  dd'  for  the 
smaller  base  and  a  c'  for  the  larger  base  are  taken  as  the 
radii  for  the  arcs  in  the  pattern.     The  student  may  under- 
stand from  this  drawing  that,  since  the  original  distances  on 
the  temporary  stretchouts  were  each  equal,  it  is  necessary 
to  determine  the  increased  amount  to  be  added  for  but  one 
ofthe  spaces;  if.the  spaces  on  the  temporary  stretchout  were 
unequal,  as  in  the  stretchout  for  the  opening  of  the  boiler 
sheet  in  Problem  41,  the  entire  process  there  shown  should 
be  undertaken  here.     The  true  lengths  of  all  foreshortened 
lines  must  now  be  determined  by  means  of  a  diagram  of  tri- 
angles, and  the  completion  of  the  pattern  will  differ  in  no 
material  respect  from   drawings  that  have  heretofore  been 
explained.      But,  since    the    draftsman    seldom  constructs 
these  triangles  in  the  comi)lete  manner  in  which  they  have 
been  illustrated  in  these  problems,  the  student  is  here  shown 
^  "Method  of  simplifying  the   construction  of  triangulation 
PJ'oblems.     This  method  has   the  advantage  of  being  con- 
siderably shorter  than  that  previously  explained,  but  it  re- 
^iiires  close  attention  on  the  part  of  the  draftsman,  and  if 
he  is  called  away  from  the  drawing,  or  if  his  attention  is 
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diverted,  he  may  **lose  his  place";  and  in  that  case,  some 
of  the  work  has  to  be  gone  over  again. 

Construct  the  right  angle  w  xy  at  (c)  and  make  the  dis- 
tance wx  equal  to  the  perpendicular  width  of  the  slope 
sheet;  that  is,  equal  to  the  distance  jr,  as  shown  in  the  side 
elevation.  This  right  angle  is  to  serve  for  all  the  tempo- 
rary triangles  needed  for  the  construction,  but  the  drawing 
of  each  different  hypotenuse  is  to  be  omitted.  Just  how 
this  is  done  will  be  explained  as  the  drawing  progresses.  In 
the  view  at  (^),  draw  a  vertical  center  line  of  indefinite 
length,  and  set  off  the  distance  qr  on  this  line  equivalent  to 
the  distance  q'  r'  of  the  side  elevation.  From  ^  as  a  center, 
with  a  radius  a  c'  as  taken  from  the  drawing  at  (^),  de- 
scribe an  arc  of  indefinite  length;  in  a  similar  manner,  and 
with  a  radius  bd'  taken  from  the  drawing  at  (^),  describe 
an  arc  from  r  at  (rf).  Now,  set  the  dividers  to  the  dis- 
tance q p^  as  shown  in  the  end  elevation,  and,  after  setting 
one  point  of  the  dividers  lightly  on  the  point  x  at  the 
vertex  of  the  right  angle  at  (r),  set  the  other  point  of  the 
instrument  firmly  on  the  horizontal  line  at  the  point  y. 
With  this  point  of  the  instrument  firmly  held  on  the  pointy, 
open  the  dividers  by  light  pressure  with  the  middle  finger, 
until  the  free  point  of  the  instrument  will  reach  exactly  to 
the  point  «'.  The  span  of  the  dividers  is  thus  equivalent 
to  the  length  of  the  hypotenuse  of  the  right-angled  tri- 
angle wxy^  although  the  hypotenuse  is  not  shown  by  any 
line  on  the  drawing.  The  dividers  may  now  be  lifted  care- 
fully over  to  the  drawing  at  {d),  and,  after  setting  one 
point  of  the  instrument  at  the  point  q,  the  point  p  may  be 
fixed  by  a  slight  prick  mark  made  on  the  arc  described 
from  r.  Next,  the  distance  po  may  be  transferred  in  a 
similar  manner  to  the  horizontal  line  at  (r),  and,  the  right- 
hand  point  of  the  instrument  being  held  in  its  position  on 
the  horizontal  line  until  the  dividers  are  opened  to  reach  the 
point  Tt',  the  true  length  of  tlie  line  po  may  be  ascertained 
and  transferred  to  the  pattern  at  (d)  in  a  similar  manner. 
This  process  is  then  (^>ntinuc(l  until  all  the  foreshortened 
lines  shown   in  the  elevation  are   transferred   in  their  true 
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lengths  to  the  pattern.  If  desired^  the  operation  may  be 
continued  on  both  sides  of  the  center  line  of  the  pattern 
and  the  entire  development  produced  at  once.  Only  one- 
half  of  the  pattern  is  shown  in  Fig.  G,  and  since  the  piece  to 
be  developed  is  usually  of  such  size  that  it  is  impractical  to 
get  it  out  of  a  single  sheet  of  metal,  it  is  generally  prefer- 
able to  lay  out  the  pattern  in  the  manner  shown  in  the  illus- 
tration. But  a  student  should  not  attempt  to  ascertain  the 
true  lengths  of  lines  by  this  method  unless  he  is  positive  of 
his  thorough  mastery  of  the  principles  involved  in  triangu- 
lation  de\^elopments  and  unless  he  is  sure  of  no  interrup- 
tions during  the  construction  of  the  drawings.  The  plan 
here  shown,  while  it  is  to  be  highly  recommended  on  account 
of  saving  labor,  requires  close  attention  on  the  part  of  the 
draftsmen,  since,  in  case  of  error,  he  is  obliged  to  go  over 
the  entire  work.     As  the  student  acquires  proficiency  in  his 

bwork,  however,  this  danger  is  materially  lessened,  and  after 
a  little  practice  he  will  easily  avoid  error  in  such  construc- 
tions. 


PROBLEM  44, 

6.     To  develop  the    pattern    for   a   gnsaet  plate  be* 
tween  a  boiler  tiiul  a  staek. 

Explanation. — The  gusset  plates  shown  at  A  in  the  view 
of  the  boiler  in  Fig.  7  are  intended  to  add  lateral  strength 


KiG.  7 


to  the  stack  and  to  prevent  its  weight  from  resting  entirely 
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on  a  comparatively  small  space  on  the  boiler  sheet;  in  other 
words,  to  distribute  the  weight  of  the  stack  over  a  larger 
area.  The  development  cannot  be  made  until  the  lines  of 
intersection  have  been  correctly  found.  It  should  be  re- 
marked here  that,  if  the  student,  after  receiving  a  drawing 
of  any  complicated  form,  will  first  ascertain  whether  the 
lines  of  intersection  are  correct,  he  will  often  avoid  trouble 
and  vexation.  The  view  in  Fig.  7  shows  the  gusset  plates 
on  both  sides  of  the  stack,  but  since  they  are  alike,  a  devel- 
opment for  one  side  will  suffice.  The  diameter  of  the  boiler 
shell  is  the  same  as  in  the  preceding  problems — 24  inches — 
and  the  diameter  of  the  stack  may  be  taken  as  12  inches. 
The  drawings  are  to  be  made  to  a  scale  of  1^  inches  to  the 
foot. 

Construction. — Draw  first  the  end  elevation,  as  shown 
in  Fig.  8,  and  then  the  side  elevation  of  the  boiler  section 
and  of  the  stack.  Since  the  pattern  for  the  stack  intersec- 
tion is  required  in  shop  practice,  this  line  should  be  care- 
fully worked  out.  This  is  accomplished  by  regular  projec- 
tion methods  and  is  shown  in  Fig.  8.  The  student  may 
omit  the  development  of  the  pattern  for  the  stack  and  for 
the  opening  in  the  boiler  sheet,  since  this  work  is  exactly 
the  same  as  has  been  shown  in  Problem  41.  The  stack  and 
the  boiler,  together  with  their  line  of  intersection,  having 
been  drawn  in  the  side  elevation,  the  gusset  plate  may  be 
represented  as  follows:  With  the  Gif  triangle  draw  A  B 
from  the  middle  point  of  intersection  shown  in  the  side  ele- 
vation, and  from  B  draw  the  line  B  C  with  the  45°  triangle. 
The  irregularly  curved  intersection  line  A  C  is  then  devel- 
oped. The  mctthod  of  development  is  to  draw  vertical  pro- 
jectors from  the  end  view  of  the  stack  at  («),  producing 
them  until  they  intersect  the  line  AB\  thence  they  are 
conlinued  parallel  to  B  (7  and  intersected  in  the  lower  por- 
tion of  the  drawing  of  tlu^  gusset  plate  by  horizontal  pro- 
jectors drawn  from  the  ciul  elevation,  in  the  manner 
shown  in  Fi^.  8.  To  deleiiniiui  tiie  stretchout  for  this  pat- 
tern, a  section  at  ri.^hl  angles  to  tlie  i)arallel  lines  of  the 
gusset  plate  must  now  he  drawn.      The  assumed  edges  are 
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cordingly  produced  indefinitely  toward  the  left  side  of 
the  drawing,  and  at  right  angles  to  them  the  line  w  x  is 
drawn.  The  vertical  distances  above  the  horizontal  center 
line  are  then  taken  from  the  view  at  (a)  and  transferred  in 
their  proper  places  to  the  view  at  (c)  \  the  irregular  curve 
there  shown  is  then  traced  through  the  points  thus  located. 
The  required  distances  for  the  stretchout  may  now  be 
taken  from  the  outline  of  the  curve  at  (r),  but  before  the 
stretchout  is  laid  out  in  its  proper  position,  allowance  should 
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be  made  for  thickness  of  material.  Assuming,  now,  that 
the  gusset  plate  is  to  be  \  inch  thick,  it  will  be  seen  that 
an  amount  should  be  added  to  the  stretchout  of  the  pattern 
equivalent  to  that  required  by  a  semicircle,  or  ^  of  seven 
times  \  inch,  or  \  inch.  The  theoretical  stretchout  A  B  is 
developed  in  the  usual  way,  as  shown  at  (i),  and  the  dis- 
tance B y  \%  set  off  as  \  inch.  By  the  method  previously 
explained,  the  stretchout  A  C  is  then  developed  and  is 
copied  in  its  proper  position  M N.     Through  its  subdividing 
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points  edge  lines  are  next  drawn,  and  developers  are  car- 
ried from  the  required  points  on  the  outline  of  the  gusset 
plate.  The  resulting  pattern  at  (rf)  will,  therefore,  be  the 
required  outline,  and,  if  desired,  edges  may  be  added  for 
riveting  fianges. 


PRtlBI.EM  45. 

7.  To  develop  the  patterns  uf  tin  oruainenta.!  cap 
fbr  a  smokestack. 

Explanation, — The  boilermaker  is  often  called  upon  to 
provide  the  upper  end  of  a  stack  with  an  ornamental  finish. 
Modifications  of  the  design  shown  in  Fig.  9  are,  perhaps, 
most  commonly  used,  and  may  be  ob- 
served in  the  finish  applied  to  the  top 
of  locomotive  smokestacks.  It  is  usual 
to  make  this  ornamental  work  inde- 
pendent of  the  stack  proper;  the  orna- 
mental shell  is  then  slipped  over  the 
upper  end  of  the  stack  and  riveted  in 
position.  On  this  account,  the  metal 
used  for  the  top  may  be  somewhat 
lighter  than  that  of  the  stack  itself;  the 
difficiillies  attending  the  hammering,  or 
raising,  of  the  curved  form  are,  there- 
^^^*^  fore,   reduced  somewhat;  since  lighter 

metal  is  more  easily  brought  into  proper  shape  than  are  the 
heavier  gauges. 

Assume  that  the  stack  is  12  inches  in  diameter  and  that 
the  curve  for  the  top  member,  shown  in  the  side  elevation, 
is  described  with  a  radius  of  3  inches;  for  the  large  "cove  " 
member,  with  a  radius  of  12  inches;  and  that  the  radius 
for  the  semicircular  bead  is  1|-  inches.  The  drawings  are 
to  be  made  to  a  scale  of  1^^  inches  to  the  foot. 

Construction. — Draw  the  elevation,  as  shown  in  Fig.  10, 
in  accordance  with  the  dimensions  given  in  the  specifications^ 


maimer  already  explained  for  the  zones  of  a  sphere^  or  ball. 
The  lines  that  determine  the  frustum  are  represented  in 
Fig.  10  by  the  oblique  lines  that  intersect  the  center  line. 
The  student  will  require  some  experience  in  **  raising  *'  the 
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different  metals  before  he  will  be  able. to  understand  pre- 
cisely where  to  draw  these  lines.  Generally,  however,  the 
lines  should  be  drawn  in  the  direction  indicated  by  the 
curved  portion ;  that  is,  in  a  direction  such  that,  if  the  curved 
outline  were  straightened  out,  the  least  amount  of  bending 
would  cause  it  to  assume  the  direction  indicated  by  such 
oblique  line.  After  this  oblique  line  has  been  drawn,  erect 
a  perpendicular  to  the  line  from  a  point  midway  on  the 
curved  outline.  Then  space  off  the  curved  outline  and  lay 
off  an  equal  number  of  similar  distances  on  both  sides  of 
the  perpendicular.  That  is,  the  oblique  line  for  the  devel- 
opment of  the  upper  member  having  been  drawn  to  the 
point  o  in  Fig.  10,  a  perpendicular  is  erected  from  the 
point  X  situated  at  about  the  middle  point  of  the  curved 
line;  the  curved  outline  is  then  divided  by  spacing — three 
divisions  being  located  above  x  and  three  below.  These 
spaces  are  next  set  off  on  the  oblique  line — three  above  the 
perpendicular  and  three  below — and  from  the  outer  points  a 
and  b,  arcs  that  define  the  outline  of  the  pattern  are  de- 
scribed from  ^  as  a  center,  in  the  manner  shown.  The 
length  of  stretchout  is  determined  on  the  arc  described 
from  a^  and  is  equal  to  the  circumference  of  a  circle  de- 
scribed with  a  radius  equivalent  to  the  perpendicular  dis- 
tance from  the  point  a  to  the  vertical  center  line.  The 
patterns  for  the  remaining  members  of  the  ornamental  top 
are  obtained  in  a  similar  manner,  as  may  be  seen  from 
Fig.  10;  their  respective  centers  are  located  at  the  points  o' 
and  o\  and  the  required  radii  are  found  in  the  manner 
already  described.  It  should  be  noted  that  the  pattern  for 
the  half-round  bead  is  obtained  in  two  pieces,  and  that  in 
the  finished  bead  a  seam  is  to  be  found  along  the  central 
line,  as  shown  by  the  dotted  line  crossing  the  bead  in 
Fig.  10. 


PROBI.KM    1«. 

8.     To  develoj)  the  patterns  Tor  the  ventilator  known 
as  an  *'  Eniei^son  ''  head. 


PRACTICAL  PATTERN  PROBLEMS. 


19 


Fit;.  11 


ExPLAXATiON. — No  compilation  of  pattern  prolilems  wotild 
be  complete  without  a  description  of  this  uclMrTnwn  venti- 
lator, Fig.  IL  Perhaps  no  other 
ventilator  that  is  not  proprietary  is 
used  so  generally  and  for  sncli  a  va- 
riety of  purposes.  It  is  employed 
with  equal  efficiency  as  a  smoke 
jack  and  as  a  ventilator  cap.  Its 
proportions  are  varied  somewhat  in 
different  localities,  hut  it  usually 
has  the  following  dimensions;  Tbe 
distance  a^  Fig.  11^,  is  one-half  of 
the  diameter  of  the  opening,  and  ^ 
is  one -quarter.  The  lower  flange 
has  an  inclination  of  45''  and  the  outer  diameter  of  the 
upper  flange  is  the  same  as  that  of  the  lower;  the  angle  of 
inclination  for  the  faring  pieces  of  the  upper  flange  is  30*^ 
to  the  horizontaL  In  the  construction  of  smaller  ventilators, 
the  upper  cone  is  frequently  absent,  but  since  it  strengthens 
the  upper  flange,  it  is  usually  included  in  ventilators  of  a 
diameter  larger  than  24  inches. 

The  drawings  for  this  problem  are  to  be  made  to  a  scale 
of  3  inches  to  the  foot,  and  are  to  represent  a  ventilator 
24  inches  in  diameter  at  the  opening  that  is  to  be  con- 
structed in  accordance  with  the  foregoing  specifications. 
The  material  is  to  be  |  inch  thick,  for  which  allowances 
must  be  providetl  in  the  pattern. 

Construction. — Draw  the  elevation,  as  shown  in  Fig.  12, 
and  describe  a  circle  in  the  plan  that  will  represent  the 
outer  outline  of  the  flanges.  Since  the  upper  flange  is  com- 
posed entirely  of  two  cones,  attached  base  to  base,  the  de- 
velopment of  their  patterns  needs  no  explanation.  It  may 
be  stated,  however,  that  in  the  development  of  entire  sur- 
faces of  cones  of  heavy  metal,  the  allowance  made  for 
cylinders  is  added  to  the  stretchout  for  the  cone»  For  a 
conic  frustum,  however,  this  allowance  is  made  in  a  slightly 
different  way,  as  wnll  appear  in  the  pattern  for  the  lower 
flange.     Two  pieces  similar  to  that  shown  at  (a)  will    be 
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required  for  the  tipper  flange,  and  to  one  of  these  pieces  an 
edjje  should  be  added  around  its  curved  outline,  for  the  pur- 
pose of  turning  over  and  holding  securely  the  other  cone. 
In  the  development  of  the  pattern  for  the  frustum  that 
forms  the  lower  flange,  the  allowance  for  thickness  is  to  be 
added  to  both  arcs;  that  is,  the  lines  enclosing  the  addition 
will  be  parallel.  This  apparent  discrepancy  is  due  to  the 
fact  that  when  the  entire  surface  of  the  cone  is  in  one  piece, 
the  stretch  of  the  metal  during  the  bending  operation  is  not 
the  same  as  when  only  a  portion  of  its  surface  is  formed.  For 
large  ventilators  it  often  happens  that  the  upper  cones  must 
be  divided  in  this  manner  and  the  surfaces  of  the  cones  made 
up  of  sections  similar  to  those  of  frustums;  when  this  occurs, 
it  is  necessary  to  follow  the  f>lan  given  for  the  lower  flange. 
After  laying  out  the  patterns  for  the  different  flanges,  it  is 
important  that  the  positions  of  the  braces  should  be  noted 
in  the  flat  sheet,  and  such  holes  as  are  necessary  may  then 
be  cut  out  before  the  work  is  formed  up.  The  holes  for  the 
rivets  in  such  work  maybe  drilled  or  punched  in  the  flat 
sheet,  and  they  should  be  very  carefully  located. 


PKOBI*EM  47. 

9»  To  develop  the  patterns  of  ii  trtiiii^ttSon  piece 
Ijetween  a  horizontal  reetani^uhir  openIii#r  and  an 
iiprlprht  cylindrical  stack. 

Explanation. — When  stacks  of  large  diameter  are  made 
of  boiler  plate,  it  frequently  becomes  necessary,  on  account 
of  their  great  weight,  to  provide  a  foundation  for  them 
independent  of  the  lioiler.  For  such  cases,  a  transition 
piece  must  be  provided.  The  sheet-metal  worker  must 
form  this  transition  piece  so  that  an  unobstructed  flow  of 
air  may  be  obLained  between  the  boiler  and  the  stack.  An 
example  of  such  a  case  is  shown  in  Fig.  13.  The  upright 
stack  is  shown  already  erected,  and  for  the  purposes  of  this 
problem    its  diameter   is   assumed   to   be    Iti  inches.     The 
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perpendicular  distance  from  the  stack  to  the  opening  is 
6  inches,  while  the  rectangular  opening  is  10  inches  by 
20  inches.  The  relative  position  of  the  stack  and  the  open- 
ing; is  such  that  a  hori- 
zontal center  line  drawn 
through  the  plan  will  pass 
through  the  centers  of  both 
the  rectangle  and  the  cir- 
cle. The  top  and  the  un- 
der side  of  the  transition 
piece  are  given  inclinations 
of  60%  as  shown  in  a  side  el- 
evation, and  the  opening  in 
the  stack  must  have  an  area 
equal  to  that  of  the  horizon- 
tal opening.  The  drawings 
are  made  to  a  scale  of 
fTjo^  13.  1|  inches  to  the  foot. 

Construction. — Draw  the  plan  first;  in  this  view,  Fig.  14, 
after  representing  the  rectangle  and  the  circle,  equidistant 
parallels  are  to  be  drawn  both  above  and  below  the  center 
line,  and  at  a  distance  from  that  line  equal  to  one-half  the 

width  of  the  horizontal  opening.  The  intersections  of  these 
parallels  with  the  outline  of  the  circle  at  the  points  a  and  a* 
will  thus  represent,  when  projected  to  the  elevation^  the 
lines  along  which  the  cut  is  to  be  made  in  the  stack.  A 
projector  is,  t  hi- re  fore,  to  be'  carried  indefinitely  into  the 
elevation  from  the  point  u,  as  shown  in  Fig,  14.  Also, 
project  the  elevation  of  the  stack  and  draw  the  horizontal 
line  e/  to  represent  the  edge  of  the  opening,  as  shown. 
From  /to  i?  in  the  elevation,  a  short  distance  is  measured 
off  to  provide  a  lap  for  the  transition  piece  when  it  is  fitted 
to  the  flange  of  the  opening,  and  from  the  point  ^an  oblique 
line  at  the  given  angle  is  carried  upwards  until  it  intersects 
the  projector  drawn  from  a.  The  outer  angle  at  b  is  next 
bisected,  and  the  bisect r>r  produced  until  it  intersects  a 
vertical  line  drawn  from  the  [>oint  f.  Another  oblique  line 
parallel  to   the  one   lirst   drawn   is   then   carried   from    the 
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left-hand  point  of  intersection  up  touts  intersection  with  the 
projector  from  a  at  a'  in  the  elevation.     The  drawing  now 
shows  that  the  surface  represented  in  the  elevation  is  not  a 
plane  surface,  since  its  bounding  lines  are  not  in  the  same 
plane;  if,  however,  a  line  be  drawn  from  d  to  a\  two  sur- 
faces will  be  defined,  each  of  which  will  be  a  plane,  or  flat, 
surface,  and,  therefore,  easy  of  development.     This  problem 
is  especially  to  be  noted  as  one  that  requires  the  exercise  of 
the  mental  faculty  called  imagination — a  faculty  on  which 
the  student  must  depend  to  extricate  himself  from  difficul 
ties  that  attend  the  development  of  such  forms  as  are  here 
shown.     The  completion  of  the  drawing  and  the  develop- 
ment of  the  different  surfaces  of  the  transition  piece  are 
now  comparatively  easy  and  should  give  the  student    no 
trouble. 

It  is  necessary,  of  course,  to  cut  out  the  pieces  that  form 
the  upper  and  lower  sides  of  the  transition  piece  so  that 
they  will  accurately  fit  the  sides  of  the  stack.  The  student 
has  a  choice  of  two  methods  of  spacing  for  this  development: 
he  may  either  divide  a  certain  portion  of  the  oblique  line 
from  d  into  equal  spaces  and  project  the  points  thus  located 
to  the  plan ;  or  he  may  locate  the  equal  spaces  on  the  out- 
line of  the  circle  in  the  plan  and  then  project  those  points 
to  the  elevation.  The  former  of  these  methods  has  been 
used  in  Fig.  14,  although  it  maybe  stated  that  there  is  little 
choice  between  the  two,  and  the  student  may  use  either  at 
his  discretion.  The  development  of  the  patterns  for  the 
upper  and  lower  sides  of  the  transition  piece  may  be  con- 
veniently made  along  the  horizontal  center  line  of  the  plan, 
and  then  tlu*  true  lengths  of  the  sides  for  the  remaining 
pieces  may  he  ascertained  from  the  projections.  The  pattern 
for  the  outline  of  the  opcninj;^^  to  be  cut  in  the  stack  may  also 
be  laid  off,  as  shown  in  Fi^.  14.  As  explained  earlier  in  the 
Course,  such  allowances  as  may  he  ne(*essary  on  account  of 
thickness  of  material  are  to  be  made  before  the  pattern  is 
transferred  to  the  metal.  Since  these  matters  have  already 
been  discussed  at  some  lenjj^th,  no  further  description  of 
them  is  necessary. 
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I'ROliLEM  4§. 

10.  To  develop  the  patterns  of  on  Irreg^ar  elboiiV' 
In  a  reetangrular  pipe. 

Explanation. —One  of  the  principles  applied*  to  the 
arrangement  of  plane  surfaces  ia  the  preceding  problem  is 
of  frequent  service  to  the  draftsman  when  he  is  called  on  to 
lay  out  rectangular  pipework.  Much  of  the  work  now  re- 
quired in  the  construction  of  blast  systems  for  heating  large 
buildings  is  of  this  order.  In  such  work,  an  important 
feature  consists  in  so  constructing  the  pipes  as  to  obtain  an 
unimpeded  flow  of  air.  This  cannot  be  accomplished  if  the 
areas  of  the  pipes  are  anywhere  reduced.  In  order  that  the 
student  may  understand  exactly  what  is  meant  by  this,  he 
is  referred  to  Fig.  15  for  an  examination  of  the  double  elbows 
there  shown.  Note  that  in  the  construction  at  (a),  the 
miter  lines,  or  the  lines  of  intersection  between  the  different 


sections  of  the  elbow,  are  not  drawn  in  accordance  with  the 
methods  hitherto  explained ;  that  is,  the  angles  between  the 
outer  outlines  have  not  been  bise<^ted,  as  in  the  elbow  shown 
at  {//),  and  the  result  is  that  the  middle  section  of  the  elbow 
has  a  smaller  cross-section  than  have  the  two  end  sections. 
If  work  is  constructed  in  accordance  with  the  elbow  shown 
at  (a)^  it  isevident  that  when  the  capacity  of  the  connecting 
pipes  is  fully  taxed,  there  will  not  be  a  free  discharge  of  air 
at  the  opening,  for  it  is  a  well-known  principle  that  governs 
the  flow  both  of  liquids  and  gases  that  the  discharge  of  any 
line  of  piping  in  a  given  time  will  be  only  so  much  as  will 
flow   through   the  smallest    opening    in   that    line.      It   is 
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important,  therefore,  that  there  be  no  such  contraction 
any  portion  of  its  entire  length,  and  to  accomplish  the  best 
results,  the  elbows  and  turns  that  are  necessary  must   be 

made  in  accordance  with 
established  rules.  In  such 
work  the  draftsman  must 
rely  on  his  judgment  and 
must  be  alert  to  detect 
errors  that  are  sure  to 
arise  if  he  does  not  exer- 
cise his  imaginative  pow 
ers  to  their  fullest  exten 
The  classes  of  work  wit 
which  he  is  required  to 
deal  are  so  varied  that  no 
general  rules  can  be  give 
but  after  a  little  practici 
he  will  be  able  to  avoid  such  errors  of  construction^  and  will 
be  able  to  plan  his  work  in  accordance  with  the  desired 
results.  An  example  of  this  sort  is  shown  perspectively  in 
Fig.  16.  A  square  turn  must  here  be  made  in  a  rectangular 
pipe,  and  in  such  a  position  that  ihe  lateral  dimensions  are 
reversed*  The  most  important  feature  of  the  work  consists 
in  making  the  projection  drawings,  and  especial  attenti 
is  therefore  directed  to  their  construction.  The  cro 
section  of  the  pipe  is  a  rectangle  12  inches  by  IG  inchei 
and  a  perpendicular  distance  of  8  inches  each  way  is 
allowed,  as  explained  in  the  following  construction.  T 
drawings  are  made  to  a  scale  of  1|^  inches  to  the  foot. 

Construction,— -Draw  the  lines  A  B  and  B  C  at  right 
angles  to  each  other,  as  shown  in  the  elevation.  Fig.  17. 
Measure  off  a  distance  of  8  inches  on  each  line  from  the 
vertex  B,  and  make  xA  equal  to  the  width  of  the  rectangle 
and  y  C  equal  to  its  length.  Draw  projectors  to  the 
from  points  x  and  A,  and  produce  the  projector  from  A  u 
wards  indefinitely.  Draw  a  temporary  line  jr  x'  and  bise* 
at  X  the  outer  angle,  formed  by  x  x'  and  the  vertical  pn 
jector;  produce  this  bisector  until  it  intersects  the  project 


ist^f 
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draw^n  from  A.  From  this  latter  point  of  intersection, 
dra^w  a  line  to  the  point  C,  and  from  C  draw  a  horizontal 
line  of  indefinite  length.  Bisect  the  angle  thus  formed  at  C, 
and  produce  the  bisector  until  it  intersects  a  horizontal  line 


"'"awn  from  the  point  x'  at  D.  The  projection  drawings  are 
"^'^  Completed  by  a  line  drawn  between  the  points  a*  and  /I 

^ill  then  be  seen  by  comparing  the  relative  j)ositions  of 
"^  lines  defining  the   surface  of  the  middle  section  of  the 

^^    that  they  do  not  lie  in   the  same  plane,  as  was  the 
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case  of  a  similar  portion  of  the  transition  piece  in  the  pre- 
ceding problem;  but  by  the  same  method,  this  surface  may 
be  divided  into  two  separate  surfaces,  each  of  which  will  be 
a  plane,  or  flat,  surface ;  this  line  x  Cis  accordingly  drawn,  as 
shown  in  Fig.  17.  The  development  of  the  different  pieces 
is  then  made  in  a  manner  similar  to  that  of  the  preceding 
problem,  and  since  the  process  is  fully  shown  in  the  illus- 
tration, no  further  description  is  necessary. 


PROBL.SM  49. 

11.  To  develop  the  patterns  for  an  oblique  eonnec- 
tlon  in  a  rectangrular  pipe. 

Explanation. — This,  like  the  two  preceding  problems, 
deals  with  a  particular  case  of  rectangular  pipe  construction 
in  which  the  draftsman  is  required  to  exercise  his  imaginative 


powers,  loi^elhiM-  wilh  his  knowlcd^r  of  ])r()jection  drawing. 
Tn  fac:t,  unless  llu-  sliulcnt  fully  understands  the  various 
methods  that,  may  he  usrd  ..n  the  draft int^  board  for  the 
purpose  of  oblainini;  desiied  views  of  objects,  and  unless  he 
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also  exercises  his  imagination  for  the  purpose  of  compre- 
hentling  the  posiliun  in  which  a  given  object  must  be  shown, 
he  will  often  be  at  a  loss  for  the  means  of  obtaining  flevelop- 
ments  that  are  otherwise  comparatively  simple  in  their 
construction.  The  particular  case  to  which  the  student*s 
attention  is  directed  is  shown  perspectively  in  Fig.  IB.  A 
rectangular  pipe  whose  dimensions  in  cross-section  are 
4  inches  by  12  inches  must  be  carried  from  one  horizontal 
level  to  a  level  24  inches  above,  so  that  its  sectional  area 
will  not  be  diminished;  at  the  same  time,  the  lateral  obliquity 
is  such  that  the  pipe  must  veer  12  inches  to  one  side,  a 
distance  equal  to  the  entire  width  of  the  pipe;  and,  as  shown 
in  the  plan,  the  entire  construction  is  to  be  made  within  a 
longitudinal  distance  of  20  inches.  The  longitudinal  distance 
from  the  furnace  casing  to  the  nearest  corner  of  the  miter 
is  to  be  C  inches.  The  perspective  illustration  show^s  these 
conditions,  and  a  student  experienced  in  the  construction  of 
rectangular  pipework,  as  in  the  erection  of  blast  systems  for 
heating,  will  recognize  the  conditions  as  an  example  of  a 
fitting  occasionally  encountered.  The  drawings  are  made 
to  a  scale  of  IJ  inches  to  the  foot.  It  is  assumed  that  the 
lower  horizontal  section  is  attached  to  the  sides  of  an  upright 
cylinder- — as  in  the  case  of  a  cold-air  connection,  or  intake,  to 
a  furnace^ — and  that  one  edge  of  the  pipe,  if  produced,  will 
pass  through  the  center  of  the  circle  that  represents  a  plan 
of  the  furnace  casing— the  diameter  of  the  latter  being 
3^  inches. 

Construction. — A  portion  of  the  plan  is  first  drawn ;  in 
this  view,  the  circle  that  represents  the  furnace  casing  is 
described  with  the  required  radiiis,  as  shown  in  Fig.  10,  and 
from  its  center  a  vertical  line  of  indefinite  length  is  drawn 
for  the  purpose  of  defining  one  side  of  the  lower  section  of 
the  rectangular  pipe.  Parallel  to  this  line  and  toward  the 
right,  another  vertical  line,  also  of  indefinite  length,  5s  then 
drawn,  and  the  perpendicular  distance  between  them  is  made 
equal  to  the  width  tA  the  pipe— that  is,  12  inches.  Since 
these  two  lines  define  the  width  of  the  pipe,  and  since  they 
further  locate  the  position  of  the  lower  section  in  the  plan, 
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the  upper  portions  of  the  lines  may  be  considered  as  pro- 
jectors,  and  an   elevation   accordingly   constructed  in  its 
proper  position  on  the  drawing.     At  any  convenient  distance 
from  the  plan,  draw  the  two  horizontal  parallels  a  b  and  c  d^ 
making  the  perpendicular  distance  between  them  4  inches, 
as  called    for  by  the   specifications;    24  inches   above   the 
line  c  d  draw  another  parallel  line,  which  may  be  consid- 
ered as  representing  the  lower  edge  of  the  upper  rectangu- 
lar section,  while  a  portion  of   the   projector   that    passes 
through  ^rf  forms  the  left-hand  end  of  the  rectangle.     The 
upper  rectangle  is  then  completed,  as  shown  in  Fig.  19,  and 
oblique  lines  are  next  drawn  from  the  corners  of  the  lower 
rectangle  to  corresponding  corners  of  the  upper  rectangle, 
thus  completing  the  elevation  of  the  middle  section. 

Before  the  completion  of  the  plan  is  undertaken,  it  will  be 
well  for  the  student  to  consider  the  drawings  very  carefully. 
The  specifications  state  that  the  entire  middle  fitting  must 
occupy  a  longitudinal  distance  of  20  inches — that  is,  as  such 
distance  is  shown  in  the  plan — and  that  the  fitting  is  to  be 
at  a  distance  of  6  inches  from  the  casing,  when  measured  in 
a  similar  manner.  These  distances  may  be  laid  off  for  the 
present  by  drawing  horizontal  lines  of  indefinite  length  at  the 
given  perpendicular  distances — as  shown  by  the  lines  ^/"and 
g h  of  Fig.  19.  These  lines  should  be  carried  indefinitely 
toward  the  right,  inasmuch  as  they  are  to  be  used  for  the 
construction  of  a  view  in  which  all  the  lines  of  the  three 
sections  may  be  shown  in  their  true  length.  An  examination 
of  the  elevation  will  show  to  the  student  that  if  the  entire 
fitting  were  rotated  on  the  point  b  as  an  axis  and  in  the 
direction  of  the  curved  arrow,  until  the  oblique  lines  of  the 
elevation  appeared  as  horizontal  lines,  a  plan  of  such  a 
position  would  present  all  longitudinal  lines  of  the  different 
sections  in  their  true  length,  and,  further,  that  the  miter 
lines  could  be  sliown  in  such  a  view  as  straight  lines.  Such 
a  plan  view  must  accordingly  be  drawn,  and  for  this  purpose 
the  view  at  {a)  is  first  constructed.  Draw  the  horizontal 
line  b'  x'  in  any  convenient  position  below  the  line  cf^  and 
make  its  length  equal  to  that  of  the  foreshortened  line  b  x 
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of  the  elevation.  Make  the  angle  a*  b*  x'  in  the  view  at  (a) 
equal  to  the  similar  angle  a  b  x  of  the  elevation  and  complete 
the  rectangle  shown  by  the  dotted  lines  at  {a)  in  Fig.  19, 
from  the  four  corners  of  which  carry  vertically  upwards  pro- 
jectors of  indefinite  length;  also  complete  the  view  of  the 
upper  section  in  its  relative  position,  as  shown  at  (i),  and 
draw  similar  projectors  from  each  corner  of  the  rectangle  in 
the  manner  shown.  It  is  now  possible  to  fix  the  position  of 
two  principal  points  of  the  desired  view ;  that  is»  the  position 
of  the  point  A  on  the  horizontal  line  cf^  and  the  position  of 
the  point  B  on  the  horizontal  line  ^  k.  It  is  known,  further, 
that  each  point  represents  a  position  at  the  throat  of  the 
corresponding  miter.  Again ^  a  line  drawn  between  the 
points  A  and  B  will  be  a  diagonal  for  a  rectangle  whose 
altitude  is  equivalent  to  the  perpendicular  distance  between 
the  outer  projectors  drawn  from  the  view  of  the  rectangle 
at  {a)\  that  is,  equal  to  the  dimension  x.  Fig.  19,  Knowing 
these  facts  and  that  the  diagonals  of  a  rectangle  intersect  at 
their  middle  points,  the  student  can  construct  the  remaining 
portions  of  the  desired  full  view  and  ascertain  the  exact 
positions  of  the  two  miter  lines.  This  result  is  accomplished 
as  follows:  Bisect  the  line  A  B,  and  from  its  middle  point 
as  a  center,  with  a  radius  equal  to  one- half  the  entire  length 
of  the  line,  describe  arcs  of  indefinite  length,  as  shown  in 
Fig.  19.  From  the  points  A  and/>,  respectively,  as  centers, 
with  a  radius  equal  to  the  length  of  the  dimension  x^  describe 
short  arcs  that  will  intersect  at  w  and  y  with  the  arcs 
described  from  centers  A  and  i>\  Draw  /:?r  and  produce  the 
line  until  it  intersects  the  vertical  projector  drawn  from  t*'; 
\n  like  manner,  draw  A  w  and  produce  the  line  until  it 
intersects  the  vertical  projector  drawn  from  x\  Draw  A  o 
,and  B  o\  which  will  be  the  desired  miter  lines,  and  the 
remaining  oblique  lines  of  the  middle  section  may  then  be 
drawn  parallel  to  By  from  the  intersectionsof  the  projectors 
drawn  from  points  li  and  d'  of  the  view  at  {a).  If  the  work 
has  been  accurate  to  this  point,  these  parallels  will  intersect 
the  miter  line  B  o*  at  the  exact  intersections  of  similar 
vertical  projectors  drawn  from  corresponding  points  of  the 
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view  at  (d).     The  projection  drawings  are  now  complete,  and 
the  patterns  for  the  different  sections  may  be  obtained  as 
shown  in  Fig.  19;  the  pattern  for  the  middle  section  is  laid 
off  on  the  stretchout  M  N  drawn  at  fight  angles  to  the 
parallel  lines  of  the  oblique  section,  and  for  the  remaining 
sections  as  shown  in  the  illustration  at  M*  N*  and  M"  N', 
The  distances  for  these  stretchouts  are  obtained  from  either 
of  the  views  shown  at  {a)  or  {b),  or  from  the  views  of  the 
rectangles  shown  in  the  elevation.     If  desired,  the  projection 
from  the  full  view  to  the  plan  may  be  drawn,  although  this 
part  of  the  work  is  not  necessarily  involved  in  the  production 
of  the  pattern.     The  curves  for  the  end  of  the  lower  section 
nearer  the  furnace  casing  may  be  obtained  by  describing  arcs, 
as  shown,   with    radii    equal   to  that  of   the  casing;    their 
respective  centers  are  thus  located  at/  and  ^,  and  arcs  that 
define  the  pattern  outlines  may  then  be  described  directly 
on  the  development,  as  shown  in  Fig.  19. 


PROBL.KM  60. 

12.     To  develop  the  patterns  of  a  sphere,  or  liall. 

Explanation. — The  construction  of  the  patterns  for 
these  forms  comes  under  the  general  heading  Approximate 
Developments,  to  which  the  student's  attention  has  been 
directed  in  Dcvelopvunt  of  Surfaces,  The  underlying  princi- 
ples of  the  methods  used  have  already  been  explained,  and 
in  this  problem  it  is  desired  merely  to  call  attention  to  some 
of  the  practical  shop  methods  used  for  special  cases.  The 
metal  worker  seldom  has  occasion  to  develop  the  patterns 
for  small  spheres  made  of  the  thinner  gauges  of  metal,  for 
the  reason  that  spun  hemispheres,  or  half  balls,  may  now  be 
obtained  in  almost  any  desired  metal  anrl  at  a  cost  that 
renders  tiie  hand-made  article  prohibitive.  The  patterns 
for  sjnni  work,  or  as  the  metal  spinner  terms  them,  the  fiat 
blanks,  are  circular  disks  of  niclal  that  should  contain,  theo- 
retically, the  same  ai'ca  as  the  finished  form,  but  since 
in    actual    practic^e    it    is    found    that    the    metal    stretches 
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considerably  during  the  process  of  spinning,  it  is  customary 
for  the  spinner  to  determine  the  size  of  his  blanks  by 
actual  trial.  Besides,  it  is  found  that  different  metals 
stretch  unequally.  Therefore,  no  general  rule  can  be 
given,  other  than  to  make  the  trial  blank  of  such  size  as 
should  be  used  theoretically  and  to  determine  the  exact 
size  after  trial. 

In-order  that  the  student  may  understand  more  fully  the 
manner  of  laying  off  the  patterns  for  the  zones  of  a  sphere, 
and  that  he  may  be  enabled  to  provide  for  the  amount  of 
stock  required,  as  well  as  the  customary  allowances  for  this 
class  of  work,  the  actual  shop  methods  for  the  development 
of  the  sections  are  shown  in  this  problem.  The  construc- 
tion drawings  are  made  to  a  scale  of  H  inches  to  the  foot,  and 
it  is  assumed  that  patterns  are  required  for  a  ball  20  inches 
in  diameter. 

Construction. — To  represent  an  elevation  of  the  ball, 
describe  the  circle  shown  in  Fig,  ?J0,  and  draw  the  vertical 
center  line  that  is  to  be  extended  upwards  indefinitely.  The 
first  step  consists  in  determining  tiie  number  of  zones  that 
are  to  make  up  the  surface  of  the  ball;  since  this  is  a  matter 
more  U^r  the  consideration  of  the  workman  and  is  governed 
by  the  appliances  at  hand  for  the  raising  process,  no  reasons 
will  be  given  here  for  the  manner  in  which  the  zones  will  be 
defined.  As  has  been  shown  in  Development  of  Surfaces, 
the  pattern  for  the  middle  zone  consists  of  a  straight  strip 
of  metal  whose  length  equals  the  circumference  of  the 
sphere.  To  this  distance  is  added,  in  all  cases  where  heavy 
metal  is  used,  an  amount  similar  to  that  allowed  for  cylin- 
ders, as  previously  explained.  In  this  particular  case,  the 
width  of  this  segment  may  be  conveniently  taken  as  4  inches ; 
set  the  dividers  to  a  distance  of  1  inch,  and,  having  drawn 
the  horizontal  center  line  shown  in  Fig.  20,  step  off  two 
spaces  on  the  outline  of  the  circle  in  both  directions  from  a. 
No  attentii>n  is  paid  to  the  lower  half  of  the  ball,  since  the 
patterns  for  the  upper  half  will  serve^  also,  for  the  lower 
half.  From  the  point  b.  Fig.  20,  draw  a  horizontal  line 
across  the  surface  of  the  elevation,  thus  defining  the  lower 
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boundary  of  the  second  zone.  It  may  be  assumed  that  a 
width  of  6  inches  is  desired  for  the  pattern  of  this  zone. 
Six  spaces  on  the  outline  of  the  ball  are  accordingly  stepped 
off  with  the  dividers,  as  shown  in  the  illustration ;  and  from 


the  upper  point  thus  determined  at  r,  another  horizontal 
line  is  drawn  across  the  elevation.  Draw  the  chord  bc^  and 
erect  a  perpendicular  to  it  from  the  middle  point  on  the 
arc  be.     Through  the  middle  point  c^f  this  perpendicular  and 
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parallel  to  the  line  he,  draw  a  line  of  indefinite  length, 
producing  this  line  until  it  intersects  the  vertical  cen- 
ter line  at  the  point  a.  On  this  oblique  line,  both  above 
and  below  the  perpendicolar  at  /,  a  similar  number  of 
spaces  are  stepped  off  as  are  shown  on  the  arc  of  the 
circle;  the  points  b'  and  c*  are  thus  located,  and  the  pat- 
tern for  the  frustiim  may  then  be  laid  off  with  radii  o  b' 
and  0  c\  as  shown  in  Fig.  20.  The  length  of  the  arc 
described  with  the  outer  radius  is  determined  by  ascer* 
taining  the  length  of  the  circumference  described  with 
the  radius  b  x  and  then  making  the  arc  of  corresponding 
length.  As  shown  by  the  outer  arc,  indicated  by  the 
light  line  in  Fig*  20,  an  amount  for  lap  and  for  thick- 
ness of  material  must  then  be  added  to  the  pattern.  The 
pattern  for  another  zone  is  shown  in  Fig;  20,  but  the 
method  of  development  being  the  same  as  that  already 
described,  no  further  description  is  necessary.  The  upper 
zone,  also,  is  shown  in  the  illustration  as  being  formed 
of  a  single  circular  disk  of  metal.  These  pieces  are  then 
subjected  to  the  raising  process,  and  the  desired  curve  is 
obtained  by  careful  hammering,  with  frequent  applications 
of  profiles  or  stays. 

When  spheres  are  to  be  constructed  of  a  heavy  gauge  of 
any  ductile  metal,  as  copper,  it  is  customary  to  raise  or 
hammer  the  desired  shape  out  of  a  single  piece  of  metal; 
or,  if  the  ball  is  of  large  size,  as  in  the  case  of  work  for 
breweries  or  for  distilling  apparatus,  the  hemisphere  is 
sometimes  made  up  of  four  pieces,  called  ^ores.  A  rule  of 
thumb,  by  means  of  which  comparatively  accurate  results 
may  be  obtained,  is  shown  in  Fig.  2L  Since  the  distortion 
of  the  metal  caused  by  the  raising  process  varies  so  much 
with  the  thickness  and  quality  of  the  material,  no  accurate 
means  can  be  indicated  for  determining  such  patterns.  On 
this  account,  the  method  shown  in  Fig,  21  is  perhaps  to  be 
recommended  as  best  adapted  for  all  metals  whose  ductility 
approaches  that  of  copper.  The  circle  that  represents  the 
elevation  of  the  ball  is  first  described,  and  is  then  divided 
by  vertical  and  horizontal  diameters  into  quadrants.     Draw 
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the  oblique  line  a  b  as  shown,  and  from  its  middle  point 
erect  a  perpendicular  c  d.  Bisect  this  perpendicular,  and 
draw  a  line  parallel  to  ab  through  the  point  x.  With  the 
point  X  as  a  center  and  with  a  radius  -equal  to  the  dis- 
tance between  the  points  x  and  ^,  describe  arcs  from 
a  and  b  that  will  intersect  the  line  drawn  through  the 
point  X,     The  length  of  this   line  is  now  to  be  taken  as 

the  length  of  one  of 
the  sides  of  an  equi- 
lateral triangle,  which 
is  constructed  as 
shown  at  {a),  Fig.  21. 
The  outer  curves  are 
obtained  by  describ- 
ing short  arcs  at  /,  q, 
and  r  from  centers 
located  at  the  ver- 
texes  of  the  angles  of 
the  triangle,  and  with 
a  uniform  radius  equal 
to  the  diameter  of  the 
required  sphere;  with 
the  same  radius  and 
with  the  points  />,  q, 
and  r  as  centers,  the 
curves  shown  in  the 
illustration  are  then 
described.  If  it  is  de- 
sired to  allow  for  lap, 
arcs  are  described 
from  the  same  cen- 
^g  f,     lers,  but  with  a  longer 

radius,  as  shown  by 
the  outer  light  lines 
at  {a),  and  the  nu'lal  is  cut  out  alon^  these  lines.  The 
amount  of  laj)  ncccsNary  can  i)e  determined  only  by  trial, 
but  a  workman  constantly  engaged  in  this  (Mass  of  work 
will  soon  become  proticient  in  determining^  this  amount. 
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PROBLEM  51. 

13,     To  develop  the  patterns  of  a  spirit  stIlU 

Explanation. — ^Spirit  stills  are  usually  made  of  heavy 
sheet  copper,  and  are  of  such  a  form  that  tlie  main  body  of 
the  article  resembles  an  oblate  spheroid.  A  portion  of  the 
bottom  of  the  still  is  bulged 
inwards,  possibly  with  a 
view  of  promoting  the  cir- 
culation of  the  contents^ 
and  also  to  add  strength 
to  the  apparatus.  The 
opening  at  the  top,  as 
shown  in  the  perspective 
view  given  in  Fig,  2*2,  is 
through  a  narrow  neck  that 
widens  in  a  gradual  curve 
until  it  meets  the  lower 
base  of  an  elongated  conic 
frustum.  An  expansion  of 
the  vapors,  with  a  conse- 
quent amount  of  cooling,  takes  place  within  the  walls  of 
this  frustum,  so  that,  when  the  vapors  pass  through  the 
rectifiers  at  a  and  reach  the  cooling  worm  shown  at  b,  at 
the  right  of  the  illustration  in  Fig,  33,  they  are  more 
readily  condensed. 

Just  why  the  particular  form  of  the  oblate  spheroid  has 
been  selected  by  distillers  of  spirits  is  not  readily  apparent, 
but  for  some  reason  it  seems  to  have  been  quite  generally 
ado|>ted;  and  while  different  makers  occasionally  depart 
from  the  exact  lines  on  which  the  still  shown  in  this  prob- 
lem is  constructed,  the  one  here  described  may  be  taken 
as  a  fair  example  of  what  this  class  of  work  demands* 
Strictly  speaking,  the  still  consists  of  the  boiler,  as  many 
rectifiers  as  the  distiller  desires  interposed  between  the 
boiler  and  the  worm,  and  the  worm  itself ;  but  the  copper- 
smith usually  refers  only  to  the  boiler  when  mention  is 
made  of  a  still,  the  term  distilling  apparatus  being  used 
to  designate  the  entire  system  of  construction. 
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Since  the  metal  worker  is  usually  given  but  one  dimen- 
sion, besides  the  capacity  of  the  still,  when  he  is  required  to 
produce  this  article,  he  must  make  his  own  calculations  in 
reference  thereto.  In  this  problem  a  different  method  will 
be  pursued — the  dimensions  will  first  be  given  and  the  pat- 
terns for  the  still  developed  in  accordance  with  such  figures; 
afterwards  the  student  will  be  shown  how  to  apply  the  rules 
for  finding  the  capacity.  Let  it  be  required  to  make  the 
drawings  and   the  patterns  for  a  still  whose  diameter  is 


Fig.  £». 

6  feet  4  inches  and  whose  height  is  2  feet  8  inches;  that  is, 
these  dimensions  are  assumed  to  apply  to  the  entire  spheroid 
that  composes  the  body  of  the  still.  It  may  be  further 
assumed  that  the  bottom  will  bulge  along  a  horizontal  line 
4  inches  above  the  lower  edge  of  the  spheroid.  Just  what  is 
meant  by  this  will  appear  during  the  construction  of  the  pro- 
jection  drawings.  The  dimensions  for  the  opening  and  for  the 
conic  condenser  will  also  be  given  as  the  drawing  progresses. 

Construction. — Since  the  body  of  the  still  is  an  oblate 
spheroid,  an  elevation  of  the  same  will  be  represented  by 
an  elli[vse  whose  major  axis  corresponds  in  length  to  the 
diameter  of  the  hutly,  and  whose  minor  axis  equals  the 
height  of  the  body.  The  major  axis  will  be  shown  along  a 
horizontal  line,  and  accordingly  the  ellipse  may  be  drawn  as 
shown  in  Fig.  24.  Since  an  ellipse  constructed  by  circular 
arcs  will  serve  all  practical  purposes,  the  solid  represented 
in   Fig.  24  may   be   drawn    in   this  way  and   to  a  scale   of 
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1^  inches  to  the  foot.  The  vertical  and  horizontal  center 
lines  should  first  be  drawn,  and  the  former  should  be  ex- 
tended indefinitely  both  above  and  below  the  figore.  After 
the  curve  has  been  defined,  the  horizontal  line  ^^  is  to  be 
drawn  4  inches  above  the  lower  extremity  of  the  ellipse; 
and  with  the  same  radius  as  that    used    for  the  portion   of 


Fig.  U, 
the  curve  below  the  line  a /f,  with  a  center  on  the  vertical 
center  line,  the  curve  £i  x  b  is  described.  The  curve  at  tht- 
opening,  or  the  nnk,  as  it  is  called,  of  the  still,  is  described 
with  a  radius  of  4  inches,  and  in  such  manner  that  the 
clear  opening  will  be  6  inches  in  diameter.  These  curves. 
or  arcSj  should  be  described  in  such   manner  that  they  will 
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be  tangent  to  the-  lines  of  the  ellipse.  The  frustum  that 
forms  the  condenser  for  the  still  is  to  measure  14  inches  in 
diameter  at  the  bottom,  6  inches  at  the  top,  and  26  inches 
in  vertical  height.  In  this  problem,  no  attention  will  be 
paid  to  the  remaining  portions  of  the  distilling  apparatus, 
since  the  student  will  be  able  to  understand,  from  the  de- 
scriptions here  given,  the  manner  in  which  the  patterns  for 
the  other  parts  may  be  developed. 

The  patterns  for  the  still  are  developed  in  precisely  the 
manner  described  for  the  ball  in  the  preceding  problem; 
that  is,  after  the  mechanic  has  determined,  from  the  widths 
of  metal  at  his  command,  just  what  sizes  are  most  desirable 
for  the  patterns,  he  divides  the  surface  of  the  spheroid  and 
of  the  other  parts  of  the  still  into  as  many  segments  as  he 
desires,  and  proceeds  to  develop  the  patterns  for  each  seg- 
ment by  the  usual  radial  process.  A  convenient  method  of 
division  is  indicated  in  Fig.  24  by  the  horizontal  lines  that 
start  from  the  points  indicated  by  capital  letters.  Thus, 
the  segment  at  the  top  between  the  letters  A  and  JS  is  de- 
veloped, as  shown  at  (a),  along  a  frustum  whose  vertex  is 
at  the  point  o  in  the  elevation ;  the  segment  next  below,  be- 
tween B  and  C,  is  developed  in  a  similar  manner  from  radii 
whose  lengths  are  measured  from  the  point  o'.  The  illus- 
tration shows  that  the  segment  between  the  letters  ^  and /^ 
may  be  formed  from  a  straight  piece  of  metal,  as  in  the  case 
of  the  middle  segment  of  the  ball  in  the  preceding  problem. 
After  these  pieces  have  been  cut  from  the  sheet  metal,  they 
are  raised,  or  hammered,  into  shape,  and  are  afterwards  as- 
sembled in  accordance  with  the  form  shown  in  the  elevation. 
As  will  be  seen  from  the  drawing  in  Fig.  24,  the  patterns 
for  the  pieces  that  compose  the  bulge  at  the  bottom  are  ob- 
tained either  from  the  original  outline  of  tlie  ellipse  or  from 
the  broken  line  that  indicates  the  actual  outline  of  the  metal. 
Since  the  operation  has  been  fully  described  in  the  preceding 
problem,  it  is  unnecessary  for  additional  constructions  to  be 
made — the  construction  shown  at  {(i)  being  merely  dupli- 
cated in  accordance  with  the  different  radii  for  the  several 
segments. 
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Capacity.^ — ^To  ascertain  the  capacity  of  a  vessel  of  this 
shape  is  a  comparatively  simple  problem^  provided  the  stu- 
dent refers  to  the  rules  for  Mensuration  given   in    Arith- 
tneiic.     There  it  is  stated  that,  the  volume  of  a  spheroid  is 
two-lhirds  that  of  the  circumscribing   cylinder;    in  other 
words,  it  is  necessary  merely  to  find  the  volume  of  a  cylin- 
der whose  diameter  is  the  same  as  that  of  the  spheroid  and 
whose  height  is  equal  to  that  of  the  spheroid.     Reducing, 
therefore,  the  diameter  to  inches,  5  feet  4  inches  =  «_U  inches. 
From  the  table  of  Areas,  it  is  found  that  a  circle  64  inches  in 
diameter  contains  3,217  square  inches.     Then,  3,217  X  3^ 
(the  height  in  inches  of  the  spheroid)  =102,1)44- cubic  inches, 
or  the  volume  of  the  circumscribing  cylinder.     Two-thirds 
of  this,  or  68,629.33  cubic  inches,  is  the  volume  of  the  entire 
spheroid.     Now,  on  account  of  the  bulge  in  the  bottom  of 
the  still,  it  is  seen  that  an  amount  must  be  deducted  from 
this  volume  equal  to  that  of  the   two  spherical  segments 
defined  in  the  elevation.     The  volume  of    these   spherical 
segments  may  be  readily  found  by  means  of  the  prismoidal 
formula,  but  before  this  formula  can  be  applied,  the  area  of 
what  is  termed  the  mid-uxtum  must  be  ascertained.     In  the 
case  of  the  spherical   segment^  the  mid-section^  of  course, 
will  be  a  circle  whose  diameter  is  represented  by  a  horizon* 
tal  line  drawn  midway  between  the  upper  and  lower  bases 
^f  one  of  the  segments.     The  lower  segment  in  Fig,  24  may 
he  used  for  this  calculation,  and  a  line  that  terminates  at 
^ach  extremity  of  the  dr»tted   curve  line  is  drawn  through 
the  pointy,  as  shown.     On  measuring  the  line  r?  ^  as  accu- 
rately as   possible,    it    is   found    to    scale,    approximately, 
3  feet  4  inches,   and  the  line  drawn   through  y   to  scale, 
approximately,  %  feet  i%  inches.     Reducing  these  dimen- 
sions to  inches   and  applying    the    prismoidal  formula,   we 
Aave 

-Area  of  circle  whose  diameter  is  40  inches  =  1,256.64 
To  which  is  to  be  added   four  times  the 

area  of  the  mid-section,  or  4  X  640,182  =  2,596,73 

Total 3,853.37 
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Then,  3,853*37  multiplied  by  4,  the  number  of  inches  in 

the  height  of  the  segment,  equals  15,413. 48»  which   divided 

by  6,    in  accordance  with  the   formula,  gives  as    a  result 

2,568. 91|  which  is  the  number  of  cubic  inches  in  the  volume  of 

the  segment.     This  result  must,  in  turn,  be  multiplied  by  2, 

since  there  are  two  segments,    ur  2,508.91  x  2=  5,137.82. 

Then,  68,029.33-5,137.82  =  63,491.51;  and  dividing  by  231, 

the  number  of  cubic  inches  in  a  gallon^  the  result  274,9  is 

obtained.     The  still  will,  therefore,  have  a  capacity  of  274.9 

gallons. 

NoTK. — In  accordance  with  the  prismoidal  formula,  the  area  of  the 
top  flection  should  also  be  inclucJed  in  this  calculation,  but  in  this  case, 
the  solid  is  of  such  shape  that  the  top  section  equals  0, 


PROBLEM  »«• 

14»    To  develop  the  patterns  for  a  brewtnif  kettle* 

Explanation. — Fit^.  25  shows  a  perspective  view  of  a  par- 
ticular form  of  brewing  kettle.     Such  kettles  are  made  in  a 

variety  of  shapes  to  suit  the 
conditions  and  construc- 
tions best  adapted  to  the 
requirements  of  particular 
breweries.  In  their  con- 
struction the  coppersmith 
has  to  tise  many  special 
devices  in  order  to  handle, 
without  denting,  the  large 
sheets  of  heavy  metal  from 
which  they  are  made.  In- 
deed, the  brewing  kettles  in 
the  ordinary  city  brewery 
would  cause  the  country - 
bred  sheet -metal  worker  to 
open  his  eyes  in  wonder- 
ment as  to  what  methnd 
could  have  been  employed 
to  erect  the  work  in  posi- 
Pio.  25.  tion.      Such    large    kettles 
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are  frequently  sent  out  from  the  shop  in  sections,  and  are 
put  together  only  when  the  masonry  or  woodwork  sur- 
rounding them  is  in  final  position.  Oftentimes  the  kettle 
consists  of  a  hemispherical  base  of  heavy  copper,  with 
straight  cylindrical  sides  of  lighter  material.  The  patterns 
for  such  shapes,  together  with  the  method  of  ascertaining 
the  contents  of  the  vessel,  will  be  apparent  from  the  pre- 
ceding problems. 

This  particular  problem  represents  a  kettle  whose  lower 
section  is  in  the  form  of  a  paraboloid ;  its  greatest  diameter 
may  be  taken  as  8  feet  and  the  height  of  the  lower  section 
as  6  feet.  The  upper  section  is  formed  by  an  inverted  cune, 
whose  convex  surface  is  rounded  at  the  upper  and  lower 
extremities  in  accordance  with  dimensions  that  will  be 
given  during  the  construction  of  the  projection  drawings. 
The  opening  at  the  top  is  through  ait  18-inch  pipe  having  a 
square  bend,  or  elbow,  that  carries  off  the  vapors  from  the 
liquid-  These  drawings  are  to  be  made  to  a  scale  of  ^  inch 
to  the  foot,  and,  as  in  the  preceding  problem,  after  comple- 
ting the  projections  and  defining  the  segments  that  make  up 
the  body  of  the  kettle,  no  further  attention  will  be  paid  to 
the  development  of  the  patterns,  since  the  process  is  the 
same  as  that  already  explained.  In  this  case,  however,  the 
method  of  producing  elbow  patterns  used  by  the  copper- 
smith will  be  explained  at  some  length,  since  it  differs 
materially  from  that  used  by  other  sheet-metal  workers. 
The  question  of  capacity,  also^  is  an  interesting  one,  and 
deserves  some  attention  in  this  problem. 

Construction. — The  instructions  for  drawing  a  parabola 
of  given  dimensions  were  given  in  Geometrical  Drawing^ 
and  the  lower  portion  of  the  elevation  of  the  brewing  kettle, 
as  shown  in  Fig.  26,  is  to  be  constructed  in  accordance  with 
such  directions.  The  outline  of  the  upper  section,  or  dome, 
of  the  kettle  is  determined  by  first  drawing  the  line  c d  par- 
allel to  ^^  and  3  feet  3  inches  above  the  latter;  the  lower 
curve  is  then  described,  with  a  radius  of  18  inches,  from 
centers  located  on  the  line  a  bi  and  the  upper  curve,  with  a 
radius  of   15   inches,  from  centers   located  on  the  line  c  d. 
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Before  drawing  the  curve  for  the  upper  portion,  the  width 
of  the  opening  should  be  laid  off  on  the  line  c  d^  as  shown  in 
Fig.  26,  and  after  the  curves  have  been  defined,  the  straight 


part  of  the  l«)|>  is  diawn  lanj^ent  to  tlic  arcs.  Above  the 
line  6^/,  a  vertical  pipe,  whose  diaineler  is  the  same  as  that 
of    the   opening,    is    carried    an    indefinite    tlistance    and     is 
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topped  with  a  square  elbow,  whose  outlines  are  determined 
by  quadrants  described  with  radii  from  a  common  center 
hicated  9  inches  to  the  left  of  the  outer  line.  Flange  unions, 
as  at  A  and  B\  are  often  used  to  connect  such  fittings  and 
are  formed  by  lay  in  j^  olf  flanges  in  the  way  well  known  to 
the  coppersmith;  t^r,  in  some  instances,  they  are  made  of 
separate  pieces  of  metal,  to  which  the  fittings  are  brazed. 
As  indicated  by  the  dotted  horizontal  lines  drawn  to  the 
center  line,  the  surface  of  the  kettle  is  next  divided  into 
segments  of  convenient  width  that  are  developed  by  the 
methods  described  in  former  problems. 

The  method  of  obtaining  the  pattern  for  the  elbow  at  the 
top  of  the  kettle  is  shown  in  the  drawing  at  (n).  In  this 
view,  the  vertical  line  e/h  first  drawn  of  indefinite  length, 
and  the  circle  that  represents  a  section  of  the  elbow  open- 
ing is  then  described  at  such  a  distance  to  one  side  of  this 
line  as  may  be  determined  by  the  length  of  the  inner  radius 
shown  in  the  elevation;  that  is,  the  perpendicular  distance 
of  the  point  1  from  the  vertical  line  r  /"is  equal  tu  the  length 
of  the  radius  used  for  describing  the  throat  of  the  elbow  in 
the  elevation.  It  is  customary  for  coppersmiths  to  make 
such  elbows  of  four  pieces  and  to  have  the  scams  run  in  a 
longitudinal  direction  along  the  elbow.  Accordingly,  the 
circle  shown  at  (tt)  is  divided  by  horizontal  and  vertical 
diameters,  iti  order  to  locate  the  |)oints  /,  i?,  S,  and  .{,  The 
segments  between  points  I  and  4,  ^i^d  between  2  and  *5f,  are 
then  treated  in  the  same  manner  as  was  the  surface  of  the 
sphere  in  Problem  50;  that  is,  oblique  lines  are  drawn  to 
the  vertical  */*  through  the  mean  corvature,  and  the  lengths 
of  these  oblique  lines  then  determine  the  lengths  of  the 
radii  used  for  the  development  of  the  patterns.  The  devel- 
opment of  the  patterns  is  shown  at  {^)  and  (r);  and,  since 
corresponding  positions  are  similarly  designated  in  the  dif- 
ferent views,  the  student  will  have  no  difficulty  in  under- 
standing exactly  what  is  implied  in  the  drawings.  It  will 
be  noted  that  two  pieces  similar  to  the  pattern  at  (A)  and 
also  two  pieces  similar  to  that  shown  at  (r)  will  be  required 
for  the  elbow. 
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Capacity. — The  capacity  of  such  kettles  is  usually  deter- 
mined by  the  volume  contained  in  the  lower  section,  and  no 
attention  is  paid  to  the  upper  section.  Since  it  is  true  that 
the  volume  of  a  paraboloid  is  exactly  one-half  that  of  the 
circumscribing  cylinder,  the  capacity  of  the  kettle  shown  in 
Fig,  20  may  be  readily  ascertained- 

In  order  to  find  the  contents  in  gallons,  the  dimensions 
may  be  conveniently  reduced  to  inches  and  the  operations 
carried  on  in  accordance  with  the  principles  now  familiar  to 
the  student.  The  diameter  of  the  kettle  being  8  feet,  or 
06  inches,  it  is  found,  by  the  aid  of  the  fable  of  Areas^  that 
the  area  of  a  circle  96  inches  in  diameter  is  7,238.25  square 
inches;  multiplying  this  sum  by  72,  the  height  of  the  parab- 
ola in  inches,  the  cubical  contents  of  a  circumscribing 
cylinder  is  found  to  be  521,154  cubic  inches.  This,  in  turn, 
being  divided  by  231,  the  number  of  cubic  inches  in  1  gallon, 
gives  2,25G+.  Since  the  volume  of  the  circumscribing 
cylinder  is  thus  found  to  be  2/256  gallons,  the  volume  of  the 
paraboloid,  or  the  lower  portion  of  the  brewing  kettle^  is 
one-half  of  this  amount,  or  1,128  gallons. 

The  student  is  thus  enabled  to  arrive  at  a  definite  con- 
clusion with  respect  to  the  capacity  of  this  solid  and  'with- 
out having  to  use  a  long  or  complicated  formula.  If  the 
relation  of  the  different  parts  of  a  complicated  form  are 
thus  referred  to  the  cylinder  or  to  some  other  form  whose 
volume  may  be  readily  calculated,  tedious  operations  and 
calculations  will  often  be  avoided. 


PROBLEM  53* 

15,  T€>  develop  tlie  patterns  tor  a  pump  compres- 
sion chanilK^r. 

Explanation.— The  development  of  the  patterns  for  this 
article  is  accomplished  by  the  usual  process  applied  to  the 
radial  solids,  but  since  the  cupperworker,  in  his  methods  of 
construction,  apparently  overc<jmcs  what  has  heretofore 
been  considered  a  fundamental  law  In  regard  to  these  solids, 
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it  is  proposed  to  give  a  brief  description  of  the  means  used 
in  reaching  the  desired  end.  A  perspective  view  of  the 
pump  chamber  is  shown  in  Fig.  37,  and  from  the  illustra- 
tion it  would  appear  that  the  development  of  the  patterns 
required  would  in  no  wise  differ  from  work  that  has  already 
been  shown.  As  a  matter  of  fact,  how- 
ever, the  pump  chamber,  as  usually  con- 
structed, is  formed  of  but  two  pieces; 
the  entire  lower  portion  of  the  body  is 
of  one  piece;  and,  as  may  be  seen  from 
the  chamber  at  Fig:  29  {^),  the  flattened 
portion  of  the  top  forms  the  remaining 
piece — the  annular  seam  shown  in  the 
illustration  defining  the  boundary  be- 
tween the  two  pieces  of  metai  These 
articles  are  usually  made  of  heavy  slieet 
copper;  this  being  a  very  ductile  metal, 
the  worker  is,  therefore,  enabled  to  ham- 
mer out  ahnost  inconceivable  shapes 
from  a  single  piece  of  metal,  and  in  this 
manner  accomplishes  results  that  are  sometimes  apparently 
at  variance  with  the  usual  results  obtained  by  the  pattern- 
cutten  The  drawings  for  this  problem  may  be  constructed 
to  a  scale  of  3  inches  to  the  foot,  and  the  dimensions  for  the 
projection  drawings  shown  in  Fig.  28  are  given  in  the  fol- 
lowing construction: 

CoKSTRUCTioN. — Draw  the  Vertical  Center  line  v4  B,  Fig.  28, 
and  at  a  convenient  distance  above  the  point  />  draw  the 
horizontal  line  cd;  make  this  line  5  inches  long,  and  fix  the 
pojnts  c  and  d,  each  2^  inches  from  the  center  line.  With  a 
radius  of  li  inches  and  with  the  points  c  and  t/  as  centers, 
describe  arcs  as  shown. 

Next,  draw  the  line  r/* perpendicular  to  A  B smd  12inches 
above  c  ci;  fix  the  points  ^  and  /*  4  inches  apart — that  is, 
2  inches  on  either  side  of  the  center  line — and  with  these 
points  as  centers,  describe  arcs  of  indefinite  length  with  a 
radius  of  2|  inches.  In  the  manner  shown  in  Fig.  28,  define 
the  lateral  outlines  of  the  pump  chamber  with  oblique  lines 


FIG.  27. 


Fig.  2j<. 
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tangent  to  the  arcsj  and  with  a  radius  of  10  inches  from  a 
center  located  on  the  center  line,  describe  a  short  arc  at  the 
upper  portion  of  the  figure  that  will  be  tangent  to  the  arcs 
described  from  the  points  e  and/.  The  projection  drawing 
is  now  complete,  and  the  patterns  are  to  be  obtained  in  the 
following  manner: 

Fix  the  point  /  at  the  upper  extremity  of  one  of  the 
straight  sides,  and  step  off  a  few  short  spaces  with  the  divi- 
ders, as  shown  by  the  points  /,  2^  S^  ^  5,  and  6^  continuing 
them  along  the  outline  to  t»ie  point  where  it  is  desired  to 
locate  the  seam.  The  straight  side  is  next  produced 
obliquely  upwards,  as  shown  in  Fig,  28,  and  a  similar  num- 
ber of  equal  spaces  noted  along  its  length.  This  process  is 
also  followed  at  the  lower  portion  of  the  elevation,  as  shown, 
and  the  straight  side  is  then  produced  until  it  intersects  the 
vertical  center  line.  The  pattern  is  then  laid  off  by  means 
of  arcs  described  from  B  as  a  center  and  with  the  radii  B a 
and  B  6\  In  order  to  ascertain  the  length  of  the  arcs  thus 
described,  a  circle  whose  radius  is  equal  to  the  perpendicu- 
lar distance  between  the  point  1  and  the  center  line  is  de- 
scribed in  the  manner  shown,  and  its  outline  spaced  off  by 
points  located  at  equal  distances  from  one  another.  Another 
arc  is  then  described  from  the  point  ^  as  a  center,  with  a 
radius  B  1,  and  the  required  number  of  spaces  marked  off  on 
its  outline,  as  shown  in  the  view  at  {a).  While  a  pattern  of 
this  form  would  be  of  comparatively  little  use  to  the  ordinary 
sheet-metal  worker,  the  coppersmith  is  able,  by  a  method 
that  involves  first  wrinkling,  or  crimping,  the  outer  edge  of 
the  metal,  and  second,  patient  hammering  and  working  of 
the  metal,  to  produce  the  shape  called  for  by  the  projection 
drawings.  While  it  is  not  the  purpose  of  this  Course  to 
attempt  to  describe  the  various  shop  processes  used  in  the 
different  trades,  an  illustration  of  the  method  of  accom* 
plishing  these  results  is  given  in  Fig.  29.  In  this  view,  the 
pump  chamber  is  shown  at  {a)  as  having  had  its  longitudinal 
seam  brazed  and  the  outer  edge  wrinkled  in  the  manner 
previously  described ;  at  {b)  the  upper  edge  of  the  body  has 
been  hammered  into  the  required  shape  with  the  planishing 
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hammer.  By  this  means,  the  copperstnith  is  enabled  to 
avoid  a  consiructiun  iuvMlving^  ihc.great  number  of  separate 
pieces  oi  metal  required  by  the  tinsmith  or  the  builcrinaker 
for  a  similar  piece  of  work.  In  the  developmt-nt  of  the  pat- 
terns fttr  his  work,   therefore,   the  coppersmith  jnay  often 


(O) 
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avoid  some  of  the  lengthy  operations  that  have  been  de- 
scribed. The  top  of  the  pump  chamber  is  made  of  a  sepa- 
rate piece,  notched  in  the  manner  shown  and  brazed  into 
the  body  of  the  article.  The  curve  for  the  lower  end,  shown 
in  the  projection  drawingfs,  is  obtained  by  stretching  the 
metal  over  a  suitably  shaped  stake. 


I-nOIlI.KM  54. 

16,  To  develop  the  patterns  for  u  >ihlp  ventlla- 
to  t* — V  r  oBS-sea  i  u  s . 

Explanation. — The  ship*s  ventilator  shown  in  perspec- 
tive in  Fig.  30  is  one  of  a  type  commonly  used.  As  is  the 
case  with  nearly  every  article  made  Ity  the  sheet-metal 
worker,  these  ventilators  are  made  in  a  i:^rcat  variety  uf 
forms   and  in  proportions  to  suit  the  taste  of  the  worker 
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or  of  the  ship  owner.  No  rule  can  be  given  to  suit  all  con- 
ditions and  requirements^  but  the  general  proportions  that 
will  be  given  for  the  construction  of 
the  projection  drawings  in  this  prob- 
lem may  be  taken  as  a  basis,  and  such 
changes  may  be  made  for  special 
cases  as  suggest  themselves  to  the 
mechanic.  These  ventilators  are 
usually  constructed  of  heavy  metal, 
since  they  must  withstand  severe 
wind  storms,  although  they  are  often 
so  erected  as  to  admit  of  being  taken 
down  when  the  ship  encounters  heavy 
weather.  The  seams  should  be 
strongly  soldered  or  brazed  together, 
and  are  oftentimes  further  strength- 
ened by  rivets.  These  matters,  how- 
eve  r»  relate  more  to  the  actual  shop  ^^^'  ^* 
practice  used  and  to  the  desire  of  the  worker  to  produce 
an  article  that  will  be  durable  than  to  the  questions  involved 
in  the  development  of  the  patterns. 

As  will  be  seen  from  the  illustration  in  Fig.  30,  the  ven- 
tilator consists  merely  of  an  irregularly  flaring  elbow;  the 
cross-section  of  the  lower  opening  is  in  the  form  of  a  circle, 
while  the  outer  opening  is  defined  in  a  front  elevation  by 
an  ellipse.  The  question  as  to  how  many  pieces  will  com- 
pose the  ventilator  is  first  to  be  decided  by  the  worker — in 
this  problem  a  ventilator  made  up  of  six  sections  is  to  be 
constructed.  The  drawings  are  to  be  made  by  the  student 
to  a  scale  of  li  inches  to  the  foot,  and  the  diameter  at  the 
bottom  will  be  assumed  to  be  12  inches.  The  remaining 
dimensions  will  be  given  during  the  construction  of  the 
projection  drawings. 

Construction. — Since  the  principal  proportions  of  the 
ventilator  may  be  shown  in  a  side  elevation,  that  view  is 
first  tobedrawn.  Construct  the  right  angle  A  B  C^  Fig.  31, 
and  produce  its  sides  indefinitely  upwards  and  toward 
the  left.     In  this  case,  it  may  be  assumed  that  the  amount 
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of  overhang  will  equal  the  diameter  at  the  bottom;  accord- 
ingly, a  distance  of  12  inches  is  measured  on  the  horizontal 
from  the  vertex  B  and  the  point  x  is  located  as  shown  in 
Fig.  31.  Another  VI  inches  is  then  measured  off  on  the 
same  line  from  the  point  x,  in  order  to  locate  the  point  A. 
From  these  points,  x  and  A^  projectors  are  carried  to  the 
plan,  and  the  outline  of  the  circle  is  then  described  in  the 
latter  view,  as  shown. 

The  projector  from  A  may  then  be  carried  upwards  for  a 
short  distance,  and,  with  the  point  x  as  the  lower  position 
of  the  miter  line,  the  regular  line  of  intersection  for  a  six- 
pieced  round  elbow  may  be  drawn  in  the  usual  way.  Next, 
the  distance  B  tv  is  measured  off  on  the  vertical  side  of  the 
right  angle  and  is  made  equal  in  length  to  one-quarter 
the  diameter.  In  the  side  elevation,  the  point  w  represents 
the  lower  extremity  of  the  elliptical  end  of  the  ventilator,  the 
point  C  represents  the  upper  extremity — the  distance  w  C 
being  equivalent  to  three  times  the  diameter  of  the  lower 
opening. 

In  order  to  define  points  on  the  upper  outline  of  the 
ventilator,  the  compasses  are  now  set  to  the  distance  w  C, 
and  with  the  points  y  and  (T,  respectively^  as  centers,  inter- 
secting arcs  are  described  that  fix  the  point  o^  Fig.  31;  with 
the  point  ^  as  a  center  and  with  the  same  radius,  the  dotted 
arc  J  C  is  thee  described,  as  shown.  The  arc  yC  is  next 
divided,  by  spacing  with  the  dividers,  into  live  equal  parts, 
and  chords  are  then  drawn  between  the  points  thus  fixed. 

The  points  on  the  lower  outline  of  the  ventilator  are  then 
spaced  in  a  similar  manner  on  an  arc  described  from  the 
point  o'  as  a  center  with  a  radius  o*  x.  The  method  of 
locating  the  point  o'  on  the  line  A  B  is  fully  shown  in  Fig.  31; 
intersecting  arcs  are  first  described  from  the  points  x  and 
w  as  centers,  with  a  radius  slightly  longer  than  one-half 
the  perpendicular  distance  between  the  points  x  and  zv\ 
the  point  o'  is  then  located  at  the  intersection  of  the  bi- 
sector with  the  line  A  B.  As  in  the  case  of  the  upper 
outline  of  the  ventilator,  chords  are  next  drawn  between 
the  points  located  oo  the  outline  of  the  arc.     Lines  that 
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define  the  different  sections  of  the  ventilator  may  now  be 
drawn  across  the  side  elevation  between  the  corresponding 
points  of  each  arc;  that  is,  draw  ah^  c  d,  e f,  etc.  as  shown 
in  Fig.  3L  A  portion  of  the  front  elevation  must  now  be 
drawn,  in  order  that  certain  necessary  dimensions  may  be 
ascertained.  This  view,  if  the  directions  given  in  Practical 
Pnycction  are  carefully  observed,  should  be  drawn  toward 
the  left  of  the  plan,  but  for  convenience  and  to  save  time 
by  avr)iding  the  drawing  of  unnecessary  projectors,  it  may  be 
placed  to  the  right  of  the  side  elevation,  as  shown  in  Fig.SL 
In  any  convenient  position  to  the  right  of  the  side  eleva* 
tion,  therefore,  draw  the  horizontal  and  vertical  center 
lines,  taking  care  that  the  horizontal  center  line  is  drawn, 
or  rather  projected,  from  a  point  midway  between  rt'and  C. 
Since  it  is  customary  to  make  the  ellipse  at  the  opening  of 
the  ventilator  of  such  proportions  that  the  minor  axis  is 
equal  in  length  to  two-thirds  that  of  the  major  axis,  the  ellipse 
shown  in  the  front  elevation  may  be  constructed  in  accord- 
ance with  these  dimensions,  and,  to  save  time,  may  be 
drawn  by  circular  arcs.  The  circle  in  Fig.  31  below  the 
front  elevation  may  then  be  described  with  a  radius  equal 
to  that  used  for  the  plan,  and  from  the  extreme  right  and 
left  extensions  of  its  horizontal  diameter,  projectors  are  to 
be  carried  indefinitely  upwards;  these  projectors  are  next 
intersected  by  a  horizontal  projector  drawn  from  a  point 
midway  on  the  line  xy  of  the  side  elevation,  as  in  Fig.  3L 
The  horizontal  projector  last  drawn  should  be  carried  some 
distance  beyond  the  right-hand  side  of  the  front  elevation, 
for  the  center  from  which  will  be  described  those  arcs  that 
form  the  lateral  sides  of  the  ventilator  is  to  be  located  on 
this  line.  To  determine  the  location  of  these  centers,  arcs 
having  a  radius  slightly  more  than  one-half  the  jierpendicu- 
lar  distance  between  /)and  E  are  first  described  from  these 
two  points;  and,  as  shown  in  Fig,  31,  the  bisector  drawn 
through  the  points  of  intersection  of  the  arcs  is  produced 
until'it  intersects  the  horizontal  projector  in  the  point  t***. 
From  the  point  o*^  as  a  center  and  with  a  radius  equal  to 
the    distance  o**  D,   the    arc  D  li   is    then    described;    this 
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operation  is  shown  only  on  the  right-hand  side  of  the  front 
elevation  in  Fig,  31,  but  the  student  will  readily  see  that  in 
order  to  produce  the  entire  view,  the  same  methods  must 
be  pursued  on  the  left-hand  side  of  the  figure.  In  the  act- 
ual practice  of  the  workshop,  however,  the  draftsman  sel- 
dom draws  more  than  one-half  of  such  symmetrical  figures, 
since  all  necessary  measurements  may  be  obtained  as  read- 
ily from  such  views  as  from  the  full  figure. 

The  next  step  consists  in  bisecting  each  of  the  miter 
lines  shown  in  the  side  elevation  and  in  projecting  their 
middle  points  across  the  surface  of  the  front  elevation. 
The  reasons  for  this  work  should  now  be  apparent  to  the 
student,  for  it  will  be  seen  that  a  ful!  sectional  view  of  each 
of  the  miter  lines  shown  in  the  side  elevation  may  be  con- 
sidered as  an  ellipse  whose  major  axis  is  represented  by  the 
length  of  the  corresponding  miter  line  in  that  view.  The 
respective  minor  axis  is  represented  in  the  front  elevation 
by  a  portion  of  the  horizontal  line  drawn  from  the  center  of 
the  major  axis;  that  is,  as  much  of  the  line  as  is  included 
between  the  arc  £  D  and  the  corresponding  left-hand  arc. 
With  this  information,  the  construction  of  the  different 
patterns  for  the  sections  of  the  ventilator  is  a  matter  of 
simple  triangulation  development*  The  pattern  for  the 
lower  section,  however,  may  be  laid  off  by  the  parallel 
method,  as  shown  in  the  view  at  (a);  the  stretchout  fi»r  this 
pattern,  of  course,  is  obtained  by  first  dividing  the  outline 
of  the  plan  into  a  convenient  number  of  equal  spaces  and 
then  drawing  edge  lines  and  developers,  as  explained  in 
preceding  problems. 

The  pattern  for  one  of  the  remaining  sections  of  the  ven- 
tilator—the upper  section,  in  this  case — is  shown  in  its 
entire  development  in  Fig,  32.  It  will  be  seen  that  the 
section  a  i  C tv  in  Fig.  32,  although  in  a  different  position 
from  that  shown  in  Fig.  31,  is  merely  copied  in  the  same 
size  from  the  latter  view;  this  has  been  done  in  order  to 
avoid  confusion  of  lines,  and  the  student  is  recommended 
to  pursue  a  similar  course  in  the  case  of  each  section  of  the 
ventilator.     The  rhombus-shaped  Bgure  a  if  C zi\  Fig.  32,  is 
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first  copied,  as  already  mentioned^  in  the  position  shown; 
immediately  below  this  view  and  parallel  with  the  line  w  C, 
a  horizontal  line  is  next  drawn  for  the  center  line  of  the 
plan.  On  this  center  line,  considered  as  a  major  axis,  the 
outer  ellipse  of  the  ventilator — the  one  shown  in  the  front 
elevation — is  next  redrawn,  as  shown  in  Fig.  32.  Perpen- 
diculars to  the  line  a  b  are  then  erected  at  points  a  and  i, 
and  at  a  convenient  distance  away  from  the  elevation  a 
center  line  for  the  full  view  of  the  upper  base  of  the  section 
is  drawn  parallel  to  the  line  a  b  of  the  elevation.  On  this 
line,  considered  as  a  major  axis,  the  required  ellipse  is  next 
constructed,  the  length  of  its  minor  axis  being  taken  from 
the  front  elevation  of  Fig.  31,  where  it  is  represented  by 
the  line^//.  When  the  ellipse  that  represents  the  full  view 
of  the  upper  base  of  the  section  in  Fig.  32  has  been  cAn- 
structed,  its  outline — or,  more  conveniently,  one-half  of  its 
outline— is  to  be  divided,  by  spacing,  into  a  convenient 
number  of  equal  parts — eight  in  Fig.  32.  The  points  thus 
located  are  next  projected  to  the  elevation  and  thence  to 
the  plan,  where  the  foreshortened  view  of  the  upper  base  is 
next  to  be  represented.  One-half  of  the  outline  of  the 
lower  base  in  the  plan  is  then  divided  into  the  same  number 
of  equa!  spaces  as  were  determined  on  the  half  outline  of 
the  upper  base,  and  the  points  thus  located  are  next  pro- 
jected to  the  line  %v  C  of  the  elevation.  The  surface  of  the 
section  is  then  divided  into  triangles  by  lines  drawn 
between  successive  points  on  the  two  bases,  as  in  the  cus- 
tomary triangulatioii  method  of  procedure,  and  the  true 
lengths  of  such  lines  are  determined  by  constructing  a  dia- 
gram of  triangles,  as  already  explained.  The  completion 
of  the  pattern  for  one-half  of  this  section  of  the  ventilator 
is  shown  at  {a)^  Fig.  32,  and  since  the  process  is  precisely 
similar  to  that  described  in  preceding  problems,  no  further 
mention  of  the  principles  involved  is  necessary.  A  con- 
struction similar  to  that  sht)wn  in  Fig.  32  is  needed  for  each 
section  of  the  ventilator.  While  the  process  is  somewhat 
long  and  may  become  tedious  to  the  student,  no  new  fea- 
tures  will   be   encountered,    and   for    this    reason    further 
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description  is  omitted.  After  the  patterns  for  each  section 
have  been  developed,  as  shown  in  Fig.  32  (tt),  the  customary 
allowances  for  laps,  or  rivetingf  edges,  should  be  added  to 
the  drawing.  In  a  similar  manner,  the  patterns  for  a  ven* 
tilator  composed  of  any  number  of  sections  may  be  con- 
structed. 


:r 


PROBLKM   55 » 

17*     To  develop  the  ptUCems  for  h  s«!ilp  veiitllatar — 
Ititijufltuclliial  sc?aiiis. 

Explanation. — Ship  ventilators,  especially  those  made 
of  copper,  are  frequently  hammered^  or  raised,  so  that  the 
surfaces  of  the  different  sections  are 
merged  into  one  continuously  curved 
surfact:.  A  ventilator  of  this  description 
is  shown  in  perspective  in  Fig.  33,  where 
the  joint  lines  of  the  various  pieces,  run- 
ning along  the  length  of  the  ventilator, 
are  shown,  although  faintly,  because  the 
joints  have  been  brazed.  As  in  the  case 
of  the  preceding  problem,  the  develop- 
ment of  these  patterns  is  obtained  by 
triangulation.  Since  the  processes  of 
projection  are  slightly  modified  from 
those  used  in  Problem  54^  and,  further, 
since  the  methods  used  in  this  case  may 
be  used  for  the  development  of  a  num- 
ber of  similar  irregularly  shaped  articles,  the  student  is 
recommended  to  follow  very  carefully  the  construction 
here  given.  The  scale  of  drawings  and  the  general  dimen- 
sions used  in  this  problem  are  the  same  as  in  Problem  54. 
In  this  case,  the  arcs  that  were  drawn  in  Fig.  3'^  in  order 
to  locate  the  points  at  the  extremities  of  the  miter  lines 
will  form  the  ^outlines  of  tht^,  ventilator;  but  aside  from 
this  feature,  the  projectioii  drawings  in  both  problems  are 
alike. 
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CoKSTRLTCTiON.- — The  general  arrangement  of  the  views 
may  be  seen  from  Fig.  34 — in  this  case,  the  front  elevation  is 
more  conveniently  placed  to  the  left  of  the  side  elevation. 
Since  the  seams  are  to  run  in  a  different  direction  from  those 
of  the  preceding  prohlem,  all  work  done  in  Fig.  32  for  the 
location  of  the  miter  lines  is  omitted.  After  defining  the 
main  outlines  of  the  different  views^  the  first  thing  to  he 
considered  is  the  manner  in  which  the  joint  lines  of  the 
metal  will  be  indicated  in  the  drawings.  Of  course,  this 
depends  on  the  number  of  pieces  that  are  to  compose  the 
ventilator;  for  convenience  of  illustration,  it  may  be  as- 
sumed here  that  the  ventilator  is  to  be  made  up  of  eight 
longitudinal  strips.  For  the  sake  of  appearance,  each  of 
these  pieces  shoiiUl  be  as  nearly  the  same  width  as  possible, 
and  accordingly  the  outh'ne  of  the  circles  in  the  plan  may  be 
divided  into  eight  equal  parts,  as  shown  in  Fig.  34.  In  a 
similar  manner^  the  outline  of  the  outer  ellipse  in  the  front 
elevation  is  also  divided  into  the  same  number  of  equal  parts. 
Projectors  are  next  carried  to  the  side  ele%^ation  from  the 
points  a^  r,  and  e  of  the  plan,  and  the  points  a* ^  c\  and  e'  are 
located  on  the  horizontal  side  of  the  right  angle  A  B  C. 
Next,  the  points  b^  d^  and  y  are  located  in  the  side  elevation 
by  projection  from  the  dividing  points  of  the  ellipse  in  the 
front  elevation. 

The  miter  lines,  or  the  lines  of  intersection^  between  the 
different  sections  are  next  represented  in  the  side  elevation. 
In  til  is  view,  the  student  may  draw  these  lines  freehand, 
carefully  observing  that  the  different  sections  widen  gradu- 
ally as  they  approacli  the  outer  end  of  the  ventilator.  He 
should  understand  that  although  these  lines  may  be  drawn 
at  will  on  the  surface  of  the  side  elevation,  and  although 
their  positions  may  be  shifted  luitil  a  pleasing  curve  is 
obtained,  yet  when  the  lines  are  finally  drawn  in  that  view, 
they  represent  a  definite  position — a  position,  in  this  case,  in 
which  the  true  lengths  of  the  lines  are  not  shown  in  the  side 
elevation.  This  will  be  better  understood  by  the  student 
when  he  considers  that  the  Hue  t*  d,  for  instance,  is  gradu- 
ally bending  toward  the  eye  of  the  observer  and  at  the  same 
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time  toward  the  right;  in  short,  the  line  c*  li  of  the  side 
elevation  represents  the  curved  line  c* d*  of  the  front  eleva- 
tion. The  corve  of  the  other  lines — a*  b  and  ^'/*— bends  in 
a  somewhat  similar  manner,  as  may  be  seen  in  the  side 
elevation. 

The  line  ^' A  of  the  side  elevation  is  next  drawn  in  the 
front  view;  its  upper  and  lower  extremities,  of  course,  may 
be  readily  located  by  projection,  and,  if  desired,  the  entire 
line  maybe  drawn  freehand,  with  due  regard  to  the  gradual 
curvature.  The  student  will  be  assisted  in  the  drawing  of 
this  line,  if  he  first  divides  the  line  a^  b  of  the  side  elevation 
into  a  convenient  number  of  equal  spaces — six  in  Fig.  34 
* — and  then  draws  horizontal  projectors  of  indefinite  length 
across  the  surface  of  the  front  elevation.  The  vertical  center 
line  of  the  front  elevation  represents  the  outer  curve  A  C 
of  the  side  elevation,  and  that  curve  may  be  divided  into  the 
same  number  of  equal  spaces  as  were  laid  off  on  the  line  a'  b, 
A  similar  operation  is  then  performed  on  the  line  r'  d^ 
and  from  both  of  these  curves,  projectors  are  carried 
to  their  respective  lines  in  the  front  elevation.  The  work 
of  dividing  the  surfaces  of  the  two  upper  sections  of  the 
ventilator  into*  triangles,  which  is  done  by  drawing  lines 
between  successive  points  on  the  different  miter  lines,  is 
shown  in  Fig.  34;  and  since  it  is  similar  to  other  operations 
that  have  been  described,  no  explanation  is  given. 

The  true  lengths  of  the  curves  a*  b  antl  c'  d  must  next  be 
determined ;  this  is  done  by  laying  off  the  stretchouts  M N 
and  M'  iV  in  the  relative  positions  shown  in  Fig.  34  and  in 
accordance  with  the  distances  found  on  the  lines  a'  V  and 
c'  d  in  the  front  elevation.  Edge  lines  are  then  drawn 
through  the  points  of  the  stretchouts  and  developers  are 
drawn  from  the  respective  points  on  the  outlines  of  the 
foreshortened  curves  in  the  side  elevation.  If  desired,  the 
curves  shown  by  the  dotted  lines  in  the  upper  diagrams 
may  then  be  drawn,  and  the  true  measurements  for  such 
distances  as  are  located  on  the  lines  of  intersection  may  be 
taken  from  these  views  for  the  construction  of  the  patterns, 
when  such  measurements  are  required.     Before  the  patterns 
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can  be  laid  out,  hu\vevei\  the  true  lengths  of  the  longer 
sides  of  the  triangles  in  the  elevations  must  first  be  deter- 
mined. Since  in  this  case  the  method  pursued  is  slightly 
different  from  that  heretofore  shown,  the  student  should 
carefully  follow  the  instructions  given. 

It  has  already  been  observed,  in  preceding  triang:ulation 
problem Sj  that  in  ortler  to  obtain  these  true  lengths  it  is 
necessary  merely  to  construct  right-angled  triangles  whose 
bases  are  equal,  respectively,  to  the  length  of  any  given 
line  in  a  view,  while  the  height  of  the  triangle  is  equal  to 
the  vertical  height  shown  in  a  related  view.  The  same 
method  is  to  be  pursued  here,  but  in  this  case  the  matter  of 
obtaining  the  vertical  height  issomewhat  more  complicated, 
from  the  fact  that  the  drawing  affords  no  clearly  defined 
base  measurement.  Just  what  is  meant  by  this  statement 
will  be  seen  by  the  student  as  he  proceeds  w^ith  the  con- 
struction of  the  temp^»rary  triangles  for  the  section  marked 
(/f)  in  Fig.  34.  For  this  construction,  the  measurements 
for  the  bases  of  the  temporary  triangles  may  be  taken  from 
the  front  elevation,  and  the  measurements  for  the  vertical  \ 
heights  from  the  side  elevation.  Accordingly,  a  hori- 
zontal line  of  indefinite  length  may  be  drawn  in  any  con<«^^fl 
venient  portion  of  the  drawing,  as  at  (;').  On  this  line,^" 
commencing  at  the  left-hand  end,  lay  off  a  distance  equal 
to  if'  I  of  the  front  elevation,  and  make  the  succeeding 
spaces  toward  the  right  of  the  line  equal  those  designated 
by  similar  numerals  in  the  front  elevation.  The  spaces 
thus  laid  off  on  the  line  at  (^)  are  to  represent  the  bases  of 
the  temporary  triangles,  whose  altitudes  may  be  found  by 
measuring  the  respective  horizontal  distances  shown  in  the 
side  elevation.  Thus,  the  altitude  of  the  triangle  at  the 
left  is  made  equivalent  to  the  dimension  ,rof  the  side  eleva- 
tion. In  like  manner,  the  heights  of  the  remaining  trian- 
gles are  taken  from  the  side  elevation,  and,  when  completed, 
the  pattern  for  the  section  may  he  laid  out  In  the  regular 
way,  as  shown  in  Fig.  ;j4.  The  diagram  of  triangles  neces- 
sary for  the  construction  of  the  pattern  for  the  section  (a) 
is  shown  at  ( /  )  and  is  constructed  in  a  similar  manner. 
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A  like  process  must  be  ft^llcnved  in  urcler  to  obtain  pat- 
terns for  sections  of  the  ventilator  marked  (r)  antl  (//)  in 
Fig.  ^4,  but  since  this  work  is  the  same  as  that  already 
shown,  no  further  description  is  needed.  The  student  will 
seldom  be  called  upon  to  develt^p  patterns  ff>r  objects  that 
require  such  extended  operations,  but  he  should  become 
thoroughly  familiar  with  the  principles  involved  and  should 
endeavor  to  acquire  a  facility  in  the  application  of  the  proc- 
esses. No  more  excellent  drill  for  the  ambitious  pattern 
draftsman  can  be  found  than  is  presented  in  the  present 
instance,  and  the  student  will  do  well  to  develop  the  entire 
surface  of  the  ventilator  shown  in  this  problem.  After  the 
drawings  have  been  completed,  the  work  can  be  readily 
proved  by  cutting  out  and  forming  into  shape  blanks  cut 
to  the  pattern  outlines;  this  part  of  the  work  will  furnish 
the  student  with  interesting  information,  and,  if  found 
correct^  will  tend  to  increase  his  self-confidence  in  a  large 
degree. 


PROBLEM  so. 
18.     To  develop  the  patteniH  for  tlio  iKKly  or  a  w^heel- 
barroiiv. 

Explanation. — Wheelbarrows  made  entirely  of  metal 
are  rapidly  coming  into  favor.  Formerly  used  only  around 
smelters,  blast  furnaces,  and  foundries,  they  are  now  to  be 
found  in  nearly  every  place  where  a  barrow  is  required. 
Of  course,  they  are  made  in  a  great  variety  of  shapes  and 
styles,  and  of  light  or  heavy  metal,  as  may  be  necessary 
for  different  purposes.  Fig.  35  is  a  perspective  view  of  a 
common  type  of  metal  wheelbarrow  and  shows  one  of  the 
reasons  why  this  barrow  is  so  favorably  regarded.  Owing 
to  the  peculiar  shape  of  the  body,  the  laborer  is  enabled  to 
load  the  barrow  in  such  a  manner  that,  when  raised  into 
position  to  be  moved,  the  center  of  gravity  of  the  mass  will 
be  very  nearly  over  the  wheel.  The  barrow  may»  there- 
fore, be  pushed  along  with  much  less  effort  than  if  the 
laborer  were  required  to  carry  more  of  the  weight  of  the 


The  drawingfs  for  this  problem  are  to  be  constructed  to 
a  scale  of  1^  inches  to  the  foot.  The  flat  portion  of  the 
body — that  is,  the  bottom  of  this  wheelbarrow — is  10  inches 
in  width  by  1(J  inches  in  length;  the  sides  are  inclined  at  an 
atigte  of  45°  to  the  horizontal,  and  the  length  of  slope  at  the 
front — that  is,  nearest  the  wheel — is  13  inches,  while  at  the 
rear  the  length  of  slope  is  5  inches. 

Construction. — A  plan  and  an  elevation  will  be  required 
for  the  development  of  the  necessary  patterns;  the  latter  is 
the  first  to  be  drawn,  as  shown  in  Fig.  36,  in  accordance 
with  the  dimensions  previously  given.  After  the  rhombus 
shown  by  the  full  lines  in  the  elevation,  Fig.  36,  has  been 
constructed,  a  projection  of  the  flat  portion  of  the  body  of 
the  %vh  eel  barrow  should  be  made  in  the  plan,  but,  before 
the  outline  of  the  upper  base  can  be  represented  in  that  view, 
some  preliminary  work  will  be  necessary  in  the  elevation. 
Before  this  work  is  undertaken,  the  student  should  examine 
the  form  assumed  in  this  drawing — he  should  at  once  see 
that  the  rounded  corners  of  the  solid  represented  in  the  ele- 
vation may  be  considf  red  as  irregular  sections  of  the  cone, 
and  that  only  a  portion  of  the  surface  of  one-quarter  of  the 
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cone  is  needed  at  each  corner  of  the  solid.  The  conic  seg* 
ments  are,  of  course,  shown  in  the  elevation  as  inverted; 
and  it  will  be  further  seen,  on  examining  the  drawing  and 
allowing  the  imagination  to  develop  the  picture,  that  the 
upper  outline  of  the  elevation  crosses  the  axes  of  the  conic 
segments  obliquely.  Since  this  is  the  case,  the  projection 
of  the  plan  will  involve  the  principles  exemplified  in  the  pro- 
jection of  sectional  views  of  a  cone  given  in  Practical  Pro* 
jection. 


agffefff/bfOffe^fiffaoa^ 
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The  first  step  in  making  this  pattern  will  consist  in  pro- 
ducing the  oblique  sides  of  the  elevation  utitil  they  intersect 
a  horizontal  line  that  may  be  conveniently  drawn  a  slight 
distance  above  the  upper  outline  of  the  elevation.  The 
projection  is  thence  made  to  the  plan,  as  shown  in  Fig.  36, 
and  the  quarter  circles,  or  quadrants,  that  represent  the 
outlines  of  the  assumed  bases  of  the  conic  segments  may  be 
described  from  centers  located  at  the  four  corners  of  the 
rectangle  in  the  plan.  These  quadrants  are  divided,  by 
spacing,  into  any  convenient  number  of  equal  parts — four 
in  Fig,  36 — and  the  elements  of  each   conic  segment  arc 
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represented  in  the  plan  in  the  usual  way.  These  elements 
are  next  projected  to  the  elevation,  and,  when  represented 
in  that  view,  will  at  once  indicate  their  points  of  intersec- 
tion with  the  upper  outline  of  the  body.  From  such  points 
of  intersection,  horizontal  projectors  are  then  to  be  carried 
to  the  respective  true  edge  line.  If  desired,  the  plan  may 
then  be  completed  as  shown  in  Fig.  36,  although  this  part 
of  the  work  is  not  necessary  for  the  development  of  the 
pattern. 

The  development  of  the  pattern  at  {a)  is  now  a  compara- 
tively simple  matter.  A  horizontal  center  line  may  be 
drawn  through  the  plan,  and  the  seams  between  the  differ- 
ent portions  of  the  body  may  conveniently  be  located  on 
this  line,  although  any  other  arrangement  may  be  readily 
effected,  if  desired  by  the  draftsman.  Since  the  remainder 
of  the  work  is  identical  with  that  already  shown  in  pre- 
ceding problems  relating  to  the  radial  solids,  no  further 
explanation  of  the  process  is  necessary. 


problem:  57. 
19.     To  develop  the  pattern  for  a  conveyor  flight. 

Explanation'. — A  method  of  automatically  transferring 
grains  and  similar  substances  is  frequently  required  in 
elevators,  malt  houses,  breweries,  and  flouring  mills.  This 
re(juircment  is  met,  in  many  instances,  by  the  use  uf  an 
endless  chain  to  which  several  small  buckets  are  attached. 
The  motion  of  the  chain  automatically  tills  the  buckets  at 
one  end  of  the  apparatus  and  discharges  their  contents  at 
the  other.  In  recent  years,  however,  this  device  has  been 
superseded,  to  a  great  extent,  by  the  suction  tube,  or  spiral 
conveyor,  whii^h  type  is  especially  desirable  in  cases  where 
small  grains  are  t<^  be  conveyed  and  where  no  spilling  can 
be  j)erniitted.  This  conveyor  consists,  essentially,  of  a  tube 
of  heavy  sheet  metal  within  which  a  shaft,  whose  axis  coin- 
cides with  that  of  the  tube,  is  suspended  in  bearings  placed 
at  frequent  intervals  throughout   its  length.     Attached  to 
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this  shaft  are  spiral,  or  ralhcr  helicoidal,  flanges  of  such 
width  that  their  outer  edges  approach  very  closely  to  the 
inner  walls  of  the  enclosing  tube.  The  shafting  and  the 
attached  flanges  run  the  entire  length  of  the  tube,  and  when 
the  shaft  is  revulved  in  a  certain  direction — one  end  of  the 
tube  being  set  into  the  grain — it  is  found  that  the  grain 
follows  the  spiral  surface  of  the  flanges  and  may  be  elevated 
at  a  more  or  less  oblique  angle. 

This  conveyor  is  merely  an  adaptation  of  a  device  con- 
structed by  one  of  the  old  Greek  philosophers,  Archimedes, 
whose  name  is  still  at- 
tached to  the  pump 
shown  in  Fig.  37.  This 
pump  is  sometimes  made 
by  winding  a  flexible 
tube  spirally  around  the 
outer  surface  of  a  cylin- 
der. The  axis  of  the 
cylinder  is  then  inclined 
and  its  lower  end  insert- 
ed in  a  tub  of  water.  On  turning  the  handle  of  the  pump, 
water  will  issue  from  the  upper  end  of  the  spiral  tube, 
apparently  being  lifted  by  the  motion  of  the  cylinder, 
although  in  reality  the  water  merely  obeys  the  universal  law 
that  requires  it  to  seek  its  lowest  level.  That  this  is  true 
L  may  be  seen  when  the  action  of  the  water  at  any  particular 
Hsplace  in  the  tube  is  considered  ;  the  motion  of  the  tube  being 
^"^apparently  upwards,  the  water  really  fl<»ws  back,  but  in  so 
I  doing  is  carried  away  from  the  tub^  and  following  the  con- 
tour of  the  flanges,  issues  from  the  free  end  of  the  tube. 

The  section  of  a  grain  conveyor  made  to  operate  on  this 
principle  would  not  differ  materially  from  that  shown  in 
Fig,  37.  The  separate  pieces  of  which  this  continuous  flange 
is  composed,  l^vmtd  flights  by  the  manufacturers,  are  joined 
along  seams  perpendicular  to  the  axis  of  the  shaft.  The 
theory  of  their  construction  affords  an  interesting  study  for 
the  sheet-metal  worker.  If  a  right-angled  triangle,  Fig,  38(a), 
whose  base  is  equal  in   length  to  the  circumference  of  a 
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cylinder  and  whose  altitude  is  the  longitudinal  distance  to 
be  passed  through,  be  wrapped  around  a  cylinder  as  in 
Fig.  38  {d),  the  curved  line  described  by  the  hypotenuse  of 
the  triangle  will  be  a  helix.  A  familiar  practical  illustration 
of  this  curve  may  be  seen  in  the  threads  of  the  screw  or  in 
the  winding  spiral  staircase  so  often  seen  in  the  public 
libraries  of  our  cities.  The  method  used  by  the  draftsman 
for  constructing  these  curves  on  the  drawing  board  was 
shown  in  Geometrical  Dratving,  but  will  be  repeated  during 
the  construction  of  the  projections  required  for  this  problem. 
It  is  a  purely  geometrical  construction  and  as  such  should 
be  thoroughly  mastered  by  the  student.     The  surface  of  the 
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conveyor  flight  is  referred  toby  mathematicians  as  he  licoida| 
and  as  will  be  seen  from  the  drawings  now  to  be  made,  is 
such  as  would  be  developed  by  a  straight  line  that  is  at  all 
times  held  perpendicular  to  the  axis  of  the  cylinder,  but  yet 
is  constantly  moving  upwards  along  the  line  of  the  helix. 
Further  explanation  of  the  principles  involved  will  be  given 
during  the  construction  of  the  drawings.  For  the  purposes 
of  this  problem,  it  may  be  assumed  that  the  conveyor  tube 
is  12  inches  in  inside  diameter,  and  that  the  shaft  on  which 
the  flights  are  to  be  fitted  is  2  inches  in  diameter.  The 
helix  is  to  make  a  full  turn  in  a  length  of  (I  inches,  and  the 
drawings  are  to  be  constructed  Lo  a  scale  of  6  inches  to 
the  foot. 
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Construction. — A  plan  and  an  elevation  of  the  helicoid 
is  first  to  be  drawn,  as  shown  in  Fig,  39.  Circles  are  first 
described  in  the  plan  from  a  common  center  and  with  radii 
equal,  respectively,  to  the  radii  of  the  shaft  and  of  the  tube. 
The  outlines  of  these  circles  are  next  divided,  by  spacing, 
into  any  convenient  number  of  equal  parts — in  this  case  six 
spaces  are  located  on  each  semicircle.  For  the  construction 
of  the  elevation,  a  parallelogram  A  B  C  D  h  drawn  whose 
width  is  projected  from  the  plan  and  whose  height  is  equiva- 
lent to  the  length  of  the  turn — G  inches  in  this  case.  One 
of  the  vertical  sides  of  this  parallelogram  is  next  divided,  by 
spacing,  into  as  many  equal  parts  (12)  as  are  contained  on 
the  outline  of  the  entire  circle  in  the  plan.  Through  the 
points  thus  located,  horizontal  lines  are  drawn  entirely 
across  the  parallelogram,  and,  beginning  at  the  extreme 
left-hand  point  on  the  outer  circle,  projectors  are  next  car- 
ried from  the  plan  to  the  successi\rely  higher  horizontals  in 
the  elevation;  that  is,  the  point  C  being  already  fixed  by 
one  of  the  projectors  previously  drawn,  the  point  7  in  the 
plan  is  projected  to  the  point  i'  on  the  horizontal  next  higher 
thanC/?;  point  i^  of  the  plan,  to  the  points  in  the  elevation; 
and  so  on,  proceeding  in  this  way  until  the  point  A  at  the 
top  of  the  rectangle  is  reached.  An  irregular  curve  is  then 
traced  through  the  points  thus  located  in  the  elevation^  and 
it  will  be  seen  that  such  a  curve  defines  the  outer  edge  of 
the  helicoid.  The  curve  that  defines  the  inner  edge  of  the 
helicoid  is  drawn  through  j>oints  located  on  the  same  horizon- 
tal lines — such  points  being  projected  from  points  located  on 
the  outline  of  the  inner  circle  of  the  plan.  The  lines  A  x 
and  Cy,  Fig.  39,  define  the  upper  and  lower  extremities  of  the 
flight,  and  on  comparing  thedrawing  just  made  with  the  per- 
spective shown  in  Fig.  37,  the  student  will  be  able  to  under- 
stand what  portions  of  the  surface  should  be  represented  by 
dotted  lines  in  the  projection  drawings.  It  might  appear 
to  one  studying  these  drawings  only  in  a  casual  way,  that 
the  surface  represented  in  Fig.  39  could  be  developed  by  the 
method  of  triangulation,  for  it  will  be  seen  that  the  straight- 
edge test,   mentioned    in   Development   of  Surfaces^  would 
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show  corrtiniious  contact  at  any  point  when  the  straightedge 
was  perpendicular  to  the  common  central  axis.  As  a  matter 
of  fact,  however,  a  theoretical  development  for  this  surface 
is  impossible^this  particular  case  being  the  exception  to 
the  straightedge  test  mentioned  in  Development  of  Surfaces — 
although  it  is  true  that  an  approximation  sufficiently  close 
for  all  practical  purposes  may  be  readily  made. 

Two  methods  of  pattern  construction  will  be  given  in  this 
case,  the  first  of  wbich  is  somewhat  more  simple  than  the 
second,  and  is  sufficiently  close  for  nearly  every  practical 
application;  the  second  method  is  shown  only  as  affording  a 
brief  explanation  of  the  reason  for  the  faihu'e  of  the  trian- 
gulation  method  of  development  in  the  case  of  helicoidal 
surfaces.  Since  the  curve  of  the  helix,  as  previously  stated, 
may  be  represented  by  wrapping  a  right-angled  triangle  of 
certain  dimensions  around  the  circumscribed  cylinder,  it  is 
possible^  by  means  of  a  reversal  of  this  method,  to  construct 
a  right-angled  triangle  whose  hypotenuse  will  be  equal  to 
the  exact  length  of  the  helix*  Accordingly,  the  right-angled 
triangle  shown  at  the  right  of  the  elevation  in  Fig.  39  is 
laid  out.  The  altitude  of  this  triangle  is  projected  from  the 
elevation,  and  the  b^-se  is  spaced  off  in  accordance  with  the 
length  of  the  circumference  of  the  inner  circle  of  the  plan. 
The  hypotenuse  of  this  triangle  may  now  be  measured  with 
the  scale,  and  from  the  table  of  Areas  and  Circumferences  it 
will  be  possible  to  ascertain  the  diameter  of  a  circle  whose 
circumference  very  nearly  approaches  this  length.  The 
hypotenuse  of  the  triangle  shown  at  Fig.  39  [ti)  is  fotmd  to 
scale  very  nearly  SJ  inches^  which  is  equivalent  to  the  cir- 
cumference of  a  circle  whose  diameter  is  approximately 
2}  inches.  A  circle  of  this  diameter  is  accordingly  described, 
as  shown  in  Fig.  39  {b),  A  radius  of  the  circle  is  next  drawn 
in  any  convenient  direction  and  is  extended  indefinitely 
beyond  the  ontline  of  the  circumference;  on  the  outer  portion 
of  this  radius  a  distance  is  then  laid  off  corresponding  in 
length  to  the  distance  ^\r  of  tbe  elevation.  A  concentric 
circle  is  then  described  and  the  pattern  is  complete.  When 
cutting   out  the   metal,  the  central  circle   is  cut  out  and 
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removed,  and  a  cut  is  also  made  along  the  line  of  the  radius 
Cy  of  the  outer  circle.  Before  this  blank  can  be  utilized  in  the 
construction  of  a  conveyor,  it  must  be  stretched,  or  **  raised/* 
by  dies  or  by  hand  methods  known  to  every  sheet-metal 
worker. 

A  method  of  development  that  more  closely  approximates 
the  theoretical  standpoint,  hut  one  that  is  seldom  used  in 
practice  on  account  of  the  waste  of  stock  involved,  is  shown 
in  Fig.  40.  By  this  method  it  is  first  necessary  to  construct 
an  additional  helix  that  will  follow  the  central  line  of  the 
helicoidal  surface.  The  plan  and  elevation  of  Fig.  39  have 
been  reproduced  in  Fig.  40,  and  the  central  line  of  the  surface 
is  shown  by  the  dotted  circle  in  the  plan.  As  in  the  prece- 
ding drawing,  the  projection  of  this  line  to  the  elevation  is 
done  by  the  use  of  the  same  horizontal  lines,  and  the  helix  is 
indicated  in  the  elevation  by  the  dotted  line  there  shown. 
The  correct  length  of  this  line  is  next  determined  by  the  aid 
of  the  right-angled  triangle  shown  at  the  left  of  the  elevation. 
The  process  is  the  same  as  in  the  other  method  and  needs 
no  further  explanation.  If  the  drawings  are  now  carefully 
studied,  it  may  be  seen  that  the  true  length  of  the  curve,  as 
well  as  its  approximate  outline,  will  he  very  nearly  approached 
by  the  flattest  portion  of  the  curve  of  an  ellipse  whose  minor 
axis  is  equal  to  the  diameter  of  the  circumscribed  cylinder 
and  whose  major  axis  is  equal  to  the  length  of  a  tangent  to 
the  helix — the  ends  of  such  tangent  being  defined  in  the 
elevation  by  the  lateral  outlines  of  the  circumscribed  cylinder. 
This  tangent  is  indicated  in  Fig.  40  by  the  line/^,  which, 
as  will  be  seen  from  the  illustration,  is  drawn  tangent  to  the 
dotted  central  helix. 

This  curve  may  be  readily  found  if  the  ellipse  shown  at 
(«),  Fig.  40,  is  constructed  in  accordance  with  the  dimensions 
just  given.  The  required  radius  a  a  may  then  be  taken  from 
the  drawing,  and,  with  this  radius,  a  circle  is  next  to  be 
described,  as  shown  at  (if).  The  hypotenuse  of  the  right- 
angled  triangle  shown  at  the  left  of  the  elevation  may  then 
be  divided,  by  spacing,  into  any  convenient  number  of  equal 
parts,  and  a  similar  number  of  spaces  set  off  on  the  outline 
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of  the  circle  at  (d).  The  spaces  ej^  and  Ce  are  then  taken 
from  the  elevation  and  set  off  on  a  radius  of  this  circle  in  the 
manner  shown  in  Fig.  40  (^),  and  concentric  circles  are  next 
described  for  the  inner  and  outer  outlines  of  the  flight.  A 
radius  drawn  through  the  point  /  will  then  define  the 
remaining  outline  of  the  pattern.  As  in  the  other  method, 
the  pattern  must  be  submitted  to  the  raising  process,  and 
for  the  reason  that  an  equal  amount  of  work  must  be  done 
by  either  method,  the  one  first  described  will  be  found  better 
adapted  to  practical  shop  requirements.  If  the  student 
desires  to  investigate  the  properties  of  this  surface  somewhat 
further  and  will  construct  right-angled  triangles  for  the 
purpose  of  ascertaining  the  respective  lengths  of  the  different 
helixes  shown,  or  of  additional  helixes  that  may  be  defined 
on  the  surface  of  the  helicoid,  he  may  compare  the  lengths  of 
their  hypotenuses  with  the  relative  positions  on  the  pattern, 
and  thus  understand  exactly  where  the  surface  of  the  flight 
should  be  stretched.  This  problem  presents  an  interesting 
case  for  one  of  an  inquiring  turn  of  mind;  and  if,  in  addition 
to  the  construction  here  given,  the  student  will  produce  a 
triangulation  development  for  the  flight  and  compare  that 
figure  with  the  different  hypotenuses  of  triangles  constructed 
for  several  positions  of  the  helix,  he  will  be  able  to  under- 
stand why  the  triangulation  process  cannot  be  used  for 
surfaces  of  this  class. 


PROBLEM  58. 

20.  To  develop  the  patterns  for  a  special  cahc  of 
irrej^ular  Intei-seetlon. 

Explanation'. — This  problem  illustrates  a  method  of 
adapting  the  line  of  intersection  between  two  solids  to  suit 
spei^fied  rccjuireinent^i.  It  represents  a  case  in  which  the 
miter  line,  ahhou^h  a|)i)arently  arbili-arily  represented  in 
the  projcM^iion  (lra\vin;4S,  is  really  dcix-ndent  for  certain 
points  of  its  location  on  wcll-knuwn  laws  that  govern  the 
intersection  of  solids.     This  statement  is,  in  a  large  measure. 
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true  of   every   drawing  that  contains   an  arbitrary   miter 
line.     For  before  tbe  draftsman  can  trust  his  judgment  in 

ptanningsuch  lines 
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on  the  drawing,  he 
must  be  familiar 
with  the  appear- 
ance of  interseC' 
tioosof  commonoc- 
currence  and  must 
be  able  to  recog- 
nize the  likeness  of 
such  arbitrary  lines 
to  the  true  miter 
lines  obtained 
by  projection. 
This  case  requii'es 
a  transition  piece 
whose  general  appearance  will  resemble  Lhc  frustum  of  a 
cone.  The  u[>per  base  of  the  transition  piece  is  in  the  form 
of  a  circle  9  inches  in  diameter;  its  surface,  for  the  purposes 
of  this  problem,  may  be  assumed  to  be  horizontal  The 
lower  base  of  the  transition  piece  is  on  the  surface  of  a 
cylinder  2  feet  8  inches  in  diameter,  whose  axis  is  horizontal 
The  relative  positions  of  the  circle  and  of  the  cylinder  are 
such  that  a  perpendicular  erected  at  the  center  of  the  upper 
base  will  pass  through  a  point  on  the  axis  of  the  cylinder, 
while  the  perpendicular  distance  between  the  two  bases,  as 
shown  in  ati  elevation,  is  8  inches.  Furthermore^  it  is  re- 
quired that  the  slanting  sides  of  the  transition  piece^  as 
shown  in  an  eiul  elevation  of  the  intersected  cylinder,  will 
be  tangent  to  the  outline  of  that  solid;  while  in  a  side  ele- 
vation^ the  greatest  lateral  distance  must  be  2  feet  5  inches. 
The  perspective  illustratiiin  in  Fig.  41  represents  these  con- 
ditions very  accurately,  and  the  clcKse  resemblance  of  the 
transition  piece  to  the  general  form  of  a  cone  is  readily 
apparent.  This  t nnstruction  should  be  followed  very  closely 
by  the  student,  since  this  method  may  be  used  in  a  variety 
of  similar  cases.     The  drawings  are  to  be  made  to  a  scale 


Fig.  42. 


76 


g  19 


PRACTICAL  PATTERN  PROBLEMS. 


77 


of  IJ  inches  to  the  foot,  and  are  rendered  somewhat  com- 
plicated by  the  fact  that  f-incli  nuilerial  is  to  be  used  in  the 
construction  of  the  finished  forms.  TJie  patterns  for  the 
transition  piece  and  for  the  opening  in  the  cylinder  are  to 
be  developed. 

Construction, — As  shown  in  Fig.  42,  projections  con- 
sisting of  a  plan  and  of  end  and  side  elevations  are  first  to 
be  drawn.  The  usual  arrangement  of  views  given  in  Prac- 
tical Projection  may  be  followed  and  the  end  elevation  first 
constructed.  Draw  the  vertical  center  line  A  B  and  repre- 
sent the  edge  view  of  the  upper  base  by  a  line  a  b  ^d  inches 
long  and  perpendicular  to  the  center  line.  Set  off  the  dis- 
tance c  d  \n  accordance  with  the  specifications  and  then 
describe,  in  the  elevation,  the  circle  that  represents  the  end 
view  of  the  cylinder.  From  the  points  a  and  b  draw  the 
lateral  outlines  of  the  transition  piece  tangent  to  the  outline 
of  the  cylinder.  Next,  draw  the  dotted  line  ^y  and  project 
the  top  view  in  the  plan  as  though  the  surface  of  the  transi- 
tion piece  were  actually  that  of  a  right  cone.  The  true  line 
of  intersection  in  the  plan  may  then  be  found  by  projecting 
the  conic  elements  in  both  views.  This  Xw-x^  of  intersection 
is  represented  in  the  plan  of  Fig.  42  by  the  irregular  dotted 
curve  there  shown. 

On  measuring  the  greatest  width  in  a  side  elevation — the 
distance  g  h^  Fig.  42 — it  is  found  to  scale  1  foot  7  inches, 
while  the  specifications  require  a  measurement  of  2  feet 
5  inches  along  this  line.  Assuming  that  the  points  e  andy 
remain  where  they  are,  it  follows  that  the  points  ^  and  h 
must  be  separated  sufficiently  to  comply  with  the  specifica- 
tions. This  amount  is  the  difference  betw^een  2  feet 
5  inches  and  1  foot  7  inches,  or  10  inches.  Accordingly, 
the  points,^'  and  li  are  laid  off  in  the  plan  as  shown,  thus 
fixing  the  points  for  the  projection  of  the  side  elevation. 
The  remaining  points  i  and/  may  now  be  moved  along  ver- 
tical lines  a  similar  distance;  or,  if  desired,  the  new  miter 
line  may  be  drawn  freehand, "being  made  to  approach  the 
pointy  of  the  plan  by  an  easy  and  gradual  curve,  not  un- 
like that  shown   in   Fig.    42.     The   horizontal   center  line 
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shown  in  Fig.  42  should  now  be  drawn  through  the  plan 
and  the  side  elevation  projected.  It  will  be  seen  that  the 
act  of  moving  the  points^,  i,  and/ has  not  affected  the  end 
elevation,  since  the  movement  in  each  case  has  been  made 
along  vertical  lines.  After  the  side  elevation  has  been  pro- 
jected, the  surface  of  the  transition  piece  in  that  view  and 
in  the  plan  may  be  divided  into  triangles  for  the  purpose  of 
development  by  the  customary  method  of  drawing  lines 
between  successive  points  on  the  outlines  of  both  bases. 
The  true  lengths  of  these  lines  are  then  determined  from  a 
diagram  of  triangles  in  the  manner  shown. 

Before  the  pattern  for  the  surface  of  the  transition  piece 
can  be  laid  out,  the  pattern  for  the  opening  in  the  inter- 
'  sected  cylinder  must  be  developed.  This  is  necessary  in 
order  to  obtain  the  true  lengths  of  the  distances  between 
points^'-', /',y',  and/' in  the  plan.  This  pattern  is  shown 
at  (a),  and  is  laid  out  by  the  parallel  method.  It  is  first 
necessary,  however,  to  allow  for  thickness  of  material ;  ac- 
cordingly, the  arc  ed/  in  the  end  elevation  must  be  meas- 
ured in  order  to  ascertain  what  fractional  part  of  the  entire 
circumference  is  represented  in  its  length.  On  spacing  its 
length  with  the  dividers  and  laying  off  a  similar  distance 
along  the  straight  line  Af  X,  it  is  found  to  scale,  approxi- 
mately, 33.5  inches.  Since  the  full  circumference  of  a 
circle  2  feet  8  inches  in  diameter  is  100.5  inches,  and  since 
seven  times  J  inches,  or  Y  inches,  is  allowed  for  the  thick- 
ness of  material   in  the  entire  cylinder,  it   is  evident   that 

33. 5 
~:'-T   ^^^  about  one-third  of  y-  inches,  which  is  equivalent 

to  f  incli,  is  needed  for  the  allowance  in  the  arc  e  d/".  This 
amount  is  added  as  shown  at  Fig.  42  (/>),  and  the  resulting 
stretchout  J/iV  is  then  copied  at  {(j)  for  the  development 
of  the  pattern  for  the  opening.  The  spaces  for  the  lower 
base  of  the  transition  piec  e  retjuircd  for  the  construction  of 
the  triangulation  develo{)nient  at  (d)  are  to  be  taken  from 
the  outline  of  the  patt^M'n  at  (^?) ;  and,  as  shown  at  (f),  an- 
other stretchout  must  br  laid  <nit  in  order  to  ascertain  the 
allowance  for  thickness  of  material   rcciuircd   at  the  upper 
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base.  These  constructions  liaviiig  already  been  explained 
need  not  be  further  exemplified  here.  The  pattern  at  {*/) 
is  now  to  be  constructed  by  the  triangulation  method 
already  familiar  to  the  student.  A  correct  model  will  be 
found  to  coincide  exactly  with  the  preceding  specifications. 


FKOBLEM  6*>. 
21.     Ta  develop    the  patterns   for  a  pyranihl    Inter* 
sected  by  a  cylinder. 

Explanation. — The  relative  situation  of  the  two  solids 
whose  development  is  to  be  imdertaken  in  this  problem  is 
shown  in  perspective  in  Fig.  43.  A 
quadrangular  pyramid,  whose  sides 
form  an  angle  of  30°  with  its  axis 
and  whose  base  is  to  be  represented 
in  the  plan  by  a  square  measuring 
16  inches  on  a  side,  intersects  a  cyl- 
inder 10  inches  in  diameter  in  such 
a  manner  that  the  axes  of  the  two 
solids  coincide.  Examples  of  such 
constructions    are    occasionally  en-  i k-  -li 

countered  in  the  cases  of  small  stacks  or  in  the  construc- 
tion of  hoods  provided  with  cylindrical  outlets.  As  in  nearly 
every  pattern  development,  the  principal  feature  of  the 
drawing  consists  in  first  correctly  ascertaining  the  true 
position  of  the  line  of  intersection  between  the  two  solids. 
After  this  line  has  been  found,  the  development  of  the 
cylinder  is  easily  made  in  accordance  with  the  parallel 
method  and  of  the  pyramid  by  the  radial  method.  The 
drawings  are  to  be  made  to  a  scale  of   H  inches  to  the  foot. 

CoNSTRtTCTiON\~Draw  the  plan  first,  in  accordance  with 
the  dimensions  previuiisly  given,  as  shown  in  Fig.  44,  The 
outlines  of  the  [>yramid  are  next  projected  to  the  elevation, 
where  they  are  extended  to  the  vertex  O.  The  lateral  out- 
Hnes  of  the  cylinder  are  also  projected  in   the  elevation; 
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next,  in  the  plan,  the  circle  that  represents  the  outline  of 
the  cylinder  is  divided,  by  spacing,  into  a  convenient  num- 
ber of  equal  parts.     These  spaces  should   be   so   arranged 


W 


/  ar/tSf/WH™^-^  ^T^  ^ 


d^/ 


Fig.  44. 


that  ])()ints  will  fall  on  the  outline  (.)f  the  circle  at  the  cross- 
ing i»()inls  of  the  ('(1l;cs  of  the  pyramid:  this  result  will  be 
accomplished   if  the  c-ircMimference    i>   divided,  as  shown   in 
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Figf,  44,  into  sixteen  equal  spaces..  The  points  of  the  plan 
indicated  by  the  letters  a^  b^  and  c  are  next  projected  to 
their  respective  places  on  the  outline  of  the  pyramid  in  the 
elevation  at  <?',//,  and  r.  Through  points  at  the  intersec- 
tion of  horizontal  projectors  from  b^  and  c'  with  vertical 
projectors  drawn  from  the  plan,  the  curved  line  of  inter- 
section, shown  on  the  front  surface  of  the  pyramid,  is 
next  drawn.  The  development  of  the  surface  of  the  inter- 
secting cylinder  is  then  made  in  the  usual  way  by  the  paral- 
lel method,  as  in  Fig.  44  {ti). 

The  development  of  the  surface  of  the  pyramid,  as  shown 
at  (^),  is  obtained  by  the  radial  method.  Its  surfaces 
should  first  be  laid  off  in  the  pattern  as  though  the  develop- 
ment of  the  entire  pyramid  were  required;  a  separate 
operation  is  then  necessary  to  determine  the  outline  at  the 
upper  portion  of  the  solid — that  is,  at  the  intersection  with 
the  cylinder— as  will  be  immediately  explained.  Fnmi  the 
points  a^  h^  and  r  of  the  plan,  fir  from  any  similarly  situated 
points  on  the  outline  of  the  cylinder,  perpendiculars  are  to 
be  drawn  to  the  nearest  base  line  of  the  pyramid,  as  rx,  b }\ 
etc.,  Fig.  44.  The  points  x,  r,  and  ^  are  then  located  in  the 
drawing  at  {b)  hy  transferritig  with  the  dividers  the  dis- 
tances e z^  e )\  and  r  x  from  the  plan  to  their  corresponding 
positions  at  e*  s'^  ^'' J'*,  and  t'*  x'.  This  work  would  naturally 
be  required  on  each  of  the  surfaces  of  the  pyramid,  since  it 
is  clear  from  the  projection  drawings  that  the  amount  of 
intersection  on  each  surface  is  equal  t«>  that  on  the  others; 
but  the  process  may  be  somewhat  shortened  if  these  spaces 
are  transferred  to  but  one  of  the  surfaces,  as  shown  in  the 
drawing  at  {b).  Accordingly,  perpend icidars  to  the  base 
line  of  the  pattern  are  crectetl  at  the  points  r',  v'^  x'^  and 
at  the  two  similar  points  above.  Points  through  which  the 
curved  outline  of  the  pattern  may  then  be  traced  are  de- 
termined by  making  x'  c'  at  (b)  equal  to  the  distance  x'  c* 
of  the  elevation,  j'  b'  at  {b)  equal  to  jr'  b^  of  the  elevation, 
etc.  If  the  figure  has  been  accurately  drawn,  the  distance 
jr*  a*  of  the  elevation  will  be  found  to  coincide  exactly  with 
thft  length  of  the  perpendicular  erected  at  z',  as  defined  by 

UK)— 30 


B2 


PRACTICAL  PATTERN  PROBLEMS. 


§19 


its  intersection  with  the  edge  line  O*  e\  In  order  to  trans- 
fer the  positions  a* ^  b" ^  and  c'  to  their  corresponding  loca- 
tions on  the  remaining  surfaces  of  the  pyramid,  arcs  may 
conveniently  be  described  from  O*  as  a  center  and  with 
radii  O'  a\  O'  b" ^  and  O'  c',  as  shown.  The  positions  of 
these  points  may  then  be  determined  by  stepping  off  dis- 
tances with  the  dividers  fropi  the  various  edge  lines  of  the 
pyramid  and  the  desired  curves  traced  through  the  points 
thus  located. 


PROBL.'RM  60. 

33.     To  develop  the  patterns  for  an  oetai^nal  urn. 

Explanation. — A  perspective  view  of  this  urn  is  given 
in  Fig.  4r>,  and  while  the  class  of  work  it  represents  more 

properly  belongs  under  the  general 
subject  of  molding  developments, 
other  workers  in  sheet  metal  are 
occasionally  required  to  obtain  the 
patterns  for  such  forms.  The  prin- 
ciples used  in  the  construction  of 
these  patterns  are  merely  those  of 
the  parallel  method,  and,  in  the 
drawing  of  the  required  views,  the 
student  will  obtain  desirable  prac- 
tice* that  cannot  fail  to  be  of  assist- 
ance to  him  in  his  daily  work.  The 
case  in  hand  represents  an  octagonal 
urn,  but  from  the  description  given, 
it  will  1)0  made  clear  that  with  slight 
modifications  of  the  drawing-,  a 
figure  of  any  desired  number  of  sides  can  easily  be  pro- 
duced. The  (Irawinj^s  for  this  ])rol)leni  may  be  made  to  a 
scale  of  .*)  inehes  lo  ihr  fool.  The  heii4:hts  sliown,  respect- 
ively, at  .-/,  />\  and  (\  Fi-.  !♦',,  are  4,  7,  and  5  inches;  and 
the  widths  represented  by  lh<*  dimensions  /'\  F^  and  Care 
11,  T),  and    10   inches.       The  outlines  for   the    fignnt  in    the 
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elevation  are  to  be  drawn  freehand,  after  the  principal 
dimensions  given  are  laid  off^  and  they  shonld  approximate 
the  curves  in  the  perspective  view  as  closely  as- possible. 
This  construction  should  be  carefully  followed,  since  the 
principles  contained  are  important  to  the  student  and  are 
in  frequent  use  in  a  variety  of  the  sheet-metal- working 
trades. 

Construction. — Draw  the  vertical  center  line  for  the 
projection  of  the  plan  and  the  elevation,  as  shown  in  Fig.  46, 
and  then  construct  the  octagon  ^ 

shown  in  the  plan  in  accordance 
with  the  greatest  width  men- 
tioned in  the  specifications;  that 
is,  its  diameter  must  be  1 1  inches, 
as  measured  on  a  horizontal  or 
on  a  vertical  center  line.  The 
elevation  may  then  be  drawn  as 
before  directed,  although  the 
square  members  of  the  urn  may 
be  drawn  by  the  aid  of  the 
Tsquare  and  triangles.  Only  the 
outlines  of  the  elevation  should 
be  drawn  by  this  method,  since 
the  miter  lines  shown  in  the  cen- 
tral portion  of  the  view  in  Fig.  46 
are  to  be  drawn  through  points 
projected  in  a  particular  man- 
ner. In  actual  shop  practice, 
these  lines— which  are  really 
foreshortened  miter  lines^are 
usually  omitted,  since  they  con- 
tribute in  no  way  to  that  part 
of  the  drawing  needed  for  the 
development  of  the  pattern. 
Each  angle  of  the  octagonal  fig- 
ure in  the  plan  is  next  bisected, 
and  the  bisectors  produced  until  they  meet  in  the  center  of 
the  octagon.     The  curved  portions  of  the  outline  on  one 
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side  of  the  elevation  may  now  be  divided,  by  spacing,  into 
any  convenient  number  of  equal  parts,  as  shown  in  Fig.  46, 
and  projectors  drawn  to  the  line  ^^of  the  plan.  Horizontal 
projectors  from  these  same  points  in  the  elevation  are  also 
drawn  across  the  surface  of  that  view.      Next,  projectors 

parallel  to  b  d  are  drawn 
in  the  plan  from  points 
on  the  line  ab  to  corre- 
sponding positions  on  the 
lines  c  d  and   e  f.     The 
foreshortened  miter  lines 
are    then    drawn    in   the 
elevation   through  inter- 
sections of   the  horizon- 
tal projectors  previously 
mentioned    with   projec- 
tors    drawn     from     the 
points  of  the  plan  on  the 
lines  r// and  ^y.    The  ele- 
vation shown   in   Fig.  46 
is  thus  completed,  and  it 
should   be   noted    by  the 
student    that    a    similar 
process  must  be  followed 
\\\  all  cases  where  a  pro- 
jection   drawing    requir- 
ing-    the     representation 
of    foreshortened     miter 
lines  is  to  be  produced. 
As  already  mentioned, 
however,    the  draftsman 
thai  wants  i)attern  devel- 
opnieius    merely    seldom 
tiroes  through  the  rather 
extended  o[)erations  that 
have   just  been  descnnbed.      The   (uistoniary  shop  drawinjj;s 
are  shown  in  Fig.  47,  and  their  tonneetion  with  the  projec- 
tions just   drawn  will    l)r    apparent    to   the   stndent   after    a 
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little  study.  The  center  line  shown  in  Fig.  47  is  first 
drawn,  and,  ia  order  to  avoid  confusion  arising  from  a 
number  of  lines  crossing  one  another  on  the  drawing,  the 
elevation  of  the  urn  is  conveniently  separated  into  two 
segments  designated,  respectively,  Profile  No.  1  and  Pro- 
file No.  2,  Fig.  47,  It  will  be  seen  from  Fig.  46  that  the 
urn  is  composed  of  eight  segments,  each  segment  being 
represented  in  the  plan  by  the  amount  of  material  in- 
cluded within  the  sides  of  one  of  the  angles  at  the  cen- 
ter of  the  octagon;  that  is,  within  one  of  the  angles  hob^ 
aog^  etc.  Since  these  angles  are  all  alike,  it  is  clear 
that  for  the  development  of  the  pattern  it  will  be  neces- 
sary to  produce  but  one  of  them  in  Fig*  47»  and  from 
instruction  already  given  under  the  heading  **  Development 
by  Parallel  Lines*'  in  Devi'lopmtnt  of  Surfaces,  it  will  be 
further  seen  that  the  angle  represented  in  Fig.  4?  must 
be  in  the  position  shown  at  a  o  g.  For  the  purpose  of 
simplifying  the  drawing,  three  of  these  angles  may  be 
copied  from  Fig.  46  and  placed  in  the  relative  positions 
shown  in  Fig.  47.  Note  that  one  of  these  angles  is  placed 
above  and  one  below  the  drawing  of  Profile  No.  1  in 
order  to  avoid  the  cnmpliratinn  that  would  ensue  from 
the  crossing  of  edge  lines  in^  that  view.  After  the  pro- 
files have  been  drawn  as  shown  and  the  angles  drawn 
in  their  proper  positions,  the  student  is  ready  for  the 
development  of  the  different  surfaces,  and  the  stretch- 
outs may,  accordingly,  be  laid  off  from  spaces  taken  from 
the  respective  outlines.  Edge  lines  are  thcta  drawn  in 
the  pattern  and  developers  are  carried  from  points  on  the 
sides  of  the  angles  determined  by  projectors  from  the 
profiles,  in  the  manner  shown.  The  work  is  precisely 
the  same  as  has  already  been  fully  explained  in  connec- 
tion with  preceding  problems  and  need  not  be  further 
dwelt  upon.  The  patterns  for  the  respective  segments 
are  shown  at  {a),  (//),  and  {c),  and  the  student  will  under- 
stand, from  an  examination  of  the  plan  in  Fig.  46,  that 
eight  pieces  of  each  development  will  be  required  for  the 
construction  of  the  finished  urn» 
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DBA^YTN^a  PL^VTE,  TITLE:   EXAMIKA- 
TION  PLATE  m. 

23,  This  plate  is  to  contain  the  projections  and  develop' 
ments  necessary  for  the  construction  of  a  col  lee  tor  for  sha 
vings  or  dust,  such  as  would  be 
required  at  the  outlet  of  a  system 
of  bh>wpiping  in  a  mill  or  large 
factory.  The  different  styles 
of  collectors  in  use  are  made  in 
a  large  number  of  forms,  in  order 
to  meet  all  requirements  of  the 
different  materials  that  are  to  be 
carried  away.  These  contri- 
vances are  sometimes  so  small 
that  they  can  be  built  of  a  com- 
paratively light  gauge  of  gal- 
vanized sheet  iron;  in  other 
instances^  as  in  the  case  of  the 
*'dust  catchers*'  used  for  smelt- 
ers and  other  reduction  fur- 
naces, they  are  often  15  to  20  feet 
in  diameter  and  are  built  of 
J-inch  or  J -inch  boiler  plate. 

In  general  a  p  pear  a  nee,  as 
shown  in  Fig,  48,  they  consist  of 
an  upright  prism -I  ike  body — 
either  cylindrical  or  rectangular 
in  form— *<.rapped,  or  roofed,  with  ^*°-  ^^ 

a  conic  hood,  into  the  curved  sides  of  which  the  products 
from  the  blast  system  are  discharged,  usually  by  means  of 
an  intersecting  cylindrical  pipe.  This  conic  roof  terminates 
at  the  top  in  a  vent  pipe,  which  is  carried  to  an  elevation 
sufficiently  high  to  prevent  t4ie  escape  of  the  dust  or  sha- 
vings conveyed,  but  which  tends  to  relieve  the  pressure  in 
the  body  of  the  receptacle,  caused  by  the  bio  wen  An  inner 
cone — sometimes  a  series  of  inner  cones^ — is  inserted  below 
the  opening  of  the  vent  pipe,  for  the  purpose  of  offering 
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further  impediments  to  the  escape  of  the  contents.  In  order 
to  facilitate  the  cleaning  of  the  collector,  a  slanting  bottom 
is  provided  that  has  its  opening  usually  closed  by  a  cast- 
iron  door  whose  frame  is  set  in  the  brickwork  of  the  foun- 
dation. 

A  very  good  idea  of  the  proportions  generally  adopted 
may  be  gathered  from  the  drawing  in  Fig.  48,  although,  as 
previously  stated,  these  proportions  may  be  varied  to  suit 
the  requirements  of  special  conditions.  The  drawings  for 
this  plate  are  to  be  constructed  to  a  scale  of  ^  inch  to  the 
foot,  and  in  accordance  with  the  dimensions  here  given. 
As  may  be  seen  from  Fig.  48,  the  lower  portion  of  the  body 
of  the  collector  is  rectangular  in  form,  and  is  to  be  repre- 
sented in  the  plan  by  a  square  that  measures  11  feet  on  a 
side.  The  height  of  this  section  is  8  feet,  and,  as  may  be  seen 
from  the  reduced  copy  of  the  plate,  may  be  represented  in 
the  drawing  by  means  of  dimension  figures  placed  on  a 
comparatively  small  distance  in  the  elevation.  Since  the 
true  height  is  not  shown  in  the  projections,  the  wavy  or 
broken  lines  should  be  drawn,  as  already  explained  in  Prac- 
tical Projection,  The  door  through  which  the  contents  of 
the  collector  are  to  be  removed  is  4  feet  in  width  and 
4  feet  0  inches  in  height,  and  is  placed  18  inches  to  the  left 
of  the  square  in  the  plan;  in  the  elevation,  the  top  of  the 
door  is  represented  as  being  3  feet  below  the  bottom  edge 
of  the  square  section.  By  the  aid  of  these  dimensions,  the 
student  will  be  able  to  construct  the  drawings  for  the  irreg- 
ularly shaped  solid  that  forms  the  lower  portion,  or  base,  of 
the  collector.  Since  the  space  on  the  plate  is  somewhat 
limited,  only  one-half  of  the  plan  need  be  drawn.  The 
lower  half  is  the  one  most  conveniently  represented,  and 
the  plan  should  be  finished  at  the  upper  side  by  a  broken- 
and-dotted  line,  plainly  marked  "center  line." 

34,  A  cylinder  8  feet  in  diameter  and  10  feet  in  height 
forms  the  central  portion  of  the  i)ody.  The  lower  edge  of 
this  cylinder  is  placed  2  feet  0  iiuMies  above  the  rectangular 
portion,    and,   as    shown    in    tiie  plan,    the   centers  of   both 
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solids  coincide.  A  tapering  transition  piece,  of  the  height 
previously  mentioned,  is  required  between  the  rectangular 
solid  and  the  cylinder,  and  is  to  be  represented  in  the  eleva- 
tion as  indicated  in  the  reduced  copy  of  the  plate.  A  cone, 
whose  sides  flare  at  an  angle  of  60^  with  the  horizontal,  is 
placed  on  top  of  the  cylindrical  section,  and  the  cone  is 
joined  at  the  top  by  a  vent  pipe  24  inches  in  diameter. 
Since  the  axes  of  the  vent  pipe  and  of  the  cone  coincide, 
the  line  of  intersection  between  the  two  solids  will,  of 
course,  be  represented  by  a  horizontal  line  on  the  elevation. 
The  vent  pipe  is,  at  the  upper  end,  capped  by  an  Emerson 
ventilator  of  the  proportions  already  given  in  a  preceding 
problem,  while  below  the  vent  pipe,  in  the  interior  of  the 
collector,  a  deflector  is  formed  by  a  cone  2  feet  6  inches  in 
diameter  at  the  base,  with  sides  tapering  at  an  angle  of  45*^, 
so  placed  as  to  admit  of  the  free  passage  of  two-thirds  of  the 
amount  of  air  carried  by  tlie  vent  pipe. 

The  inlet  to  the  collector  is  through  a  horizontal  pipe 
3  feet  in  diameter,  whose  axis  intersects  the  cone  at  a  point 
2  feet  6  inches  vertically  above  the  base.  This  inlet  pipe  is 
so  placed  with  relation  to  the  cone  that,  when  shown  in  a 
side  elevation,  its  outline  will  lie  wholly  within  that  of  the 
cone  and  at  one  point  will  he  tangent  to  a  lateral  outline  of 
the  cone.  The  details  of  this  position  are  sufficiently  shown 
in  the  reduced  copy  of  the  plate  to  enable  the  student  to 
construct  the  required  drawings. 

25*  The  elevation  and  the  half  plan  are  first  to  be  drawn, 
and  in  the  construction  of  the  elevation^  it  will  be  noted 
that  the  dimensions  of  the  height  of  the  central  cylindrical 
section,  as  well  as  that  of  the  vent  pipe,  may  be  represented 
by  the  same  means  employed  in  the  case  of  the  lower  rec- 
tangular section — ^that  is,  by  broken  or  wavy  lines  through 
the  elevation,  assisted  by  dimension  figures.  The  line  of 
intersection  between  the  cone  and  the  inlet  pipe  should  be 
carefully  worked  out  To  assist  in  this  operation,  a  partial 
side  elevation  will  be  required,  and  for  the  purpose  of  avoid- 
ing   complications    in    the    plan,    a    partial    plan    may    be 
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constructed  in  the  space  over  the  right-hand  portion  of  the 
regular  plan,  as  shown  in  the  reduced  plate. 

After  the  projection  drawings  have  been  completed  on 
the  plate,  the  developments  mentioned  in  the  following  list  j 
are  to  be  drawn  by  the  student.  A  good  idea  of  the  gen- 
eral arrangement  of  the  patterns  may  be  obtained  from  anJ 
inspection  of  the  reduced  plate,  but  the  student  should 
endeavor  to  construct  his  work  with  as  little  reference  to 
the  printed  copy  as  possible.  Do  not  erase  your  construc- 
tion lines.  In  the  arrangement  of  the  developments  on 
this  plate,  the  student  may  place  his  views  and  construc- 
tions wherever  they  are  most  conveniently  drawn.  This 
method  of  arrangement  is  generally  followed  by  pattern 
draftsmen,  since  it  occasionally  avoids  extra  work  on  their^_ 
part;  accordingly,  whenever  a  certain  line  of  either  the  plaQi^| 
or  the  elevation  may  be  utilized  as  a  construction  line  in 
the  f)attern,  it  may  be  taken  advantage  of  to  save  work.      ^^ 

36.  As  in  the  case  of  the  two  preceding  examination 
plates,  a  description  of  the  various  constructions  is  also  to 
be  added — this  time  in  the  lower  right-hand  corner.  The 
different  portions  of  the  drawing  are  to  be  referred  to  in  the 
following  manner: 


('0 

(/) 

{imn)  \ 
{kop)    ) 

Scale. — 


Plan. 

Elevation. 

Pattern  for  segment  of  transition  piece. 

Pattern  for  inlet  pipe. 

Pattern  for  opening  in  upper  cone. 

Pattern  for  deflector  hood. 

Patterns  for  Emerson  head. 

Patterns  for  lower  chute  section. 
h  inch  to  the  foot. 


I 


The  method  employed  for  ascertaining  the  true  lengths 
of  the  elements  of  the  scalene  cone  in  the  transition  piece  is 
somewhat  different  from  that  heretofore  described,  but  the 
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student  should  be  able  to  understand  the  process  by  the  aid 
of  the  reduced  drawing  on  the  printed  plate.  In  working 
out  the  line  of  intersection  in  the  elevation  between  the 
cone  and  the  inlet  pipe,  a  partial  view  of  the  plan  of  the  cone 
will  be  required,  as  already  mentioned;  this  view  is  shown 
at  (r)  and  is  merely  copied  from  that  projected  from  the 
side  elevation,  but  the  student  should  be  careful  to  transfer 
the  distances  in  their  correct  relative  positions.  If  he  is 
careful  to  observe  the  rules  and  statements  laid  down  in  the 
elementary  instruction  of  this  Course^  he  will  have  no  diffi- 
culty in  making  the  drawings  as  required. 

No  specifications  for  the  thickness  of  material  used  in  the 
construction  of  this  dust  collector  are  given.  It  would 
naturally  follow  that  in  a  form  of  this  size,  material  of 
nothing  less  than  J  inch  in  thickness  would  be  used  ;  but  since 
the  method  of  providing  such  allowances  as  would  be  re- 
quired has  been  fully  shown  in  some  of  the  preceding  prob- 
lems, this  consideration  may»  in  the  present  case,  be  disre- 
garded. The  student  will  understand,  however,  that  in  the 
actual  construction  of  full-sized  working  drawings,  due 
allowance  for  this  purpose  should  be  provided. 
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1*  Kea^ons  for  Acqiilrlnjjf  a  Knowledge  of  the  Prin- 
ciples of  Areliiteoture* — The  artisan  employed  in  the  con- 
struction of  architectural  work,  whether  of  brick,  stone, 
wood,  or  sheet  metal,  should  possess  a  certain  amount  of 
general  information  in  regard  to  the  proportions  properly 
maintained  between  the  several  parts  of  the  structure.  He 
should  inform  himself  uf  the  principles  by  means  of  which 
pleasing  effects  caused  by  the  assemblage  of  unequal  parts 
ill  the  dependent  portions  of  a  design  are  united  into  a  com- 
plete and  characteristic  whole.  In  order  to  be  able  to  ac- 
complish this  result  successfully,  the  student  must,  in 
addition  to  the  mere  knowledge  required  to  reproduce  such 
forms  on  the  drawing  board,  be  possessed  of  general  infor- 
mation as  to  the  proper  distribution  and  symmetry  neces- 
sarily maintained  in  the  correlated  parts  of  a  design.  It  is 
not  to  be  expected  that  the  draftsman  employed  in  erecting 
new  buildings  or  in  making  radical  changes  in  the  exterior 
appearance  of  ctlder  structures  will  be  held  accountable  for 
strict  conformity  to  the  relations  of  the  various  parts  of  the 
building  as  they  have  been  interpreted  by  the  great  Mastt^rs 
in  the  art  of  Architecture.  Nevertheless,  it  cannot  be 
denied  t!iat  a  thorough  knowledge  of  the  elements  of  archi- 
tectural design  is  of  the  most  possible  benefit  to  the  worker. 
He  is  thus  enabled  to  become  a  far  more  efficient  assistant 
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in  the  successful  working  out  of  an  architect's  plans  than    • 
his  fellow-worker  ignorant  of  classic  requirements  who  fol- 
lows out  in  a  purely  mechanical  way  the  drawings  furnished 
for  any  particular  case. 

2.     Butles  of  the  Architect. — The  services  of  a  profes- 
sional architect  are  usually  engaged  when  work  of  any  mag- 
nitude is  undertaken.     With  him  rests  not  only  the  entire 
responsibility  for  the  execution  of  the  design,  for  in  super- 
vising the  construction  his  duties  require  him  to  see  that 
the  work  is  carried  out  in  accordance  with  its  requirements, 
but  he  is  also  expected  to   be  thoroughly  informed  as  to 
questions  involving  the  strength  of  materials,  together  with 
such  other  matters  as  will  enable  him  to  cope  with  problems 
of  what  is  technically  termed  Architectural  Engineering. 
In  order  to  guard  against  the  erection  of  insecure  structures 
by  incompetent  persons,  many  of  our  large  cities  have  or- 
dinances requiring  individuals  that  would  practice  the  pro- 
fession of  architecture  to  undergo  an  examination  in  regard 
to  their  proficiency.     The  certificate  of  the  examining  board 
must  first  be  obtained  before  the  architect  is  eligible  to 
practice.     Notwithstanding  these  restrictions  in  the  larger 
cities,  owners  of  property  elsewhere  frequently  undertake 
the  erection  of  comparatively  large  structures  without  em- 
ploying the  services  of  either  a  consulting  or  a  supervising 
architect.      Especially  is  this  the  case  in  the  smaller  cities 
and  country  towns.      The  owner  consults  contractors  in  the 
different  lines  of  building  materials,  perhaps  without  having 
at  first  any  well-defined  ideas  of  the  final  appearance  of  the 
building,   and  thus  depends  largely  on   the  judgment  and 
creative  powers  of  the   different  craftsmen  with  whom   he 
deals.     Or,  possibly,  the  owner  has  seen,  in  different  build- 
ings to  wliicli  his  attention  has  been  directed,  elements  of 
b'jauty  that  have  appealed  to  his  fancry  and  that  he  has  de- 
cided must  be  incorporated   in   the  proposed  new  building. 
In  the  vast  majority  of  such  cases  one  needs  not  to  be  told, 
as  he  beholds  the  finished   striKturc,  that   no  architect   has 
been  employed.     The  building  itself  gives  ample  evidence 
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that  such  has  been  the  case,  and  the  owner^ — well,  he  is  sat- 
isfied, for  he  has  succeeded  in  getting  a  lintel  cornice  like 
Smith's,  columns  like  Brown's,  window-caps  like  Jones',  and 
a  main  cornice  like  that  on  a  particular  building  in  Third 
Street.  The  Third-Street  building  in  question  was  a  one- 
story  affair  and  the  one  erected  by  this  owner  was  four 
stories  in  height,  but  this  circumstance  was  not  allowed  to 
stand  in  the  way  of  copying  the  cornice  design*    The  owner 


Fio.  1. 


wanted  that  particular  cornice  for  his  building — and  got  itj 
the  result,  as  seen  in  Fig.  1,  being  not  unlike  that  produced 
by  a  corpulent  middle-aged  gentleman  forced  to  wear  a  hat 
several  sizes  too  small  for  him,  and  originally  intended  for  a 
small  boy — not  to  speak  of  other  incongruities  in  his  personal 
appearance  due  to  an  assemblage  of  garments  each  familiar 
at  remote  and  widely  separated  periods  of  the  world's  his- 
tory.  When  the  owner  is  willing  to  entrust  his  interests  to 
an  intelligent  and  trustworthy  architect,  however,  he  may 
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be  reasonably  certain  that  such  monstrosities  as  we  have 
mentioned  will  be  avoided.  In  the  majority  of  cases,  the 
comparatively  small  fee  charged  by  the  professional  archi- 
tect will  prove  a  wise  investment,  and  will  serve  to  silence 
much  unfavorable  comment  that  would  otherwise  be  heard 
in  circles  where  the  general  appearance  of  the  building  is 
under  discussion, 

3.  The  Draftmnan  and  Deslgrner  as  a  Contractor's 

Assistant. — Since  it  is  true  that  in  the  majority  of  build- 
ings constructed  throughout  our  country,   no  architect  is 
employed,  it  becomes  apparent  that  an  immense  advantage 
is  possessed  by  the  contractor  that  is  able  to  count  among 
his  employes  one  capable  of  producing  an  artistic  design. 
While  most  owners  that  erect  buildings  without  consulting 
an  architect  have  distinct  and  well-grounded  ideas  of  the 
desired  plan  and  general  arrangement  of  the  rooms  in  a  pro- 
posed structure,  they  are  usually  open  to  conviction  when 
they  consider  its  exterior  appearance.     In  such  cases,  the 
successful  competitor  for  the  work  is  often  one  that  has  sub- 
mitted a  pleasing  design  for  the  owner's  consideration.     In 
order  to  be  able  to  do  such  work  intelligently,  the  drafts- 
man should  he  informed,  not  only  as  to  the  ways  and  meafis 
of  producing  a  finished  drawing,  but  he  should  be  in  j)osses- 
sion  of  a   knowledge  of    the    fundamental    principles   that 
govern  the  different  architectural  constructions,  the  usual 
proportions  maintained  between  the  different  parts  of  the 
structure,   and    general  information  and   an    acquaintance 
with  the  classic  orders  of  architecture,  together  with  their 
distinguishing  features.      Etjuipped  with  this  knowledge  the 
artisan  becomes  not  only  (^aj)al)le  of  intelligently  directing 
the  clioice  and  sele(^tion   of  the  class  of  owners  previously 
referred  to,  but  a  far  niort'  eiricient  worker  and  a   more   in- 
t(!lligent  assistant  to  the  ardiitert  when   engaged   on  work 
under  his  inunediale  siijxTvision. 

4.  The   Ciitis(M)r  Some  OflTeiidln^   Strtictiircs. — Asa 

natural  result  of  failure  to  r<'iisult   a  (^ompettMit  arc^hitec-t  or 
to  entrust  the  design  of  tlu!  structure  to  a  person  well  skilled 
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in  the  knowledge  we  have  already  stated  as  fundamental, 
creations  that,  considered  from  an  architectural  standpoint, 
may  be  truly  said  to  be  "fearfully  and  wonderfully  made'* 
are  to  be  seen  in  nearly  every  locality.  Such  buildings 
serve  as  perpetual  and  hideous  examples  of  what  the  un- 
trained hand  of  the  mechanic  is  capable  of,  although,  as 
we  have  already  indicated,  the  blame  cannot  always  be  laid 
at  the  door  of  the  worker.  A  building  thus  constructed 
offends  the  eye  of  the  cultivated  architectural  student  and 
calls  forth  much  adverse  criticism  from  others  who,* while 
not  themselves  able  to  locate  the  cause  of  the  inharmonious 
effect,  yet  recognize  in  the  ungainly  appearing  structure 
certain  discordant  elements  whose  flagrant  inconsistency 
with  their  surroundings  they  cannot  avoid  noticing.  Indeed, 
in  the  majority  of  such  cases,  it  is  not  difficult  to  find  among 
the  local  artisans  some  one  that,  in  his  ignorance  of  the 
eternal  fitness  of  things,  is  pleased  to  point  with  pride  at  dif- 
ferent portions  of  the  outlandish  travesty  and  say,  **  I  made 
it."  Unfortunately,  the  appearance  of  such  structures  can- 
not be  altered  unless  at  the  expenditure  of  much  money,  and 
so  they  are  allowed  to  stand  as  hideous  disfigurations  of  the 
landscape  until  an  opportune  fire  obliterates  them. 

No  hard  and  fast  rules  can  be  laid  down  to  be  adhered 
to  strictly  in  any  and  all  cases,  but  if  the  worker  is  duly 
informed  as  to  the  correct  interpretation  of  the  different 
architectural  orders,  he  will  be  less  liable  to  fall  into  some 
of  the  egregious  blunders  of  which  his  observation  will  have 
little  difficulty  in  finding  examples.  The  practicing  archi- 
tect is  allowed  a  wide  range  of  latitude  for  the  selection  of 
his  subjects,  and  in  the  choice  of  what  is  best  for  any  par- 
ticular purpose  he  is  limited  only  by  the  dictates  of  sound 
common  sense  and  a  wise  desire  to  effect  a  unity  of  parts 
that  will  produce  harmony  in  the  entire  design. 

5.  8coi>e  of  Subject. — While  no  attempt  is  here  made  to 
produce  a  history  of  architecture  or  to  compile  a  manual  of 
architectural  design,  it  is  proposed  to  indicate  briefly,  by 
means  of  a  few  representative  examples  selected  from  what 
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may  be  termed  classical  architecture,  such  standard  elements 
of  proportion  and  details  of  construction  as  are  recognized 
by  writers  of  reputed  authority.     This   object  will  be  at- 
tained, perhaps,  in  no  better  way  than  by  a  simple  analysis 
and  examination  of  what  are  known  as  the  five  orders  of 
architecture.     We  propose  to  show,  very  briefly,  however, 
how  the  exigencies  of  the  situation  required  some  distinguish- 
ing characteristic  on  which  to  build,  and  to  point  out  in 
what  manner  the  ancients  grasped  the  existing  conditions 
and  proceeded  to  elaborate  and  embellish  from  time  to  time 
the  necessary  parts  of  the  structure  until  they  produced  the 
several  distinctive  columnar  arrangements  now  referred  to 
as  orders.     When  we  speak  of  an  order  of  architecture,  it  is 
generally  understood  that  the  expression  refers  to  the  sys- 
tematic and  symmetrical  arrangement  of  the  various  parts  of 
a  column,  and  of  the  cornice,  or  entablature,  that  is  supported 
by  the  column.     The  reason  for  this  is  that  the  several  styles 
of  ancient  architecture  found  expression  in  characteristic 
columns,  examples  of  which  are  still  extant.     The  beauty  of 
many  of  these  ancient  structures  has  been  greatly  impaired 
by  the  ravages  of  time  and  by  the  wanton  hand  of  man,  but 
enough  remains  to  enable  us  to  form  an  adequate  idea  of  the 
imposing  grandeur  tliey  originally  possessed. 

In  addition  to  a  study  of  the  subject  jiist  mentioned,  the 
student's  attention  will  be  briefly  directed  to  certain  other 
architectural  styles  that  are  best  exemplified  by  the  forma- 
tions of  tlieir  arches.  While  it  is  true  that  such  original 
constructions  were  produced  only  in  stone,  this  subject  will 
prove  of  e(iual  interest  and  value  to  architectural  workers 
in  all  lines  of  material.  The  requirements  of  today  are  not 
the  same  as  in  the  time  of  our  ancestors.  Durability  is 
often  sacrificed  to  admit  of  the  employment  of  cheaper 
materials,  as  in  the  case  of  the  World's  Fair  at  Chicago  in 
18i)3;  in  this  instance  the  solid  effects  of  stone  construction 
were  produced  in  a  striking  degree  with  staff  work.  When 
it  is  desired  to  have  greater  })ermanence  than  this  and  a 
preponderance  of  weight  is  to  be  avoided,  as  in  a  lantern 
for   a   large   dome   or  the   upper  works  of  a  church    tower, 
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modern  machinery  has  rendered  it  possible  for  the  sheet- 
metal  worker  to  supply  material  that,  without  the  slightest 
sacrifice  of  appearances,  will  be  very  durable* 

6.  Hl!!?torkuil, — In  its  rudimentary  and  prehistoric  state, 
the  art  of  building  received  but  little  attention  at  the  bands 
of  the  barbarians.  There  can  be  no  duubt  that  the  art 
found  its  origin  in  the  efforts  of  man  to  provide  himself 
with  a  dwelling.  Handicapped  as  he  was  at  the  commence- 
ment of  his  era  by  a  lack  of  knowledge  and  by  the  want  of 
suitable  appliances  wherewith  to  reduce  the  crude  forms  of 
nature  into  the  required  shapes,  it  is  not  surprising  that  he 
sought  a  habitation  in  caves  and  natural  fissures  of  the 
earth.  Man's  inventive  genius,  however,  early  asserted 
itself,  and  we  may  not  unreasonably  assume  that  the  evolu- 
tion of  the  dwelling  from  the  cave  to  the  hut  marked  a 
decided  advance  in  the  progress  of  civilization. 

•J,  The  first  attempts  at  stone  construction  appear  to 
have  resulted  in  what  are  known  as  crMinlechs,  or  table 
stones,  Fig.  2,  speci-  ^ 

mens  nf  which  are 
to  be  found  in  India 
and  other  Asiatic 
countries.  These 
relics  of  primeval 
man  are,  however, 
of  little  value  to  the 
architectural  stu- 
dent other  than  that 
they  serve  to  show 
how^  in  the  develop- 
ment of  civilisation, 
man  applied  himself 
to  the  decoration 
and  embellishment 
of  existing  forms.  His  first  efforts  were  probably  expended 
in  the  direction  of  a  symmetrical  arrangement  and  grouping 
of  columns,  or  supports.     Next,  following  the  invention  of 


Fig.  C. 
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suitable  tools  for  working  and  dressing  the  diflTereDt  stones 
of  the  structure^  we  iind  that  the  rough  edges  and  faces 
of  the  cromlech  give  place  to  symmetrical  outlines.  Grace- 
ful moldings  are  added  at  the  tops  and  bottoms  of  the 
shafts,  careful  examinations  of  which  reveal  the  fact  that 
the  minutest  care  and  a  precise  mathematical  knowledge 
were  exercised  at  the  time  they  were  planned.  Indeed,  the 
subject  of  moldings  by  itself  forms  a  most  interesting  and 


FIG,  a. 

instructive  study.  Thfeir  origin,  no  doubt^  might  be  traced 
to  the  crude  chamfering  of  a  square  corner,  perhaps  for  the 
purpose  cjf  removing  traces  of  accidental  chips,  or  spalls. 
The  pleasing  effect  thus  obtained  was  carried  farther  until 
the  useful  and  beautiful  curves  invented  by  the  ancient 
geometers  were  aduptml  as  profiles.  The  architecture  of 
different  periods  in  the  workrs  history  is  characterized  by 
peculiar  com hinat ions  of  these  curves.  So  well  are  they 
understood  by  close  students  of  the  science,  and  so  strictly 


ARCHITECTURAL  PROPORTION. 


9 


were  the  hiws  of  proponion  between  the  different  members 
followed,  that  it  is  possible  to  determine  from  an  examina- 
tion of  almost  any  given  part,  not  only  in  what  period  the 
building  was  erected,  but  to  give  a  close  approximation  of 
its  entire  size. 

8#  With  the  progress  of  the  art,  we  find  that  certain 
plane  surfaces,  and  tn  some  instances  moldings,  are  enriched 
by  regular  carvings  in  relief,  sometimes  suggestive  of  plant 
life  and  at  other  times  of  geometrical  constructions.  These, 
too,  are  equally  interesting  and  furnish  the  modern  archi- 
tect with  a  wide  field  for  selection.     As  the  genius  of  man 


^^ 


was  developed,  it  found  expression  in  copying  other  forms 
of  nature,  and  the  human  figure  was  adapted  to  certain 
features  of  architecture,  as  in  the  caryatides  a,  Fig.  3. 
There  is  little  doubt  that  the  efforts  of  the  old  builders  in 
this  direction  were  considerably  hampered  by  restrictions 
that  were  imposed  oo  them  by  the  conventionalities  of  their 
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religion,  but  examples  of  medieval  architecture  are  to  be 
found  in  which  the  propensity  to  copy  nature's  forms  has 
been  allowed  full  sway.  Figures  of  man,  beast,  and  bird, 
grotesque  and  natural,  adorn  structures  in  every  conceiv- 
able part  and  contribute  in  no  small  degree  to  the  general 
beauty. 

9.  The  evolution  of  the  entablature  from  the  rough  flat 
stone  seen  in  the  cromlech  to  the  classical  formation  famil- 
iar in  the  Corinthian  order  of  architecture^  with  its  beauti- 
fully wrought  modillions,  its  dentils,  and  its  enriched  courses 
of  moldings,  affords  an  interesting  course  of  study.  A 
handsome  example  of  the  Corinthian  order  may  be  seen  in 
the  illustration  of  the  portico  of  the  Pantheon  at  Rome, 
Fig.  4.  That  this  growth  was  gradual  is  evidenced  by  the 
fact  that  in  the  earlier  orders  attempts  at  producing  what 

might  be  termed  a  bracketed 
effect  are  to  be  seen  in  the  tri- 
glyph  ^,  Fig.  5,  of  the  Doric  order 
of  architecture. 

lO.  The  arch  as  a  conspicu- 
ous feature  of  architecture  ap- 
pears to  have  been  neglected  by 
the  earliest  builders,  perhaps  be- 
cause its  principles  of  construc- 
tion were  not  then  understood. 
Then,  too,  we  have  evidences  that 
wood  was  first  employed  as  a 
building  material,  undoubtedly 
owing  to  the  circumstance  that  it 
is  more  easily  worked.  To  whom 
the  eredit  of  this  important  invention  properly  belongs  is 
not  known,  hut  the  early  Romans  are  certainly  to  be 
credited  with  having  made  very  important  practical  uses  of 
its  properties.  Indeed,  many  of  tlieir  important  memorial 
produetions  consislecl  primarily  of  an  arch  of  stupendous 
proportions,  and  tlie  other  parts  of  the  structure  were  added 
merely  as  decorative  ac(:(.)mpaniments.     A  famous  example 
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of  this  type  of  construction  is  to  be  seen  in  the  Arch  of 
Constaiitine,  Fig.  6,  which  has  undoubtedly  been  the  cause 
of  inspiration  for  many  architects  of  our  own  times  that 
have  been  called  on  to  furnish  designs  for  triumphal  arches 
in  different  localities.     Arches  of  various  forms  are  to  be 
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encountered  as  distinguishing  features  of  several  styles  of 
architecture.  Without  attempting  to  go  very  deeply  into 
this  interesting  subject,  which  in  itself  should  form  the  basis 
for  much  study  on  the  part  of  the  young  architect,  we  give 
a  few  examples  that  may  serve  to  indicate  the  lines  on  which 
to  make  a  more  thorough  research, 

11,  In  its  first  inception,  the  arch  appears  to  have  been 
employed  in  the  construction  of  vaulted  domes,  of  which 
numerous  examples  arc  to  be  found.  Later^  they  were 
introduced  into  the  retaining  walls  of  the  structure,  and  we 
find  them,  finally,  used  in  lieu  of  girders  over  openings 
required  for  entrance  and  for  the  admission  of  light.  The 
pointed,  or  Gothic,  arch.  Fig.  7,  lends  itself  in  a  variety  of 
characteristic  forms  to  several  distinct  styles  of  architec* 
ture,  notably  those  of  the   Renaissance   period.     Many  of 


is  often  cited  as  an  ex* 
ample  of  Saracenic,  or 
Arabesque*  architecture. 
Again»  we  find  further 
distinguishing  features  in 
tiie  manner  in  which  the 
openings  covered  by  the 
\  /J  arch  were  subdivided  by 
elaborate  tracery,  often 
bewildering  in  its  intricate 
geometrical  convolutions. 
This  tracery  is  valuable 
to  the  student  of  archi- 
tecture as  furnishing  a 
key  by  means  of  which 
the  date  of  any  particu- 
lar construction  may  be 
A  few  important  examples  will  be  considered 


12«  We  have  thus  somewhat  briefly  indicated  the  lines 
on  which  the  growth  of  modern  architecture  had  its  begin- 
nings, and  will  now  proceed  to  point  out  more  carefully 
some  characteristic  features  uf  particular  cases.  This  we 
can  do  in  no  better  way  than  by  a  study  of  the  five  principal 
orders  of  architecture.  The  remark  that  **  There  is  nothing 
new  under  the  sun/'  is  true  of  no  subject  to  such  an  extent 
as  that  of  architecture.  The  **  Ancient  and  Original  Orders 
of  Architecture  "are  today  as  much  the  objects  of  admiration 
and  of  emulation  as  when  Sir  Christopher  Wren  planned 
St.  Paul's  Cathedral  and  the  majestic  spirts  of  St.  Bride's 
Church  in  Fleet  Street,  London,  or  later,  when  Vignola  and 
Viollet-Le-Duc,  the  great  French  architects  and  writers, 
wrote  their  famous  compositions  that  are  now  recognized  as 
authorities  of  the  standard  of  excellence. 
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t-'i,  Deflnltlons  of  Teran^. — Before  proceeding  with  a 
description  of  the  five  orders^  however,  the  student  should 
have  a  distinct  understandingf  of  what  is  meant  by  the  term 
order  as  referred  to  the  subject  of  architecture.  As  we  have 
already  indicated  in  the  brief  historical  sketch  of  its  growth, 
the  art  of  architecture  found  expression  in  characteristic 
features  of  the  column  and  in  the  parts  of  a  building  closely 
related  to  the  column.  It  is  possible,  therefore,  to  repre- 
sent  nearly  every  important  feature  of  any  architectural 
order  in  such  a  view  as  is  shown  in  Fig.  8,  which  is  a  per- 
spective illustration  of  the  typical  Corinthian  order.  An 
orthographic,  or  true,  projection  of  this  perspective  view  is 
given  in  Ftg,  Q  in  order  that  its  component  parts  may  be 
seen  to  better  advantage.  As  shown  in  Fig.  9,  an  order  is 
capable  of  division  into  three  principal  parts  indicated,  re* 
spectively,  by  the  letters  A^  B^  and  C.  These  principal 
parts,  or  divisions,  are  common  to  all  the  orders,  although 
often  varied  in  proportion  and  in  detail. 

14*  The  stylobate,  as  may  be  seen  from  Fig.  9,  is  that 
portion  inchided  by  the  dimensif)n  A  which  forms  the  sub- 
structure, or  foundation,  that  supports  the  column.  The 
stylobate  is  usually  wider  than  the  column,^  and  its  base 
covers  a  larger  area  in  order  that  the  load  transmitted  by 
the  column  may  be  distributed  properly  in  accordance  with 
the  laws  governing  the  laying  of  fotindations, 

15*  The  column  is  that  portion  of  the  order  included 
by  the  dimension  B^  and  is  made  up  of  three  principal  sub- 
divisions,  viz.,  the  base  a,  the  shaft  b,  and  the  capita!  r. 
The  details  of  these  parts  of  the  columns  are  widely  different 
in  the  several  orders,  as  will  be  more  fully  explained  later  on. 

16,  The  entablature,  represented  by  the  dimension  C, 
Fig.  9,  is  the  superstructure  proper,  and  is,  in  turn,  made 
up  of  three  principal  subdivisions  called,  respectively,  the 
^architrave  d^  ih^  frieze  /■,  and  the  cornice  f  each  of  which 
serves  a  particular  purpose  in  the  structural  and  ornamental 
composition  of  the  entablature. 


Fig.  8. 
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17.  Sealer  of  Modules  and  Parte, — Careful  analysis  of 
the  ancient  orders  has  revealed  the  fact  that  arbitrary 
measures  of  proportion  were  used  to  establish  ratios  between 
their  several  divisions  and  members;  that  is^  the  diameters 
of  the  columns  bear  a  certain  relation  to  the  heights  of  each 
of  the  three  principal  divisions,  and,  in  turn,  to  the  different 
members  that  compose  those  divisions.  The  scales  of  pro- 
portion used  in  the  different  orders  are  found  to  be  dissimilar, 
although  the  ancient  builders  adhered  very  closely  to  the 
proportion  of  parts  that  were  established  for  any  particular 
order.  Thus,  the  Doric  temples  of  the  ancient  Greeks, 
although  frequently  differing  in  size,  are  invariably  adapted 
to  the  established  proportions.  Indeed,  it  has  been  said 
that  if  the  diameter  of  a  single  column  were  given  to  two 
individuals  acquainted  with  the  details  of  the  order,  ^*they 
would  produce  designs  exactly  similar  in  size,  arrangement, 
features,  and  general  proportions,  differing  only,  if  at  all, 
in  the  relative  proportions  of  minor  parts.'*  This  is  true  of 
the  Doric  order  perhaps  more  than  of  certain  other  orders, 
for  it  is  possible  to  find  exceptions  to  the  general  rule  pre* 
viously  given,  and  in  examples  of  later  architecture,  we 
often  find  that  new  proportions  have  been  introduced.  Such 
changes,  however,  do  not  always  redound  to  the  credit  of 
the  architect,  and  before  any  wide  departure  from  accepted 
proportions  is  made,  it  is  well  to  consider  the  effect  very 
carefully.  It  is  a  generally  accepted  fact  that  the  propor- 
tions established  by  the  ancients  cannot  be  improved  upon, 
and  it  is  certain  that  ability  of  a  high  order  is  necessary  to 
the  individual  that  would  attempt  such  changes. 

For  convenience  in  measuring  the  several  parts  of  the 
different  architectural  orders,  one-half  of  the  diameter — 
that  is,  the  radius — at  the  base,  or  widest  part,  of  the  column 
has  been  taken  as  the  measuring  unit,  and  is  called  the 
module,  from  the  Latin  m<>iius,  meaning  a  measure.  In 
order  to  enable  the  smaller  members  of  the  design  to  be 
suitably  measured,  the  module  has  been  divided  into  30  sub- 
divisions, called  parts.  In  the  illustrations  of  the  orders, 
the  terms  modules  and  parts  are  abbreviated  to  m  and  p. 


16  ARCHITECTURAL  PROPORTION.  §20 

18.  Use  of  Scale  of  Modules  and  Farts. — When  it  is 
desired  to  construct  a  detail  or  a  drawing  for  any  particular 
order  of  architecture,  it  is  first  necessary  to  lay  off  a  scale 
in  accordance  with  the  system  just  explained.  Suppose,  for 
example,  that  a  drawing  is  to  be  made  in  which  the  column 
is  to  be  shown  24  inches  in  diameter.  The  length  of  the 
module  in  this  case  is  12  inches,  or  the  same  as  the  radius 
of  the  column.  The  length  of  a  part,  therefore,  is  ^  of 
12  inches,  and  is  best  determined  by  laying  off  a  length 
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of  12  inches  in  accordance  with  the  reduced  scale  to  which 
the  drawing  is  to  be  made,  and  subdividing  such  length,  as 
in  Fig.  10.  The  reduced  scale  is  shown  below  the  scale  of 
modules,  and  from  the  drawing  there  shown  it  is  apparent 
in  this  instance  that  a  dimension  of  2  modules  and  15  parts 
is  equivalent  to  2  feet  6  inches;  a  module,  however,  is  not 
always  a  foot  in  length,  as  already  explained.  Any  other 
dimensions,  expressed  in  modules  and  parts,  that  may  be 
required  can  thus  be  directly  referred  to  the  corresponding 
scale  of  inches  when  desired. 

19,  ExplaTiatlon  of  Teclinleal  Terms. — It  is  important 
that  the  student,  in  order  to  be  able  to  study  the  different 
orders  intellip^ently,  should  be  familiar  with  the  various 
terms  used  to  describe  particular  parts.  With  the  object  of 
presenting  this  information,  his  attention  is  directed  to 
¥\g.  11,  which  is  an  enlarged  drawing  of  the  Corinthian 
order  shown  in  Fig.  0;  in  Fig.  H  the  parts  are  lettered  for 
convenience  of  reference.  The  principal  divisions  into 
stylobate,  column,  and  entablature  are  indicated,  as  before, 
by  the  l<'tters  ./,  I\  and  L\  and  the  several  subdivisions  of 
the  column  and  of  the  enlaDJature  previously  mentioned  are 
represented,  respectively,  by  d,  /»,  and  c  and  d,  r,  andy. 
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20.  An  examination  of  the  stylobate  reveals  the  fact 
that  it  is  made  up  of  a  central  square  block  g,  sometimes 
called  the  dadoy  square  in  plan  and  ornamented  at  its  upper 
and  lower  extremities  by  a  series  of  moldings.  When  speak- 
ing of  moldings,  it  is  usual  to  use  the  term  member  when 
referring  to  the  separate  surfaces  of  which  any  molding 
may  be  composed.     Any  surface  may  be  referred  to  thus 
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whether  it  is  curved  or  flat.  A  wide  flat  member  is  called 
a  fascia,  while  a  flat  narrow  member  is  designated  by  the 
term  flUet,  although  these  terms  are  more  commonly  em- 
ployed in  the  case  of  members  whose  surfaces  are  in  a 
vertical  plane.  Members  whose  surfaces  are  curved  are 
also  designated  by  particular  terms;  thus,  the  rounded 
moldings  at  //  are  called  torus  moldlngfs,  and  are  repre- 
sented in  a  profile  view  by  a  semicircle.     Moldings  whose 


Fig.  13. 

profiles  are  represented  by  a  quarter  cirele  are  termed 
quarter- rounds,  and  are  further  distinguished  by  the 
terms  cove  or  cavotto  it  the  curvature  is  concave,  and  by 
the  term  ovolo  if  the  curvature  is  convex.  When  a  quarter- 
round  molding  is  used  to  finish,  or  terminate,  a  wide  plain 
surface,  as  in  the  case  of  the  frieze  at  ;//,  or  to  **ease"  the 
profile  of  a  shaft,  as  at  ;/,  it  is  frequently  termed  an  escai>e. 
Certain  moldings  of  double  curvature,  as  those  shown  at  y 
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and  k^  k^  are  often  referred  to  as  cymas,  ur  ogpee  moldings; 

when  the  form  is  as  ^hown  aty,  the  molding  is  particularly 
known  as  a  eynia  rectti,  and  whuii  the  curve  is  reversed,  as 
shown  at  k^  the  nio Id ing  is  called  a  cyrria  revei*sa. 

Two  other  moldings  not  shown  in  Fig.  11  are  the  echinus^ 
Fig.  12,  and  the  scot  in.  Fig.  13.  The  formation  of  these 
moldings  will  be  considered  more  particularly  in  a  later 
article, 

21.  Referring  again  to  the  stylobate  in  Fig.  11,  it  will 
be  noticed  that  the  lower  pgrtion  of  its  base  is  a  broad  flat 
member  zl\  or  fascia,  square  in  plan.  Such  a  member  of  a 
stylobate  or  a  column  is  often  referred  to  as  a  plinth, 
from  the  fact  that  it  was  formerly  made  of  a  single  stone 
or  tile.  The  base  of  the  column  in  Fig.  11  is  supported  by 
a  plinth  x  resting  on  the  stylobate.  Among  the  moldings 
prominent  in  the  profile  of  the  base  may  be  seen  the  torus^ 
the  cove,  and  a  nuitiber  of  small  fillets.  The  shafts  of  the 
columns  in  the  different  orders  will  be  more  particularly 
considered  under  their  separate  headings,  and  may  be 
passed  over  for  the  present  without  special  mention. 

22#  The  capital  f,  Fig.  11,  usually  consists  of  three 
principal  parts,  the  abacus  c\  the  bell,  or  vase  c'^  and  the 
necking  r'".  The  aliaeuH  is  the  upper  extremity  of  the 
Ciilumn,  and  in  the  Corinthian  order  is  composed  of  a  series 
of  moldings,  as  sh<nvn.  The  arrangement  of  these  moldings, 
when  represented  in  plan,  is  varied  in  the  several  orders,  as 
will  appear  during  the  specific  examinations  that  follow. 
The  series  of  moldings  at  r'",  Fig,  11,  is  variously  called 
the  astrtiiiral,  necking,  or  neck  mold  of  the  capital,  and 
that  portion  between  the  neck  mold  and  the  abacus  is  called 
the  bell,  or  vane.  Here  it  is  seen  to  be  richly  ornamented 
by  the  addition  of  different  sized  acanthus  leaves,  volutes 
of  peculiar  construction,  and  certain  other  appendages  that 
will  be  explained  later. 

23.  The  principal  subdivisions  of  the  entablature,  the 
architrave,  the  frieze,  and  the  cornice,  have  already  been 
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mentioned.  The  entire  areiiltrave  is  frequently  referred 
to  as  the  foot  mold,  and  is  seen  to  consist  principally  of  wide 
fascia  members  separated  from  one  another  by  fillets  and 
relieved  by  the  introduction  of  certain  of  the  curved  mem- 
bers previously  mentioned.  The  wide  plain  surface  of  the 
frteze  is  often  broken  up  into  panels,  and  in  many  cases  is 
enriched  by  very  elaborate  carving.  No  particular  cases 
will  be  discussed  at  present. 

5i4.  The  term  cornice,  a  word  derived  from  the  Latin 
and  Greek  words  meaning  crown,  was  originally  applied 
only  to  the  upper  portion  of  the  entablature;  that  is,  to  the 
part  designated  in  Fig.  11  by  the  dimension  y.  In  its  pres- 
eot  acceptation,  however,  the  term  cornice  is  used  indis* 
crtminately  to  describe  any  of  the  horizontal  projecting 
moldings  that  crown,   or  finish,  any  particular  part  of  a 
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Structure.  We  shall  consider  here  only  the  classic  inter- 
pretation of  the  term.  In  general,  the  moldings  that  com- 
pose the  cornice  are  the  same  in  outline  as  those  already 
described.  Inasmuch  as  the  arrangement  of  the  different 
moldings  in  the  cornice  is  somewhat  peculiar,  and  more- 
over, since  particular  terms  are  applied  to  the  several  parts 
not  readily  shown  in  a  drawing  so  small  as  that  in  Fig.  11, 
an  enlarged  drawing  of  the  cornice  is  presented  in  Fig.  14. 
Here  it  is  seen  that  the  cornice  proper  is  made   up  of  a 
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dentil  course^  a  modUlion  course^  a  bed  course^  and  a  corona^ 
or  crown  moiding.  Certain  wide  members  in  the  lower  por* 
lion  of  the  cornice  are  rendered  more  ornamental  by  the 
addition  of  small  blocks  called  dentils  placed  at  regular  in- 
tervals. These  wide  members,  together  with  the  curved 
member  immediately  below  the  dentils  and  the  fillets  above 
the  frieze,  are  collectively  called  the  fleiitil  i^oui'se.  Above 
the  dentil  course  a  series  of  fillets  and  variously  curved 
members  appear,  and  above  these  a  wide  fascia  on  which  at 
regular  intervals  the  modillions  are  spaced.  The  modil- 
lions  ^7,  a,  a  in  Fig.  14  are  blocks,  or  brackets,  frequently 
enriched  on  their  faces  and  sides.  The  acanthus  leaf  and 
the  volute  are  favorite  ornaments  and  are  applied  in  a 
variety  of  ways  to  their  exposed  surfaces.  That  portion  of 
the  cornice  included  between  the  dentil  course  and  the 
upper  edge  of  the  modillion  fascia  is  termed  the  modiUton 
eourse,  and  is  topped  by  a  series  of  moldings  consisting  of 
fillets  and  a  curved  member,  termed  the  bed  course*  The 
moldings  of  the  bed  course  are  not  infrequently  carried 
around  the  tops  of  the  modillions,  as  shown  in  Fig.  14.  The 
soffit,  or  under  portion  of  the  cornice  between  the  modil- 
lions, is  called  the  planccer,  and  usually  is  enriched  by  a 
pant^l  construction  Jiaving  in  its  center  an  elaborate  rosette. 
The  crown  molding^  consists  of  a  wide  fascia,  a  series  of 
fillets,  or  fillets  and  cove  molds,  and  an  ogee  whose  width  is 
usually  equal  to  that  of  the  fascia,  the  whole  topped  by  a 
fillet  of  graceful  proportion. 

The  cornice  is  to  the  entablature  what  the  capital  is  to 
the  column,  the  crowning  member  of  the  composition,  com- 
pleting it  in  a  very  pleasing  and  artistic  manner. 

The  general  features  of  an  order  having  thus  been  ex- 
plained to  the  student,  we  will  now  proceed  to  a  more  care- 
ful study  of  the  five  orders  so  frequently  mentioned.  These 
orders  will  be  discussed  only  in  an  elementary  manner,  as 
suited  to  the  requirements  of  the  building-trades  worker, 
for  it  is  not  assumed  as  essential  that  he  should  possess  so 
intricate  a  knowledge  as  would  be  expected  of  the  prac- 
ticing architect. 

100-32 


Fig,  17, 

classic  orders  that  appear  on  the  following  pages  contain 
many  dimensions  expressed  in  modules  and  parts.  These 
dimensions  are  not  referred  to  in  the  text,  but  are  placed 
on  the  drawings  in  order  that  the  student  may  have  a  con- 
venient means  of  reproduction  when  he  is  required  to  make 
enlarged  working  drawings  uf  the  orders.     The  particular 
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method  employed  in  doing  this  work  will  be  explained 
later. 

The  Tusca.!!  oi-der.  Fig.  15,  is  of  doubtful  origin,  and 
was  probably  never  very  extensively  used.  Massive  in  ap- 
pearance and  severe  in  its  outlines,  it  contains  the  least 
ornamentation  of  any  of  the  five  orders. 

The  Doric  order.  Fig.  IG,  closely  resembles  the  Tuscan 
in  the  severity  maintained  by  the  lines  of  the  column.  The 
appearance  of  the  shaft,  however,  is  rendered  more  pleas- 
ing by  the  introduction  of  flutes,  and  we  find,  in  the  entab- 
lature,  that  the  surface  of  the  frieze  is  broken  at  regular 
intervals  by  triglyphs;  we  also  find  that  the  cornice  is  given 
greater  projection,  and  that  its  under  surface,  or  planceer, 
is  decorated  to  a  certain  extent. 

In  the  Ionic  order,  Fig,  17,  is  to  be  found  the  first  at- 
tempt at  extensive  decoration  of  the  capital.  The  beautiful 
spiral  known  as  the  Ionic  volute  is  here  introduced  with 
pleasing  effect,  and  we  find  also  that  the  capital  contains 
other  ornamentation  that  will  be  more  specifically  referred 
to  when  the  details  of  the  order  are  considered. 

The  Corlnthtaii  oitler.  Fig.  18,  is  perhaps  the  best 
known  of  the  iivc  ancient  orders,  due  possibly  to  the  fact 
that  its  use  has  been  much  more  extensive  in  examples  of 
recent  architecture.  The  Ionic  spiral  plays  an  important 
part  in  the  decoration  of  this  order,  and  is  seen,  together 
with  the  acanthus  and  the  antheinion  leaf,  in  the  capital 
and  in  the  mod  ill  ion.  The  corona  of  the  cornice  also  is 
frequently  decorated  by  the  addition  of  heads  of  animals 
placed  tivcr  alternate  minJinions. 

The  ComiJOHlte  or*ler.  Fig.  19,  was  invented  by  the 
Romans  in  the  endeavor  to  secure  a  still  more  elaborate 
effect  than  was  possible  with  the  Corinthian,  It  rs  prac- 
tically a  combination  of  the  Tonic  with  the  Corinthian,  It 
will  be  noticed  that  the  arrangement  of  the  flutes  in  the 
shafts  of  the  columns  in  the  last  three  orders  is  very  nearly 
ahke  and  that,  in  place  of  finishing  in  sharp  edges,  as  in  the 
case  of  the  Doric  order,  between  each  flute  may  be  seen  a 
portion  of  the  rounded  surface  of  the  shaft. 


main,  very  closely  observed  by  both  nations,  so  that  the 
independent  characteristics  arc  rendered  quite  prominent. 
The  modern  student  of  architecture,  however,  recognizes 
these  mod ificat tons  t<J  such  an  extent  th:tt,  with  the  excep- 
tion of  the  Composite  order,  which  is  distinctly  Roman^  it  is 
usual  to  refer  to  the  several  f>rders  as  the  Grecian  Doric  or 
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the  Roman  Doric,  the  Grecian  Ionic  or  the  Roman  Ionic, 
as  the  case  may  be.  One  of  the  principal  points  in  which 
the  Roman  rendering  of  an  order  differs  from  that  of  the 
Greek  rendering  lies  in  the  use  of  particular  curves  for  cer- 
tain moldings,  although  in  general  it  may  be  stated  that 
the  Romans  exhibited  a  tendency  to  employ  a  greater 
amount  of  enrichment  in  their  work  than  did  the  Greeks. 
The  Romans  also,  as  already  stated,  made  frequent  use  in 
their  buildings  of  the  arch,  which  appears  to  have  been  either 
neglected  purposely  or  was  not  understood  by  their  Greek 
predecessors  in  the  art  of  building. 

We  will  now  proceed  to  study  the  details  of  the  several 
orders,  commencing  with  the  Tuscan,  This  study  will  be 
aided  by  projection  drawings  in  which  the  scale  of  modules 
and  parts  is  used  for  all  proportions.  The  student  will  be 
enabled,  therefore,  from  the  illustrations  here  shown,  to  con- 
struct detail  drawings  for  any  desired  order. 


THE  TUSCj^IK  order, 

27.  This  order,  effectually  shown  io  Fig.  30,  has  been 
called  the  Doric  in  its  earliest  state.  It  takes  its  name  from 
the  Etruscan  people,  who  are  supposed  to  have  been  its 
originators,  although  uo  example  of  this  order  can  be  found 
in  any  structure  of  great  antiquity.  Unknown,  or  rather 
unused,  by  the  Greeks,  it  appears  to  have  been  chosen  by 
the  Romans  for  their  earliest  buildings,  and  may  be  con- 
sidered as  an  undeveloped  form  of  the  Roman  Doric.  The 
Tuscan  column  and  entablature,  however,  bear  a  closer 
resemblance  to  the  proportions  of  the  Greek  Doric  than  to 
the  Roman  Doric.  The  characteristics  of  the  order  are  its 
crudcness  and  plainness,  combined  with  its  heavy  moldings. 
It  lacks,  also,  the  refinement  of  outline  so  pronounced  in  the 
other  architectural  orders.  Like  all  other  Roman  orders^  it 
has  a  regularly  proportioned  and  molded  pedestal,  or  stylo- 
bate,  which,  though  not  a  specific  part  of  the  order  itself,  is 
generally  drawn  with  it  when  the  order  is  shown   alone. 


FlO.  20. 
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This  pedestal  is  seen  from  Fig.  20  to  consist  of  a  square 
block  G  finished  at  the  lower  edge  by  the  fillet  a  and  resting 
on  the  plinth  b\  its  upper  edge  is  enriched  by  the  addition 
of  the  cyma  re  versa  //  and  a  fillet  i, 

28,  The  shaft  of  the  Tuscan  column  is  never  fluted.  The 
base  of  the  column  consists  of  a  torus  /-  and  a  fillet  m  rest- 
ing on  a  square  plinth/.  The  capital  consists  of  an  abacus^ 
nvolo,  and  necking.  The  abacus  is  square  in  plan  and  is 
composed  of  a  fillet  u  resting  on  a  plain  fascia  c?,  which  has 
at  J  a  curved  escape  to  the  fillet.  The  ovolo  /  is  a  plain 
molding  often  referred  to  as  a  quarter-round,  as  its  section 
is  exactly  one-quarter  of  a  circle.  The  ovolo  is  circular  in 
plan  and  is  finished  below  by  the  fillet  g^  which^  in  turn,  is 
eased  off  by  a  quarter-round  into  the  beli  r.  At  its  upper 
extremity,  the  column  is  seen  to  finish  in  a  quarter-round, 
fillet,  and  torus,  as  shown  at  t^  Fig.  20. 

39.  The  entablature  is  subdivided  into  an  architrave  Z?, 
a  frieze  i\  and  a  cornice  F^  each  composed  of  typical  mold- 
ings well  shown  in  the  illustration.  The  moldings  of  the 
Tuscan  order  are  never  enriched  by  dentils,  carvings,  or 
other  attempts  at  ornamentation.  They  are  large  and 
heavy  in  proportion  to  the  other  parts  of  the  construction 
and  have  never  been  popular  with  modern  architects. 

•10*  In  order  that  a  concave  appearance  in  the  shaft  of  a 
column  may  be  avoided — which  would  be  the  case  if  its  sides 
were  parallel  or  were  tapered  uniformly  toward  the  top — it 
was  customary  to  represent  the  outlines  of  the  shaft  by  a 
convex  curve  obtained  in  the  manner  shown  in  the  drawing 
at  {a).  This  convex  curve  is  called  the  entasis  of  the 
column,  and  is  obtained  in  a  slightly  different  manner  in 
each  of  the  several  orders.  As  shown  at  (^),  the  line  a  b  is, 
equal  in  length  to  that  of  the  column,  and  is  divided  into 
eight  equal  spaces.  At  each  end  of  the  line  a  b^  and  also 
through  each  of  the  points  used  to  divide  its  lengthy  a  per- 
pendicular is  erected,  as  shown  at  {a)\  a  c  is  made  equal  in 
length  to  the  upper  radius,  and  b  d  equal  to  that  of  the  lower 
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radius.  The  length  a  c  is  also  set  off  on  the  line  b  d  ^l  the 
point  jr,  A  perpendicular  to  b  d  is  then  erected  at  the 
point  -T,  and  an  arc  is  next  described  from  the  point  ^  as  a 
center,  with  a  radius  equal  to  the  length  of  b  d,  cutting  the 
perpendicular  from  x  as  shown.  This  arc  is  divided  by 
spacing  it  into  eight  equal  parts— the  same  number  used  for 
the  division  of  the  line  a  b.  The  points  of  intersection 
through  which  the  entasis  is  drawn  are  then  found  by  draw- 
ing parallels  to  a  b  from  the  several  points  of  division  on  the 
arc  and  producing  them  until  they  intersect  the  perpendicu- 
lars erected  at  the  points  of  division  on  the  line^z  b.  A  scale 
of  modules  and  parts  is  shown  at  (i),  and  by  its  aid  the 
student  should  be  able  to  reproduce  a  drawing  of  this  order 
to  any  scale  he  may  desire. 


THE  DORIC  ORDER, 


THE  GRECIAX  DORIC. 

31.  Of  the  three  Greek  orders  previously  referred  to, 
the  Doric  is  the  most  ancient.  Its  general  character  is 
expressive  of  grandeur,  dignity,  and  simplicity.  A  good 
idea  of  the  principal  proportions  of  this  order  may  be 
obtained  from  the  drawing  in  Fig.  21,  from  which  it  may  be 
seen  that  the  Doric  is  even  more  simple  in  construction 
than  the  Tuscan  carder  just  described.  The  attention  of 
the  student  is  first  directed  to  the  stylobate,  which  is  here 
shown  to  be  composed  of  three  wide  flat  members  arranged 
in  the  form  of  steps.  The  Grecian  idea  of  the  stylobale 
diflfered  from  the  Roman  interpretation  of  the  same  in  that 
the  Greeks  seem  to  have  considered  the  stylobate  as  the 
substructure,  or  foundation,  for  the  entire  building,  while 
the  Romans  treated  the  stylot>ate  as  a  substructure  for  tlie 
column  only.  The  Doric  column  is  seen  to  be  rather  more 
slender  in  appearance  than  that  of  the  Tuscan,  and  its 
capital  is  wider;  that  is,  its  members  have  greater  projection 
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than  the  members  of  the  Tuscan  capital.  The  Grecian 
Doric  column  has  no  base,  and  the  longitudinal  flutes  of 
the  shaft  finish  abruptly  against  the  top  of  the  stylobate. 
These  flutes,  always  sixteen  or  twenty  in  number  in  this 
order,  are  shallow  channel-like  grooves  whose  cross-section 
is  represented  by  an  elliptical  curve.  The  sharp  projecting 
edges  between  the  flutes  are  called  arrises,  and  form,  in 
modern  practice,  one  of  the  distinguishing  characteristics 
of  the  order. 


33,   The  method  of   drawing  the  profiles,  or   stays,  by 
which  the  flutes  of  a  Grecian  Doric  column  may  be  cut,  or 

formed,  in  the  case  of  sheet- 
metal  work,   may  be    under- 
stood  from  an   inspection  of 
Fig.   22.     This  figure    is    an 
enlarged  plan  of  one  of  the 
flutes  of  a  Grecian  Doric  col- 
umn,   in    which  ad  b  repre- 
sents the   form  of  the  chan- 
nel   at    the    bottom    of    the 
shaft,  and  a'  d'  b'  the  form  at 
the    top.       The    arcs    of    the 
upper  and  lower  sections  of 
the    shaft    are     represented, 
respectively,  by    rs  and  p  q, 
and  the  distances  a  b  and  a!  b' 
are  exactly  one-twentieth  of 
the  corresponding  circumfer- 
ences.     The   center  line   m  n 
cuts  the   chords  ab  and  12'^' 
at  their  middle  points r  andr'. 
The  depth  cd  of  the  channel  at   the    base   is  obtained   by 
dividing  a  b  into  seven   c(|ual  parts  and  making  cd  equal  to 
one  of  these  parts.      Tlie  depth  c'  d'  at  the  top  of  the  column 
is  obtained  by  dividinj^  a'  b'  into  six  equal  parts  and    ma- 
king £*' ^/'  equal  to  one  of   these   parts.      The  depth   of  the 
channel  at  the  top  is   therefore  greater,  in  proportion  to  its 
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width,  than  at  the  bottom  of  the  shaft.  The  centers  of 
the  three  arcs  that  compose  the  curve  adb  are  found  by 
constructing  the  equtlateral  triangle  ^^i  on  a  b  as  a  base 
and  bisecting  the  angles  aod  and  dob  by  the  lines  oe 
and  of\  the  point  o  will  then  be  the  center  for  the  arc  e  df. 
The  chord  fb  is  next  drawn,  and  at  its  middie  pointy  is 
erected  a  perpendicular  gl  cutting  o  f  vX  i\  the  point  / 
is  the  center  for  the  arc  fb.  The  center  k  for  the  arc  ae 
is  found  in  a  similar  manner.  The  centers  o\  t\  k*  for  the 
curve  a'  d'  V  are  determined  in  precisely  the  same  manner 
as  described  for  the  curve  adb.  The  general  outline  for 
the  shaft  of  the  Grecian  Doric  column  may  be  described 
as  that  of  a  frustum  of  a  cone  the  diameter  of  whose  tipper 
base  is  four-fifths  that  of  the  lower.  The  entasis,  or  longi- 
tudinal curvature^  given  to  the  outline  of  the  shaft  is  occa- 
sionally omitted  from  this  column,  but  when  required  may 
be  drawn  as  indicated  at  (^r),  Fig.  20»  the  method  there 
given  being  sufficiently  accurate  for  all  practical  purposes. 

3^1,  The  capital  of  the  Grecian  Doric  column  is  sepa- 
rated from  the  shaft  by  a  groove  a^  Fig.  21,  at  the  place 
usually  occupied  by  the  neck  molding  in  the  other  orders. 
The  flutes  of  the  shaft  are  seen  to  be  carried  past  this 
groove  and  to  die  away  in  a  curve  of  the  bell,  or  vase,  por- 
tion of  the  capital  immediately  below  a  series  of  annulets, 
or  grooves/;  Above  the  annulets  is  placed  an  echinus,  the 
curve  of  which,  as  well  as  that  of  the  bell  portion  of  the 
capital,  will  be  considered  in  a  later  article.  The  capital  is 
finished  at  the  top  by  the  plain  plinth-like  abacus  shown  in 
Fig.  21  at^. 

34.  The  entablature  of  the  Doric  order  is  the  embodi- 
ment of  dignity  and  simplicity.  Its  lowest  division,  the 
architrave  ^,  is  a  wide  plain  fascia,  strongly  suggestive  of  a 
massive  wooden  beam  whose  upper  edge  is  finished  by  a 
small,  squarely  projecting  fillet.  The  middle  division  of 
the  entablature  constitutes  a*  characteristic  feature  of  the 
order,  and  is  always  ornamented  with  triglyphs  T  and 
metopes   J/.     A  portion  of  the  tri glyph,  called    the   fillet, 
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/^  Fig,  21,  extends  below  ihe  upper  fillet  of  the  architrave, 
and  is  finished  by  six  little  dentil  like  appendages  supposed 
to  represent  the  heads  of   treenails,  or  pins,  used  in  the 
early  wooden    construction.      The   meaning  of    the   word 
triglyph — that    is,    three-channeled — is   apparent    from  the 
drawing  in  Fig.  21,  which  shows  the  three  V*shaped  vertical 
grooves,  althoiigli  the  grooves  are  so  disposed  on  the  face 
of  the  triglyph  that  one  of  them  is  divided  and  appears  as  a 
half   channel,  or  chamfer,  on   either  side   of    the   triglyph. 
The  space  between  two  triglyphs  is  called  a  metope,  and  Is 
usually   occupied   by   a    carved   slab.      The    triglyphs  are 
always  so  placed  that  one  appears  over  every  column — not 
necessarily  centrally  over^  however — and  one  or  more  over 
the  space  between  each  pair  of  columns,  but  they  are  always 
spaced   at  such   distances  as   to   allow  the    metope  to  be 
exactly  square;  in  other  words,  the  height  of  the  triglyphs 
is  equal   to  the  distance   between  them.     In  their  earliest 
inception,  they  are  supposed  to  represent  the  ends  of  tim- 
bers used  to  support  the  roof  of  the  structure,  and  the  ends 
of  such   timbers  were  finished  in  the  manner  described,  in 
order  to  add  to  the  attractiveness  of  the  design.     A  peculi- 
arity of  the  Grecian  Doric  frieze  is  that  the  end  triglyphs, 
instead  of  being,  like  the  others,  in  the  same  central  line, 
or  axis,  as  the  columns  beneath,  are  placed  fjuite  tip  to  the 
edge  or  outer  angle  of  the  frieze.     This  is  aceoin(>lished  by 
making  the  space  between  the  outer  columns  less  by  one- 
half  a  triglyph  than  the  intermediate  ones,  thereby  impart- 
ing an  additional  appearance  of  strength  and  solidity  to  the 
angles  of  the  building. 

The  upper  division  of  the  entablature,  the  cornice,  is  ex- 

I  tremely  simple  though  strongly  characteristic  and   boldly 

marked.     It  has  greater  projection  than  the  cornice  of  the 

I  Tuscan  order,  and  the  surface  of  the  planceer  is  broken  at 

regular  intervals  by  raised  panels — ^or  rather,  depressed,  for 
they  extend  downwards  from  the  softit^that  are  placed 
directly  over  each  triglyph  and  each  metope.  These  panels 
are  properly  termed  mutules,  and  correspond  in  width  with 
the  triglyphs;   their  under  surface   is   inclined  downwards 
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and  outwardly  and  is  ornamented  with  three  rows  contain- 

ing  six  drops  each,  as  shown  in  Fig.  21.     These  drops,  or 

guttae  as  they  are  properly  termed,  are  somewhat  conical  in 

shape     and    are     more 

clearly    shown    in    the 

plan  of  the  under  side  of 

the  cornice  in  Fig.  23. 

A  section   through   the 

corner  triglyphs  is  also 

shown  in  Fig.  23,  where 

the    V  shaped    channels 

may  be  distinctly  seen. 

The    outer    portion    of 

the  cornice  is  made  up 

of  a  wide  fiat  fascia  g^ 

Fig.  21,  several  smaller 

curved  members  h,  the 

fillet  i^  and  an  echinus  molding  y,  the  whole  topped  with  a 

comparatively  narrow  fillet,  as  shown  in  the  illustration. 

The  profile  of  the  echinus  in  the  cornice  is  similar  to  that 

in  the  capital,  and  will  he  more  fully  described  under  the 

particular  heading  uf  moldings  later  on. 


o  o 
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FIG.  S8. 


THE  ROMAN  DORIC. 

35#  The  Roman  Doric  order,  shown  in  Fig.  24»  is  con- 
sidered by  architectural  critics  as  a  poor  imitation  of  the 
Grecian  Doric  and  inferior  to  it  in  many  ways.  In  numer- 
ous details  the  former  is  similar  t<i  the  Greek  order,  but,  on 
the  whole,  is  so  modified  that  it  would  hardly  be  recognized 
as  a  descendant  of  the  Grecian  design, 

36.  The  stylobate,  as  usual  in  the  Roman  orders,  is  in 
the  form  of  a  pedestal,  and  the  column  stands  on  a  molded 
base  never  present  in  the  Greek  Doric.  The  flutes  of  the 
shaft  are  somewhat  similar  to  those  of  the  Greek  order,  but 
are  composed  of  circular  instead  of  elliptical  arcs.  The  de- 
tails of  the  stylobate  are  clearly  shown  in  Fig.  24,  and  since 
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they  bear  a  close  resemblance  to  those  of  the  Tuscan  order, 
minute  description  will  be  omitted.  The  base  of  the  cokimn 
is  also  quite  similar  to  that  of  the  Tuscan,  and  will  be  passed 
over  without  particular  mention.  The  method  of  tracing 
the  curve  for  the  entasis  is  clearly  shown  in  the  drawing  at 
(f?),  and  the  quadrants  in  the  upper  portion  of  this  figure 
indicate  the  method  employed  to  produce  the  foreshortened 
views  of  the  arrises.  The  outlines  of  these  quadrants  are 
first  divided  by  spacing  into  the  number  of  parts  required 
for  the  flutes,  and  the  points  of  division  are  then  projected 
to  the  horizontal  drawn  from  the  center  of  the  quadrant; 
the  foreshortened  curve  that  represents  the  position  of  the 
arris  is  then  drawn  through  the  several  points  located  on 
the  horizontal  lines,  in  the  manner  shown  in  the  upper  por- 
tion of  the  view  at  (a), 

37.  The  capital  of  this  column,  unlike  that  of  the 
Grecian  Doric,  is  seen  to  contain  a  pronounced  astragal,  or 
neck  molamg,  compu^ca  or  a  quarter-round,  a  fillet,  and  a 
torus  mold.  The  bell,  or  vase,  is  cylindrical  and  frequently 
contains  small  acanthus  rosettes,  usually  eight  in  number, 
while  the  upper  edge  is  finished  with  a  quarter-round  mem- 
ber, topped  by  se%'eral  suiall,  squarely  projecting  fillets  that 
serve  as  base  molds  for  the  large  quarter-round  at  the  top 
of  the  capital.  This  quarter-round  member  is  usually  en- 
riched with  a  boldly  cut  egg-and-dart  molding  not  shown  in 
the  illustration.  The  abacus  is  square  in  plan  and  consists 
of  a  wide  fascia  finished  at  its  upper  edge  by  a  small  mold- 
ing consisting  of  a  cyma  reversa  and  a  small  fillet.  An 
enrichment  in  the  shape  of  a  lotus-leaf  molding  is  often  found 
on  this  cyma  reversa.  The  under  surface  of  the  abacus 
usually  contains  spandrel-like  panels,  sunk  as  indicated  by 
the  dotted  lines  in  the  illustration. 


38#  There  are  two  distinct  systems  of  grouping  the 
members  of  the  Roman  Doric  entablature:  one,  as  in  the 
Greek,  with  mutules  in  the  frieze;  the  other,  an  entirely 
Roman  invention,  wnth  a  course  of  dentils  under  the  corona. 
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The  miitular  Doric  is  the  one  shown  in  Fi^.  24.  The  mutulcs 
are  here  seen  to  assume  more  nearly  the  pronounced  appear- 
ance of  brackets,  or  modillions,  while  the  general  details  of 
the  entablature  differ  materially  from  the  Greek  order 
already  described.  The  architrave  is  divided  into  two 
fascias,  the  upper  one  projecting  slightly  over  the  lower, 
while  the  upper  fillet  of  the  architrave  is  quite  similarto  the 
Greek.  As  before,  the  surface  of  the  frieze  is  broken  by 
triglyphs,  which  in  the  Roman  Doric  are  centered  exactly 
over  the  column  except  when  occurring  over  the  interspaces, 


=:^.^^^'s 
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The  metopes,  which  were  always  square  in  the  Greek  order, 
are  often  oblong  in  the  Roman,  with  the  longer  axis  set 
either  vertically  or  horizontally. 

The  mutules,  which  we  have  before  noticed  as  being  set 
over  each  triglyph  and  metope,  are  found  only  over  the 
triglyphs  in  the  Roman  Doric,  while  the  soffit  of  the 
corona,  or  the  plaiiceer,  between  them  is  often  paneled  in 
lozenge  or  rectangular  forms.  The  centers  of  such  panels 
frequently  contain  irregular-shaped  rosettes,  as  may  be  seen 
from  the  plan  view  of  the  soffit  shown  in  Fig.  25,  The 
dentil-like   drupis   that  appear  in   the  architrave  under  the 
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triglyphs  have  a  distinctive  form  characteristic  of  the  Roman 
Doric.  This  form  will  be  understood  if  the  student  com- 
pares the  front  and  side  views  shown  on  the  face  and  on  the 
return,  respectively.  The  corona,  or  crown  molding,  con- 
sists of  a  wide  flat  fascia,  small  fillets  and  a  cyma  reversa, 
and  a  large  cyma  recta  topped  \vith  a  rather  wide  fillet. 
The  attention  of  the  student  is  called  to  the  amount  of  pro- 
jection seen  in  the  crown  molding  of  this  order^a  proportion 
greater  than  has  been  given  to  any  of  the  orders  yet  de* 
scribed.  The  principal  features  of  the  design  are  noted  in 
the  illustration  by  the  aid  of  the  scale  of  modules  and  parts, 
and  will  be  found  of  much  assistance  should  the  student 
have  occasion  to  adapt  any  of  the  proportions  here  shown 
to  his  working  details. 


TBM  IONIC  ORDER. 


THE  GRECIAN  IONIC. 

39.  The  Ionic  order  is  lighter  and  more  delicate  than 
the  Doric.  It  is  expressive  of  grace  and  refinement  rather 
than  of  grandeur  and  dignity*  The  typical  Grecian  Ionic 
is  illustrated  in  Fig.  *2G,  from  which  it  may  be  seen  that  the 
capital  is  the  distinguishing  characteristic  of  the  order, 
although  details  of  a  widely  different  character  from  the 
Doric  appear  in  nearly  every  feature.  As  in  the  Grecian 
Doric,  the  stylobate  is  in  three  equally  receding  courses,  or 
steps,  their  united  height  being  equivalent  to  about  one 
diameter,  or  two  modules.  Of  these  three  steps,  only  the 
upper  one  appears  in  Fig.  2C,  but  the  entire  stylobate  may 
readily  be  represented  when  required,  in  accordance  with 
preceding  instruction.  The  column,  consisting  of  base, 
shaft,  and  capital,  is  taller,  of  more  slender  proportions,  and 
much  less  tapering  than  any  we  have  thus  far  considered. 
The  base  of  the  column,  as  may  be  seen  from  Fig.  26,  is  a 
gracefui  combination  oC  torus  and  scotia  moldings  separated 
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by  the  usual  fillets.  The  upper  torus  is  frequently  enriched 
by  an  interlaced  design  peculiar  to  the  Grecian  moldings. 
The  shaft  of  the  column  rises  from  the  base  by  means  of  the 
escape  fc^  whose  profile,  as  in  the  case  of  most  Greek  mold- 
ings, is  an  outline  taken  from  one  of  the  conic  sections. 
The  shaft  of  the  Ionic  column  contains  twenty-four  flutes 
separated  from  one  another  by  fillets.  These  flutes  are  very 
nearly  semi-elliptical  in  profile  and  the  width  of  the  fillets  is 
about  one-fourth  that  of  the  flutes.  The  method  of  deter- 
mining the  curve,  or  entasis,  of  the  shaft  is  shown  in  the 
drawing  at  {a)^  and  is  similar  to  that  already  described. 


£i.e\fatt'i>n.. 


40p  The  capital  of  this  order  is  complete  with  astragal, 
bell,  and  abacus,  all  of  which  are  enriched  with  more  or  less 
elaborate  carving,  although  the 
astragal  is  sometimes  represented 
merely  by  a  small  squarely  pro- 
jecting fillet.  The  bell  of  the  capi- 
tal is  ornamented  i>n  the  cylindrical 
portion  with  a  scroll  and  the  con- 
ventionalized anthemion  leaf  much 
used  by  the  Greeks,  Above  the 
cylindrical  part  of  the  bell  may  be 
seen  several  enriched  moldings  in 
which  occur  the  bead,  the  egg-and- 
dart,  and  the  laced  design  previ- 
ously referred  to.  This  arrange- 
ment of  the  bell  may  be  termed  the 
regular  foniiatioo,  and  is  occasion- 
ally departed  from.  Thus,  ex- 
amples are  to  be  found  in  which  J^ictn,, 
only  the  straight  cylindrical  sides  Pig.  «7. 
of  the  bell  appear,  although  the  anthemion  enrichment  is 
present  as  in  the  case  of  the  capital  represented  in  Fig,  26, 
Again,  as  in  Fig,  27,  the  straight  sides  of  the  bell  give  place 
to  a  tapering  form  enriched  with  a  bold  egg-and*dart  mold- 
ing. The  capital  represented  in  Fig.  27  illustrates  a  certain 
irregularity  of  construction  that  w^ill  be  referred  to  later. 
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41,     The  principal  distingQishing  feature  nf  this  order  is 

the  volute,  which  may  be  variously  considered  as  an  append* 

— age   either   of   the   bell   or   of  the 

v-^—^ — «•««> — — ~H 

Um^  :  I  t'.  J    abacus.      The   graceful   curves    of 

this  spiral  are  arranged  in  pair:^. 
which,  in  what  may  be  termed  the 
regular  formation  of  the  capital, 
appear  on  the  front  parallel  to  the 
architrave.  A  view  of  this  capital 
y  I         from    the  rear  is   the  same  as  the 

*• 1 '        front  view,  while  in  the  side  view 

^^^*  **•  shown  in  Fig.  28  the  outer   curve 

of  the  volute  is  carried  back  so  as  to  appear  like  a  bolster 
supporting  the  architrave.  The  surface  of  this  bolster  in 
the  side  view  is  broken  by  a  series  of  flutes  and  fillets,  some- 
what after  the  manner  of  the  column,  althoug^h  the  fillets 
are  often  enriched  by  the  addition  of  the  small  bead  mold 
seen  in  other  parts  of  the  order.  The  profile  f<jr  the  gen- 
eral curvature  of  the  bolster,  as  indicated  in  the  side  eleva- 
tion in  Fig.  2H,  coincides  with  the  outline  of  an  ellipse.  The 
method  used  by  the  Greek  architects  in  executing  the  spirals 
of  the  Ionic  columns  remains  to  this  day  a  matter  of  more 
or  less  conjecture.  They  are  very  closely  approximated  in 
the  illustration,  however,  and  their  reproduction  may  be 
accomplished,  when  desired^  by  the  application  of  the 
scale. 

When  an  Ionic  column  occurs  at  the  corner  of  a  building, 
and  particularly  when  the  colonnade  is  continued  down  the 
sides  of  the  building — i>r»  as  it  is  termed,  on  the  return  of 
the  building — two  adjoining  voluted  faces  are  frequently 
used.  This  is  ilone  that  the  corner  column  may  agree  with 
the  other  columns  on  the  front  and  on  the  return  of  the 
building.  When  this  construction  is  followed,  the  volute  at 
the  angle  is  placed  diagonally,  as  shown  at  ^  in  the  plan  in 
Fig.  27-  The  upper  member  of  the  capital,  the  abacus 
proper,  is  usually  stjuare  in  plan  and  consists  principally  of 
an  echinus  enriched  with  some  form  of  ornamental  carving, 
generally  that  of  the  egg-and-dart  shown  in  Fig.  28. 
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43.  The  Ionic  entablature  is  rather  more  plain  than  that 
of  the  Doric  and  consists,  as  before,  of  three  principal  sub- 
divisions: architrave,  frieze,  and  cornice*  The  architrave 
does  not  differ  materially  from  that  of  the  Doric;  it  is  usu- 
ally divided  into  three  nearly  equal  fascias,  successively 
projecting  as  represented  in  Fig.  2B.  Above  the  three  fas* 
cias  is  a  foot  mold  composed  uf  torus,  cyma  re  versa,  and 
fillets  arranged  as  shown.  The  small  bead  mold  previously 
referred  to  appears  below  the  enriched  cyma  re  versa,  which 
is  usually  ornamented  with  a  molding  known  as  the  water- 
leaf  ornament,  A  wide  plain  frieze  in  this  order  is  topped 
with  another  bead  mold  and  cyma  with  water  leaf  somewhat 
larger  than  that  used  in  the  foot  mold.  The  soffit,  or  plan- 
ceer,  of  the  cornice  has  a  pronounced  drip — so  much,  in  fact, 
as  nearly  to  hide  the  bed  mold  when  shown  in  a  projection 
drawing.  The  principal  features  of  the  cornice,  as  before, 
are  the  wide  fascia  and  the  large  projecting  cyma  recta, 
although  a  scries  of  small  moldings  somewhat  enriched  are 
usually  interposed  between  them.  In  many  examples  of  the 
Grecian  Ionic  order,  the  topmost  fillet  and  the  large  cyma 
shown  in  Fig.  W  are  omitted,  and  the  enriched  echinus  at  u 
is  made  proportionately  larger,  thus  forming  the  crown 
for  the  cornice.  This  form,  however,  has  not  been  exten- 
sively copied  in  modern  architecture. 


THE  ROMAN  lomC. 

43.  The  Roman  Ionic  order  differs  from  the  Grecian 
order  principally  in  the  formation  of  the  volutes  of  its  cap- 
ital. There  are,  however,  several  other  important  changes 
in  the  details  of  its  construction  deserving  of  attention,  as 
may  be  seen  from  an  examination  of  Fig.  2iK  The  charac- 
teristic Roman  stylobate  in  the  form  of  a  pedestal  is  taller 
and  more  slenderly  proportioned  than  in  any  Roman  order 
thus  far  examined,  while  the  moldings  at  its  upper  and 
lower  extremities  are  distinguished  by  their  richness  and 
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grace  of  profile.  The  base  of  the  column  differs  in  general 
contour  from  that  of  the  Grecian  order  only  in  the  fact  that 
it  is  supported  by  a  square  plinth.  A  scutia  with  fillets  and 
two  torus  molds — the  latter  seldom,  if  ever,  enriched  in  this 
order — compose  the  profile  for  the  circular  base  from  which 
the  shaft  rises  by  a  quarter-round  escape,  as  shown  in  Fig.  21). 
The  method  of  finding  the  entasis  of  the  shaft  is  illustrated 
at  (a).  The  shaft  of  the  column  is  of  nearly  the  same  height 
as  the  Greek  and  contains  either  twenty  or  twenty-four 
semicircular  flutes,  separated  by  fillets.  These  flutes  die 
away  at  the  top  and  the  bottom  of  the  shaft  in  quarter- 
round  escapes,  as  illustrated  in  Fig.  29, 


44-  The  capital  of  this  order  contains  no  astragal,  a 
circumstance  rendered  the  more  remarkable  by  the  fact  that 
when  the  Romans  copied  the  Doric  from  the  Greeks  they 
added  to  that  column  an  astragal  not  seen  in  the  original, 
while  in  this  case  the  Romans  seem  to  have  taken  especial 
pains  to  omit  the  detail  that  they  apparently  particularly 
admired  previously.  In  consequence  of  this,  the  Roman 
Ionic  capital  is  far  less  pleasing  than  the  Greek.  The  bell 
is  short  and  is  composed  of  a  small  torus  and  a  rather  large 
quarter-round  mold  seldom  ornamented  with  any  enrich- 
ment. The  Romans  greatly  simplified  the  volutes  of  the 
capital  in  their  attempts  to  reduce  the  Greek  spiral  to  simple 
geometrical  rules.  As  the  compass  was  used  to  describe 
the  profiles  of  their  moldings,  the  same  instrument  was 
used  to  produce  the  volute  by  a  series  of  tangent  arcs  of 
different  circles.  The  Roman  Ionic  volute  contains  but  one 
band,  while  that  of  the  Greeks  usually  possessed  three.  The 
depression  of  these  bands  in  their  central  portion  is  notice- 
able in  the  Greek  capital,  while  in  the  Roman  the  band  that 
connects  the  generating  lines  of  the  volute  is  seen  from 
Fig.  29  to  be  straight.  Careful  directions  for  drawing  the 
Roman  Ionic  volute  were  given  in  a  problem  of  Geometrical 
Drawings  and  therefore  need  not  be  considered  here.  As 
in  the  Greek  order,  the  front  and  the  rear  view  of  this 
capital  is  similar. 
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When  the  Romans  used  volutes  on  the  corner  columns  of 
their  buildings^  they  were  frequently  mitered  in  a  manner 

similar  to  that  of  the  Greeks 
already  shown  in  Fig.  27.  A 
plan  view  of  the  capital  is  shown 
in  Fig.  30,  and  it  will  be  seen 
I        /^7M  that  it  differs  materially  from 

the   Greek    formation    already 
described,    the   curves   for  the 
*Ji^  — *  return  of  the  scroll  being  com- 

^'*^-  ^-  posed  of  a  series  of  cymas  and 

^$fets.  The  abacus  of  the  capital  is  shown  in  Fig.  29  as 
square  in  plan  and  composed  of  cyma  reversa  and  fillet;  this 
is  the  usual  form  of  the  abacus^  although,  in  the  case  of 
mitered  volutes,  it  is  usual  to  allow  the  outline  of  the 
abacus  in  the  plan  to  follow  approximately  the  face  of  the 
volutes. 


45»  In  the  entablature,  the  architrave  is  divided  into 
three  fascias  of  unequal  width,  while  the  foot  mold  consists 
of  a  cyma  reversa  and  fillet,  although  this  combination  of 
moldings  is  occasionally  varied  by  the  addition  of  a  small 
torus  below  the  cyma.  Both  curved  mo!ds  are  frequently 
enriched,  the  bead  mold  and  the  water-leaf  ornament  com- 
monly being  employed.  The  frieze  of  the  Roman  Ionic 
entablature  consists  of  a  plain  wide  fascia,  unbroken  by 
paneling  and  occasionally  enriched  by  carving  of  figures 
and  foliage.  The  cornice  contains  a  rather  wide  dentil 
molding,  finished  below  by  cyma  reversa  and  fillets,  and 
above  by  a  large  ovolo  with  torus  and  fillets,  as  shown  in 
Fig.  29.  As  in  the  case  of  the  foot  mold,  the  curved  mem- 
bers frequently  contain  snuie  conventional  enrichment. 
The  dentils  are  ratlier  large  and  the  spaces  between  them 
are  usually  one-half  the  width  of  the  dentil  face.  The  plan- 
ceer  is  not  so  wide  as  in  the  Greek  order,  for  the  reason 
that  much  of  the  projection  is  attained  in  the  dentil  and 
bed  moldings.  A  drip  is  afforded  by  means  of  the  fillets  at 
the  outer  and  the  inner  extensions  of  the  planceer,  although 
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the  drip  is  not  so  pronoun  red  as  in  the  case  of  the  Greek 
order  previously  described.  The  crown  molding  of  the 
cornice  consists  of  a  wide  fascia  and  a  large  cyma  recta 
with  small  members  interposed,  and  is  finished  at  the  top 
by  a  fillet. 


TIIK  r€»RlNTniAN  tmOER, 


THK    GIIECIAN  COlilNTlUAX. 

46*  The  highest  achievement  of  Grecian  architecture 
was  realized  in  the  Corinthian  order — the  lightest  and  most 
delicate  of  the  tliree  orders  known  to  the  Greeks.  Like  the 
Ionic,  the  principal  characteristic  of  the  Roman  Corinthian 
order  is  its  capital — tall,  bell-shaped,  aiid  richly  foliated,  as 
shown  in  Fig.  31.  The  volute  of  the  Ionic  order,  modified 
to  some  extent,  occupies  a  prominent  place  in  the  decuratii^i 
of  the  Corinthian  capital^  to  which  has  also  been  added 
other  enrichment  in  the  form  of  conventionalized  foliage. 

47,  The  stylobate  of  this  order  consists  of  three  equally- 
disposed  steps,  as  in  the  Grecian  Doric  order;  on  this  stylo- 
bate^  which  is  not  shown  in  Fig.  131,  the  base  of  the  column 
rests  without  the  interposition  of  a  plinth.  The  circular 
base  of  the  column  differs  but  little  from  that  of  the  Grecian 
Ionic,  although  it  is  somewhat  more  delicately  proportioned. 
The  base  is  roniijosed  of  a  torus  and  fillet,  a  scotia  and  an- 
ctthcr  similar  fillet  rather  less  than  the  former,  and  a  second 
torus,  or  reversed  ovolo,  on  which  rests  a  third  fillet. 

48»  The  shaft  rises  in  a  curved  escape  and  is  taller  in  pro- 
portion to  its  diameter  than  in  the  orders  previously  descril)ed. 
It  diminishes  with  entasis,  particularly  shown  in  the  draw- 
ing at  (a),  Fig.  31,  and  contains,  like  the  shaft  of  the  Ionic 
column,  twenty-four  flutes  and  fillets.  The  flutes  are  semi- 
ellipses,  and  are  so  deep  as  to  appear  almost  like  semicircles; 
they  terminate  at  tlie  top  in  a  peculiar  formation  resembling 
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leaves,  of  which  the  fillets,  as  shown  in  Fig*  34^  are  the  stems. 
This  leaf-like  finish  to  the  flutes  turns  slightly  outwards  at 
its  upper  extremity,  and,  as  in  the  Grecian  Doric  capital, 
the  astragal  is  absent  and  is  replaced  by  a  shallow  groove, 
or  channel.  The  bell  of  the  capital  is  nearly  cylindrical  in 
form,  but  slightly  tapered  at  the  top.  Its  lower  extremity 
is  covered  with  a  row  of  water  leaves  similar  to  those  form- 
ing the  finish  for  the  flutes  of  the  shaft,  but  nearly  twice 
their  width — there  being  sixteen  leaves  in  the  circumference 
of  the  capital.  Above  the  water  leaves  is  a  row  of  eight 
acanthus  leaves,  proportionately  taller  than  the  leaves  in  the 
lower  row,  and  fastened  to  the  bell  by  means  of  flowered 
buttons.  The  profile  for  the  water  leaves  is  that  of  a  flat 
cavetto,  and  for  the  acanthus  leaves  it  is  that  of  a  cyma 
recta.  The  general  arrangement  of  these  leaves  is  such  that 
one  of  the  taller  ones  in  tlve  upper  row  comes  in  the  center 
beneath  each  face  of  the  abacus,  and  the  lower  leaves  alter- 
nate with  the  upper  ones,  coming  both  between  and  under 
the  stems  of  the  latter,  so  that  in  the  first,  or  lower,  tier  of 
leaves  there  is,  in  the  middle  of  each  face,  a  leaf  between 
each  two  leav^es  of  the  upper  row,  and  also  a  leaf  under  the 
stem  of  the  central  leaf  above  them.  Above  these  two  rows 
is  a  third  series  of  eight  leaves  turned  so  as  to  support  the 
small  volutes,  which,  in  turn,  support  the  angles  of  the 
abacus.  Besides  these  outer  volutes,  which  are  invariably 
turned  diagonally,  as  in  the  case  of  the  four-sided  Ionic 
capital,  there  are,  on  each  face  of  the  capital,  two  small 
volutes,  termed  caulicuH  ^,  that  meet  each  other  beneath  a 
flowery  on  the  face  of  the  abacus.  The  abacus  is,  in  plan, 
a  square  whose  angles  are  cut  off  at  45'',  and  whose  sides  are 
deeply  concaved,  this  form  conforming  very  nearly  to  the 
upper  part  of  the  capital.  The  abacus  consists  of  a  narrow 
fillet,  an  elliptical  cavetto,  or  reversed  scotia,  and  another 
fillet  surmounted  by  a  small  ovolo — or  rather  a  molding 
whose  profile  is  that  of  the  quadrant  of  an  ellipse. 

49»     The  entablature  is  very  similar  to  that  of  the  Ionic 
order,  with  the  exception  of  the  cornice,  which  is  larger  and 
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51.     The   stylobate   is    even    more    slender  than  in  the 

Roman  Ionic  order,  although  quite  similar  in  other  respects; 
it  contains,  however,  a  small  torus  and  fillet  with  escape  a 
little  below  the  upper  series  of  moldings,  not  seen  in  any 
order  thus  far  examined.  The  column  shown  in  Fig.  32 
rests  on  a  square  plinth  x  supported  by  the  stylobate,  but 
this  plinth  is  absent  in  several  of  the  notable  ancient  con- 
structions, while  others  contain  a  double  plinth  under  the 
base  moldings  of  the  shaft.  This  last  construction  is  em- 
ployed, however,  only  when  the  height  of  the  stylobate  isso 
great  as  to  take  the  base  of  the  column  above  the  eye,  in 
which  case  the  coping  cornice  of  the  stylobate  would  cut  off 
the  view  of  the  base  of  the  column. 

52*  The  base  of  the  column  generally  consists  of  torus 
and  scotia  moldings  with  fillets  intervening,  as  in  the 
Grecian  Corinthian,  but  these  members  are  differently 
proportioned  and  differ  also  in  the  amount  of  their  pro- 
jection, as  the  illustration  indicates.  The  members  of  the 
base  are  seldom  enriched,  although  occasionally  the  surface 
of  the  scotia  is  broken  by  beads,  or  grooves,  cut  around  the 
base.  The  shaft  of  the  column  usually  diminishes  with 
entasis  that  may  be  determined  as  shown  in  the  drawing 
at  (fi),  although  not  infrequently  the  profile  of  its  sides  is 
straight — that  is,  the  shaft  is  treated  as  a  frustum  of  the 
regular  cone.  Certain  examples  of  this  order  do  not  con* 
tain  any  flutes  in  the  shafts  of  ilu^ir  columns,  presumably 
for  the  reason  that  the  material  used  could  not  be  wrought 
or  polished.  It  is  usually  represented,  however,  as  in 
Fig.  3^,  with  twenty-four  semicircular  flutes  that  finish  at 
their  upper  and  lower  extremities  in  semicircular  ends  aided 
by  an  escape  of  the  shaft.  A  well-defined  torus  mold  with 
fillet  forms  the  astragal  f<  *r  the  capital,  the  general  appear- 
ance of  which  is  not  unlike  that  of  the  Grecian  order  already 
described.  The  bell  is  covt^red  with  two,  and  sometimes 
with  three,  rows  of  acanthus  leaves,  of  which  there  are 
always  eight  leaves  in  each  row,  ranged  side  by  side,  but 
not  in  contact.     The  leaves  of  the  upper  rows  appear  to 
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reach  down  to  the  astragal,  and  their  lower  extremities  are 
covered  by  the  leaves  in  the  row  immediately  beneath  them. 
The  formation  of  the  leaves  in  the  upper  row  is  usually  as 
shown  in  Fig.  3^,  and  from  their  tops  spring  the  cauliculi 
and  volutes  tliat  support  the  abacus.  The  abacus  differs 
but  little  from  that  of  the  Grecian  Corinthian  order;  the 
outline  of  its  plan  is  practically  tlie  same,  while  the  mold* 
ings  that  compose  it  are  the  cavetto^  fillet^  and  an  ovolo, 
the  latter  usually  enriched  with  the  egg-and-dart  ornament, 
and  a  rosette  or  flower  of  some  kind  is  pendent  from  the 
middle  of  each  side  of  the  abacus. 


I^ 


hiUi--i 


53.  The  entablature  of  this  order  is  quite  different  from 
any  yet  described.  The  architrave  is  divided  into  three 
horizontal  bauds,  or  fas* 

cias,  as  w^as  the  Ionic,  but  ir 

instead  of  a  plain  pro- 
jection of  one  fascia  be- 
yond the  other,  they  are 
separated  by  a  number 
of  different  small  mold- 
ings. These  small  mold- 
ings, and  frequently  the  ^^^^  S3, 
middle  fascia  as  well,  are  enriched  with  elaborate  carved 
molds,  although  shown  in  Fig.  32  without  these  appendages. 
The  foot  mold  consists  of  small  torus,  cyma  re  versa,  and 
fillet,  the  cyma  often  containing  enrichment.  The  frieze, 
here  shown  as  a  plain  wide  dado,  is  usually  ornamented  with 
figures  carved  in  high  relief,  and  is  topped  with  a  dentil 
mold  containing  a  torus  and  cyma.  The  dentils  are  plain 
rectangular  blocks,  spaced  one-half  their  width  apart,  and 
support  the  modi  11  ion  mold,  which  consists  of  fillets,  torus, 
and  a  large  ovolo.  The  modillions  are  the  projecting 
brackets  that  support  the  corona,  or  crown  mold,  and  are 
somewhat  better  shown  in  the  enlarged  view  given  in 
Fig-  33.  The  acanthus  leaf  and  spiral  are  used  with  great 
effect  in  their  construction,  and  the  bed  mold  shown  at  /  is 
carried  around  their  upper  edges,  forming,  besides  a  finish 
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for  ihe  mod  ill  ion,  a  i>aiieled  ttTect  in  the  planceer.  The 
plancecr  is  wide  and  coiitaitis  mokiings  arrany:ed  in  panels 
with  rosettes  in  tlieir  centers.  The  corona  consists  of  the 
usual  wide  fascia  and  cyma  recta  with  interposed  smaller 
molds  in  which  may  be  seen  the  cyma  re  versa  and  fillets. 
Above  tlie  large  cyma  a  rather  wide  fillet  finishes  the  cor- 
nice. Heads  of  lions^  and^  in  some  cases^  g^rotesque  heads^ 
are  added  to  the  large  cyma  of  the  cornice,  and  are  regu- 
larly spaced  over  every  other  modillion  in  the  entablature; 
they  are  not  shown,  however,  in  the  illustration  here  pre- 
sented. 


THE   CO^rPOSITK  OKBER. 

54,  This  order  was  an  invention  of  the  Romans  and  is 
a  result  of  their  attempt  to  secure  something  more  elabo- 
rate than  the  Corinthian.  It  is  practically  a  combination  of 
the  Corinthian  with  the  Ionic,  and  its  proportions  conform 
very  closely  with  those  of  the  former,  as  shown  in  Fig.  34. 
As  a  matter  of  fact,  the  ancient  examples  of  what  is  called 
the  Composite  order  do  not  differ  so  much  from  the  ordi- 
nary examples  of  the  Corinthian  as  the  latter  do  among 
themselves,  with  the  exception  of  the  peculiar  formation  of 
the  capttah  The  Composite  order  ap[)ears  to  have  been  in- 
vented by  the  Romans  solely  for  the  pnrpose  of  displaying 
heavily  enriched  members  in  the  moldings  of  the  entabla- 
ture. It  was  used,  at  first,  only  in  the  construction  of  their 
triumphal  arches — ^structures  in  which  highly  elaborate 
effects  were  desired  without  apparent  consideration  of  their 
cost* 


56,  As  seen  in  Fig.  34,  the  stylobate  of  this  order  dif- 
fers from  that  of  the  Roman  Corinthian  only  in  the  forma- 
tion of  the  moldings.  The  proportions  of  the  column  also 
are  the  same  as  in  the  order  last  described.  The  moldings 
of  the  base  and  the  flutings  of  the  shaft,  together  with  its 
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entasis  and  the  astragal  of  the  capital,  may  be  taken  di- 
rectly from  the  drawing  of  the  Corinthian  in  Fig;  32.  The 
principal  difference  in  the  capital  consists  in  the  enlarge- 
ment of  the  volutes  and  in  the  connection  of  their  stems 
horizontally  under  the  abacus,  giving  the  appearance  of  a 
distorted  Ionic  capital.  An  enriched  egg-and-dart  mold  in 
the  form  of  an  ovolo,  together  with  a  small  bead  mold,  is 
usually  added  immediately  under  the  abacus  and  between 
the  volutes,  as  seen  at  g^  Fig.  34.  Acanthus  leaves  in  two 
rows  fill  up  the  whole  height  from  the  astragal  to  the  bot- 
tom of  the  volutes,  and  are  consequently  higher  than  in  the 
Corinthian  capital,  the  increased  height  being  given  to  the 
upper  row  of  leaves.  The  abacus  is  so  nearly  like  that  of 
the  Corinthian  capital  as  to  need  but  little  description;  its 
moldings  are  the  same  in  form,  and  it  contains  an  orna- 
ment, in  the  center  of  its  face,  similar  to  that  already  de- 
scribed. 

56.  In  the  entablature,  the  architrave  contains  two,  and 
sometimes  three,  wide  fascias  separated  by  fillets  and  small 
cyma  reversas,  the  latter  seldom  shown  without  enrichment. 
The  foot  mold,  as  shown  in  Fig.  34,  consists  of  a  graceful 
combination  of  small  members,  also  usually  heavily  enriched. 
The  wide  frieze  is  sometimes  finished  at  both  upper  and 
lower  edges  in  an  escape,  and  is  often  elaborately  carved  with 
figures  in  relief,  as  in  the  Corinthian  order.  Above  the 
frieze,  the  various  members  of  the  entablature  may  be 
taken  as  identical  with  those  of  the  Roman  Corinthian, 
every  curved  member  of  which  is  frequently  heavily  en- 
riched. Even  the  wide  fascia  of  the  crown  mold  is  some- 
times ornamented  with  elaborate  carving,  although  shown 
plain  in  Fig.  34.  In  certain  cases  where  this  order  is  used, 
the  modillions  are  omitted,  as  in  the  example  shown  in 
Fig.  34.  This,  of  course,  cuts  down  the  projection  of  the 
corona,  for  the  bed  mold  is  then  placed  immediately  above 
the  modillion  molding  and  the  planceer  is  proportionately 
shortened.  The  planceer  is  usually  given  the  form  of  a  cyma 
in  such  cases,  as  shown  at  r,  in  Fig.  34. 
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ABCHITECTURAL  FORMS. 


MODIFICATIONS  OF  THE  COLtlMK. 


PII^ASTEBS. 

57i  In  all  the  orders  thus  far  constdered,  the  column 
proper  has  been  treated  as  a  round  or  cylindrical  form.  A 
need  arose,  however,  in  many  cases,  for  forms  rectangular 
or  square  in  plan,  and  we  find  such  forms  modified  some- 
what to  resemble  the  column.  Certain  varieties  of  this 
form  are  called  pilasters,  or  ant;e»  and  are  found  more  fre- 
quently in  modern  constructions  than 
in  examples  of  ancient  architecture. 
For  example,  the  face  of  a  wall  is 
frequently  broken  by  square  pro- 
jections approaching  the  column  in 
width  and  rising  to  a  height  simi- 
lar to  that  of  the  column.  When 
pilasters  are  intended  to  resemble  the 
column,  they  may  be  considered  as 
belonging  to  an  architectural  order, 
and  should  be  given  nearly  the  same 
treatment  as  the  column  of  the  order 
in  which  they  are  used.  Like  the 
column,  they  usually  consist  of  base, 
shaft,  and  capital. 

58.  The  base  most  commonly 
usedis  the  Attic  base  shown  in  Fig.  35; 
it  is  seen  to  consist  merely  of  a 
plain  fillet  and  torus  above  the  plinth 
block.  When  a  pilaster  is  used  to 
support  the  wall  end  of  an  entablature 
whose  outer  extremity  rests  on  a  column^  as  in  Fig.  36,  the 
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sides  of  the  pilaster  diminish  with  entasis  in  the  same 
manner  as  tlo  the  sides  of  the  culumn  j  but  when  no  cohimii 
is  present,  the  pilaster  is  straight  and  its  sides  are  parallel 
and  perpendicular  to  the  base,  as  shown  in  Fig.  35. 

69#  Tlie  shaft  may  be  either  fluted  or  plain,  at  the  dis- 
cretion of  the  builder.  If  the  pilasters  are  fluted,  either 
seven  or  nine  grooves  are  used,  as  desired,  except  where  a 
pilaster  is  returned  on  the  angle  of  an  inside  corner,  as  in 
Fig*-37»  wlien  four  or  five  flutes  should  be  cut  on  each  face 


FlQ.  36. 

in  order  to  avoid  bringing  a  flute  into  the  angle.  When  a 
pilaster  is  returned  on  an  exterior  corner,  a  fulUwidth  face 
is  shown  on  each  side  of  the  angle,  as  in  Fig.  38.  Pilasters 
should  project  from  the  face  of  the  wall  in  proportion  to 
the  load  they  are  assumed  to  rarry^amounts  varying  from 
one-fifth  to  two'thirds  being  considered  extremes.     When 
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pilasters  project  less  than  one-half  of  their  diameter,  the 
reinrn  faces  are  not  fluted,  but  appear  as  shown  at  r, 
Fig.  37 

60.  The  capitals  of  pilasters  differ  widely  even  when 
they  are  used  in  connection  with  one  or  more  columns  of 
the  architectural  orders  previously  described.  Occasionally, 
the  capital  will  be  a  modified  form  of  the  proper  classic 
capita!  of  the  order  in  which  the  pilaster  is  used,  but  more 
often  it  is  merely  a  series  of  plain  moldings  more  or  less 
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Fig.  m. 


PtG.  88. 


enriched  according  to  the  character  of  the  structure  in 
which  the  pilaster  is  used.  The  moldings  of  the  Tuscan 
and  Doric  capitals  very  readily  lend  themselves  for  use  on  a 
square  pilaster.  The  Ionic  and  Corinthian  capitals  are  fr^- 
quently  reproduced  on  square  pilasters,  but  the  artistic 
effect  may  be  questioned. 


columns.  An  example  of 
such  a  column  is  shown  in 
Fig.  39.  It  usually  consists 
of  a  somewhat  complicated 
group  of  small  shafts  sur- 
rounding a  central  core.  In 
some  cases  the  central  core 
is  square  or  octagonal  in 
plan,  with  half* round  col- 
umns against  its  sides;  in 
other  examples  a  number  of 
round  columns  are  grouped 
together  and  mitered  in  the 
same  way  in  which  a  carpen- 
ter would  miter  his  moldings, 
that  is^  by  cutting  vertically^ 


FIG.  80. 


FtO.  40, 


through  the  coUmms  on  regularly  established  miter  lines. 
A  plan  of  the  column  first  described  is  shown  at  (^),  Fig,  40, 
while  a  plan  of  round  mitered  columns  is  represented  at  (i), 
Fig.  40. 


BALUSTICItS. 

62,  Another  architectural  (nvm  somewhat  related  to 
the  cokimn  is  tlie  halustt^r.  It  is  pninarily  used  to  support 
a  hand  rail  placed  in  fruut  uf  windows  or  around  enclosures 
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Fig.  41. 
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for  balconies,  and  is  frequently  utilized  as  an  ornamental 
finish  on  the  roof  line  of  a  building  above  the  main  cornice. 
A  balustrade  is  essentially  a  series  of 
balusters  with  base  and  cap  rails,  and  may 
be  placed  between  columnar  pedestals  or 
it  may  have  independent  angle  piers  with 
intermediate  piers  to  strengthen  its  con- 
struction. It  should  always  partake  of 
the  genera!  characteristics  of  the  struc- 
ture of  which  it  forms  a  part.  The  balus- 
ters in  any  panel  should  always  be  odd  in 
number  and  should  be  so  spaced  that 
the  distance  between  them  will  be  equal 
to  half  their  largest  di^ameter.  In  order 
to  determine  the  best  pro^Dortions  to  give 
the  different  parts  of  the  balustrade,  the 
whole  height  should  be  divided  into 
thirteen  equal  parts,  as  shown  in  Fig,  41, 
of  which  the  height  of  the  baluster  is 
eight  parts,  that  of  the  base  three  parts^  and  that  of  the 
cornice,  or  rail^  two  parts. 


63.  Balustrades  intended  for  actual  use  in  a  building — 
that  is,  when  they  are  intended  to  serve  the  purpose  of  a 
hand  railing — should  not  be  less  than  3  feet  nor  more  than 
3  feet  G  inches  in  height.  When  used  for  purely  ornamental 
purposes,  however,  as  in  crowning  the  main  cornice  of  a 
building,  the  balustrade  should  bear  some  proportion  to  the 
parts  of  the  building — that  is,  it  should  never  exceed  four- 
fifths  of  the  height  of  the  entablature.  The  balustrade  may 
be  placed  on  a  plinth  if  necessary  to  raise  it  so  that  the  en- 
tire balustrade  can  be  seen  from  the  best  point  of  view  for 
the  building  itself.  The  baluster  varies  in  shape  and  pro- 
portion of  thickness  to  length  of  shaft  in  accordance  with 
the  order  in  which  it  is  used.  The  plinth  g  and  the  abacus  ft 
are  always  square,  and  the  shaft,  or,  as  it  is  sometimes  called, 
the  vase  k,  is  nearly  always  round.  When  the  balustrade 
is   used   in   connection  with   the   Tuscan   order,   however^ 
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the  vase  is  sometimes  made  square  in  plan.  The  thick- 
ness of  the  baluster  at  d^  the  heaviest  part  of  the  vase, 
should  correspond  with  the  diameter  of  the  plinth^,  and 
should  be  equivalent  to  about  three  of  the  thirteen  parts  into 
which  the  whole  height  of  the  balustrade  is  divided.  The 
abacus  should  be  about  one-seventh  less  than  the  width  t/, 
while  at  ^,  ^,  the  two  slender  portions  of  the  vase,  the  thick- 
ness should  be  about  one  part.  The  proportions  just  given 
may  be  assumed  as  correct  for  use  with  the  heavier  orders, 
as  the  Tuscan  and  the  Doric,  while  balusters  of  more  slender 
proportions  may  be  constructed  for  the  later  orders. 


CIM.SSIC  MOLDINGS. 

64*  Moldings  serve  a  twofold  purpose  in  architectural 
construction:  first,  they  give  variety  to  the  outline  of  the 
principal  divisions  of  an  order,  such  as  the  base,  capital,  en- 
tablature, etc. ;  and,  second,  they  serve  to  divide  the  verti- 
cal surfaces  and  cast  horizontal  shadows  to  emphasize  the 
divisions,  thus  preventing  a  monotonous  appearance  in  the 
general  mass.  The  profile  of  the  molding  is  of  vast  impor- 
tance, since  on  its  contour  depend  the  strength  and  depth  of 
the  shadows  and  tlie  character  of  tlie  outline.  This  feature 
was  recognized  by  the  ancient  architects  to  its  fullest  extent, 
and  in  the  principal  divisions  of  the  orders  into  Grecian  and 
Roman  interpretation,  we  find  two  entirely  different  sys- 
tems employed.  It  has  already  been  noted  that  Grecian 
architecture  is  distinguished  by  the  grace  of  its  proportions 
and  by  the  beauty  of  its  outlines,  which,  in  nearly  every 
instance,  are  found  to  follow  the  curves  of  the  conic  sec- 
tions, generally  the  parabola  or  the  hyperbola.  Occasion- 
ally an  outline  is  enc^ountered  whose  profile  is  that  of  the 
ellipse,  and  very  rarely  the  circle.  Roman  moldings,  on 
the  contrary,  are  nearly  always  formed  from  the  arcs  of  one 
or  more  circles,  and  for  this  reason  their  profiles  are  deficient 
in  that  cx|)ressi()n  of  ddic  ac  y  and  refinement  that  charac- 
terizes the  details  of  the  (iifek  monuments. 
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65»  The  principal  moldings  found  in  classic  architecture 
are  eight  in  number.  Each  is  known  by  a  name  descriptive 
of  its  shape  or  general  purpose.  Inasmuch  as  the  Roman 
moldings  are  identical  in  name  and  similar  in  purpose  to 
their  Grecian  prototypes,  the  two  varieties  may  be  studied 
simultaneously  in  the  following  text.  The  Grecian  molds 
are  designated  in  the  illustrations  by  upper  case,  or  capital ^ 
letters^  while  those  of  Roman  construction  are  indicated  by 
lower  case,  or  small,  letters. 

66,  The  fillets  .J,  ti^  Fig.  42 »  arc  simply  square -edged 
bands  in  both  orders,  and  are  rarely  cirnamented.  They  are 
generally  used  in  connection  with  some  other  molding,  and 
are  frequently  employed  to  separate  the  individual  members 


a' 


,^ 


Fia.  42, 

of  a  group  of  moldings,  as  in  the  base  and  capital  of  a 
column.  They  are  also  used  to  emphasize  the  divisional 
line  between  the  surfaces  of  distinct  members,  as  in  the 
entablature  between  the  architrave  and  the  frieze.  The 
fillet  derives  its  name  from  a  Latin  word  meaning  a  thread. 


67,     The  undulated  moldings  />,  b  and  Cy  i%  Fig.  42,  are 
knuwUp    respectively,   as   cyma   rectas  and   cyma  reversas, 
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which  have  been  previously  defined.  The  cyma  recta  is  con- 
cave in  its  upper  part  and  convex  below,  as  shown  at  B  and  b, 
while  the  cyma  reversa  is  convex  above  and  concave  below, 
as  shown  at  C  and  c.  The  cyma  recta  is  frequently  seen  in 
the  crowning  member  of  cornices,  in  which  situation  it  acts 
as  a  hood,  or  covering,  to  shelter  the  lower  members;  on 
this  account  it  is  often  referred  to  as  a  crown  molding.  It 
is  not  well  adapted  for  use  as  a  supporting  member,  and  is 
rarely  ^o  used.  It  is  frequently  ornamented  with  designsof 
the  honeysuckle,  or  anthemion,  leaf  or  other  floral  devices, 
which  are  invariably  carved  in  relief.  The  shadow  of  this 
molding  is  very  sharp  and  distinct  at  the  top  and  the  bot- 
tom, blending  off  at  the  center  where  the  full  strength  of 
the  light  is  shown.  The  method  of  constructing  the  arcs 
for  the  cyma  recta  at  b  will  be  understood  from  the  draw- 
ing.  At  B'  '\s  shown  a  cyma  whose  outline  is  that  of  the 
parabolic  curve,  the  construction  of  which  will  appear  if  the 
formation  of  the  dotted  lines  is  closely  studied.  At  B'  the 
cyma  is  constructed  with  elliptical  curves  that  will  be 
familiar  to  the  student  who  recalls  a  certain  problem  in 
Geometrical  Drawing. 

68.  The  cyma  reversas  C  and  c  have  all  the  varieties  of 
curve  possessed  by  tliecyma  rectas.  As  the  name  indicates, 
the  curves  are  reversed  from  the  position  occupied  in  the 
cyma  recta,  and,  as  a  rule,  the  curves  themselves  are  more 
deei)ly  cut.  This  molding  is  enriched  more  frequently  than 
the  cyma  recta,  and,  unlike  that  molding,  is  well  adapted  for 
use  as  a  supporting  member.  Both  forms  of  the  cyma  are 
also  known  as  the  ogee,  a  term  perhaps  more  frequently 
employed  by  trade  workers  than  the  more  technical  word 
cyma.  The  word  cyma  is  derived  from  a  Greek  word  mean- 
ing a  wave,  while  the  words  recta  and  reversa  define  the 
position,  and  mean,  respectively,  upright,  and  reversed,  or 
opposite. 

69.  The  cavettos,  or  cove  molds,  shown  at  D  and  </, 
Fig.  43,  are   concave  moldings  whose  outlines  are   almost 
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.identical  with  the  upper  part  of  the  cyma  recta.  They  are 
used  as  crowning  members  and  as  a  means  of  obviating  the 
sharp  angle  that,  without  it,  would  occur  between  a  fascia 
and  a  fillet.  These  molds  are  never  used  for  base  members 
and  are  never  ornamented. 

70,  Moldings  that  have  for  their  outline  a  form  com- 
monly known  as  quarter  rounds  are  shown  at  E  and  ^, 
Fig.  43.     Here  it  is  seen  that  the  mold  at  e  is  composed  of 


Fig.  48. 


a  quarter  circle;  this  is  the  Roman  form  of  the  quarter 
round  and  is  known  as  the  ovolo.  The  Grecian  form  is 
known  as  the  echinus  mold  E^  Fig.  43,  and  is  defined  by  an 
elliptical  or  parabolic  arc.     The  outlines  of  both  of  these 
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molds  correspond  very  closely  to  the  upper  portion  of  the 
cyma  reversa.  They  are  well  adapted  for  use  as  supporting 
members,  although  seldom  used  in  places  below  the  level  of 
the  eye.  The  egg-and-dart  ornament  is  a  favorite  enrich- 
ment for  this  molding,  and  is  always  cut  into  its  surface- 
never  carved  in  relief. 

71.  The  bead  mold  is  a  small  molding  whose  profile  is 
rather  more  than  a  semicircle,  as  shown  at  /^and  f^  Fig.  43. 
It  is  seldom  used  by  itself,  being  found  in  connection  with  a 
fillet  separating  two  larger  or  more  important  members,  or 
else  dividing  a  large  vertical  surface  by  a  long  broken 
shadow,  as  between  the  fascias  of  the  Roman  Corinthian 
architrave.  The  bead  molding  is  near4y  always  carved  into 
a  series  of  globular  and  disk  forms,  from  which  it  derives  its 
name. 

72.  The  8cotias  G  and  g^  Fig.  43,  are  hollow  moldings 
used  almost  entirely  in  the  bases  of  columns  between  the 
fillets  that  accompany  the  two  torus  moldings.  The  contour 
of  the  scotia  is  identical  with  that  of  the  reversed  ovolo,  and 
it  casts  a  deep  shadow.  It  is  therefore  most  frequently  used 
in  positions  that  fall  below  the  level  of  the  eye,  where  it  is 
in  contrast  and  thus  strengthens  the  effect  of  the  adjacent 
moldings.  The  name  scotia  is  from  a  Greek  word  meaning 
darkness. 

73.  The  torus  is  the  principal  molding  used  in  the  bases 
of  the  (M)liimns  in  all  the  five  orders;  it  is  usually  used  twice, 
and  tlu*  two  torus  moldings  are  separated  by  a  scotia,  as  just 
ex[)laine(].  Torus  molds  are  shown  at  //  and  //,  Fig.  43. 
The  upper  torus  of  a  base  is  usually  the  smaller,  and  pro- 
duces, with  the  CSC  ape  of  the  shaft,  an  effect  similar  to  that 
of  the  cyma,  while  a  corresponding  effect  is  produced  by  the 
lower  torus  and  the  scotia. 

74.  Practice  in  the  geometrical  constructions  necessary 
to  produce    the    moldinij^s    here    shown    is   essential    to  the 
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student^  and  he  should  endeavor  to  acquire  a  certain  amount 
of  proficiency  in  such  work.  Of  much  more  advantage, 
however,  will  be  the  facility  of  producing  close  approxima- 
tions to  these  curves  by  mere  freehand  methods.  Freehand 
work  should  not  be  attempted  at  first,  nor  until  the  student 
has  learned  to  recognize  the  curve  needed  for  a  particular 
place.  After  he  has  acquired  this  information,  however, 
much  time  will  be  saved,  when  making  detail  dra%vings,  if 
he  is  able  to  draw  the  required  curves  without  instruments. 


FEDEMEXTS. 

75,  The  gable  ends  of  structures  are  frequently  finished 
with  moldings  similar  to  those  used  in  the  crown  molds  of 
their  entablatures,  A  molding  so  used  is  shown  in  Fig,  44, 
and  is  called  a  rake  mold.     When  a  rake  molding  is  finished 
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at  its  lower  extremity,  as  shown  in  this  illustration^  on  a 
return  of  the  main  cornice,  it  is  customary  to  use,  for  the 
profile  of  the  rake  mold,  an  outline  similar  to  that  used  for 
the  members  of  the  main  cornice.  In  many  cases,  however, 
it  is  desirable  to  return  the   upper  members  of  the  main 
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Fig.  46. 
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cornice  along  the  line  of  the  rake  mold  in  the  manner  shown 
in  Fig.  45.  When  such  a  construction  is  to  be  used,  the  profile 
of  the  rake  mold  must  be  determined  by  certain  operations 
in  projection  drawing,  in  order  to  insure  a  correct  miter  of 
the  several  members.  The  method  of  finding  this  profile  is 
shown  in  Fig.  46.  The  profile 
of  the  main  cornice  is  first  drawn 
in  the  usual  position,  as  repre- 
sented at  {a).  Points  are  next 
designated  at  the  angular  bends 
of  the  molding,  as  indicated  by 
the  letters  a,  *,  r,  etc.,  Fig.  46, 
and  points  are  also  located  on 
the  curved  outlines  of  the  other 
members  by  spacing  such  curves 
with  the  dividers,  as  at  i,  2,  3, 
etc.,  Fig.  46.  A  series  of  par- 
allel lines  at  the  angle  of  the  de- 
sired rake  mold  is  then  drawn 
through  these  points  and  extended  some  distance  away  from 
the  iSaiter.  The  view  shown  at  {i)  is  next  drawn ;  this  view 
is  merely  a  copy  of  the  profile  shown  at  (a),  but  is  so  placed 
as  to  be  at  right  angles  to  the  raking  lines  of  the  mold. 
Points  must  be  located  on  the  outline  of  this  profile  in  the 
same  relative  positions  as  occupied  in  the  view  at  {a) ;  to 
assist  th&vstudent  in  comparing  the  drawings,  similar  points 
in  both  views  have  been  designated  by  corresponding  letters 
and  figures;  thus,  a\  b\  1\  etc.  at  ijj)  correspond  in  posi- 
tion to  tf,  by  i,  etc.  at  (a).  The  parallel  lines  in  the  rake 
mold  are  next  intersected  by  perpendiculars  drawn  from  the 
view  at  (^),  and  the  profile  of  the  required  rake  mold  may 
then  be  drawn  through  the  points  of  intersection,  as  shown 
in  Fig.  46  at  a\  b\  1\  etc. 
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76,  It  sometimes  happens  that  the  original  profile  of  a 
crown  mold  must  be  used  for  the  rake  mold,  in  which  case 
the  profile  for  the  return  must  be  developed  by  a  proc- 
ess exactly  the  opposite  of  that  shown  in   Fig.   46.     This 


68 


ARCHITECTURAL   PROPORTION. 


§20 


construction   is  shown   in   detail  in    Fig.   47,  in  which  the 
profile  of  the  rake  mold  is  represented  at  (a).      Points  are 

first  located  on  its  outline  in  the 
same  manner  as  before  described, 
and  parallels  that  extend  indefi- 
nitely toward  the  left  in  Fig.  47 
are  drawn  through  these  points. 
A  profile  similar  to  that  at  (a), 
with  division  points  spaced  in  a 
corresponding  manner,  is  next 
drawn  in  the  position  shown  at 
(^),  and  the  reconstructed  profile 
for  the  return  molding  is  next 
traced  through  the  points  of  intersection  determined  by  the 
vertical  projectors  drawn  from  the  view  at  (d). 

77.  When  a  rake  molding  is  large  and  great  projection 
is  required,  members  other  than  those  of  the  crown  mold 
are  sometimes  used.  In  such  cases  the  brackets,  or  modil- 
lions,  used  in  the  main  cornice  are  frequently  added  to  the 
rake  mold.  The  sides  of  such  modillions  should  be  kept 
in  a  vertical    plane,  as  shown  at  a,  a,  a,  Fig.  48,   and  not 
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plaoed  on  the  rake  mold  perpendicular  to  the  lines  of  its 
members,  as  is  sometimes  incorrectly  done.  This  incorrect 
use  of  the  rake  mold  is  shown  at  /;,  ^,  ^,  Fig.  48,  and  is 
never  allowable  in  good  i)ra(nicc.  The  method  used  in  ob- 
taining the  profiles  for  the  raking  modillion  is  quite  similar 
to  that  used  for  tlie  i)rotilc  of  the  molding,  and  will  be 
understood  from  an  examination  of  the  drawing. 


They  are  used  also 
in  connectiun  with 
the  ptMlliTient,  an 
oniameiilal  form 
of  gable  frequently 
placed  over  dour  or 
wide  window  open- 
ings, and  sometimes 
over  the  tops  of 
the  main  cornices 
of  structures.  A 
variety  of  this 
architectural  form, 
known  as   the  hro- 


ken  pediment,  is  shown  in  Fig.  40,  in  which  it  will  be  noticed 
that  the  molds,  In  place  of  being"  continued  to  the  tipper 
miter,  as  in  Figs.  4-t  and  45,  are  cut  off  in  a  particular  man- 
ner some  distance    below.     An   urn   or   other   ornamental 
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form  usually  orcupies  the  open  space  at  the  top  of  these 
pediments,  while  the  members  of  the  rake  mold  arc  re- 
turned  in  a  profile  obtained   in  a  particular  manner     This 
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profile  is  determined  by  an  operation  in  projection  drawing 
similar  to  that  already  explained, 

79«  The  drawing^  in  Fig.  5(*  represents  the  method  used 
in  finding  rake  profiles  for  circular  molds  and  also  for  deter 
mining  the  profile  of  an  upper  return  in  a  broken  pediment 
whose  rake  molds  are  described  with  circular  arcs.  This 
drawing  is  constructed  by  a  process  similar  to  that  used  in 
Figs.  40  and  47,  and  should  be  understood  by  the  student 
without  further  explanation. 
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ARCirES. 

80.    Names  of  the   mirerent  Parts,  —  The  principafl 
parts  of  the  arch  will  be  understood  after  an  examination  of  J 
Fig,  51,   which  represents  an   ordinary   semicircular  arch.i 
From  this  drawing  it  is  seen  that  the  curve  of  the  arch  rises, 
or,  to  express  its  formation  in  the  terms  usually  employed 


Flo.  M. 


when  speaking  of  arches,  the  arch  springs  from  two  piers  a,  a 
on  cither  side  of  the  opening.  These  piers  are  called  abut- 
ments, and  a  Vine  drawn  across  the  opening  from  the  tops 
of  these  piers  is  called  the  Hpriui^Iug;  Hue,  or  ^prlngf  ILae, 
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of  the  arch.  The  stones  that  rest  on  the  abutments,  and  in 
which  the  first  indication  of  the  curve  of  the  arch  is  noted, 
are  called  ske-wbacks,  shown  at  b^  b.  The  arch  itself  con- 
sists of  wedge-shaped  stones  c  called  vousi*olr8,  or  ring 
stones.  The  voussoirs  are  sometimes  of  varying  sizes,  but 
for  the  same  arch  are  generally  made  as  nearly  uniform  as 
possible.  The  center  stone  at  the  top  of  the  arch  is  called 
the  keystone,  and  is  always  so  placed  that  a  vertical  center 
line  drawn  through  the  opening  covered  by  the  arch  passes 
through  its  axis.  The  voussoirs  between  the  keystone  and 
the  skewbacks  are  collectively  called  the  haunches  of  the 
arch.  The  under  surface  of  an  arch  is  called  its  soffit,  and 
the  line  that  represents  the  curve  of  the  soffit — that  is,  the 
line  that  defines  the  clear  opening  through  the  arch  in 
Fig.  51 — is  called  the  Intrados.  The  line  parallel  to  the  in- 
trados  that  defines  the  outer  ends  of  the  voussoirs  is  called 
the  extrados.  The  span  of  an  arch  is  the  horizontal  dis- 
tance between  the  abutments,  and  the  rise  is  the  distance 
of  the  extreme  vertical  height  from  the  springing  line  to 
the  intrados. 

Certain  rather  intricate  problems  in  engineering  are  in- 
volved in  the  construction  of  arches,  and  for  this  reason 
their  use  among  the  ancients  was  rather  limited.  As  already 
mentioned,  the  Romans  were  the  first  to  make  important 
use  of  the  arch,  and  several  examples  of  their  work  are  in 
existence  at  the  present  day. 

We  shall  now  proceed  to  a  brief  examination  of  several 
varieties  of  arches,  paying  attention  only  to  their  general 
forms. 


KTNBS  OF  ABCHB9. 

81.  Arches  are  frequently  named,  from  the  curve  of  the 
intrados,  as  semicircular,  elliptical,  pointed,  etc.  The  semi- 
eircnlar  arch,  as  its  name  indicates,  is  one  whose  intrados 
is  a  half  circle.  This  variety  has  already  been  referred  to 
in  the  description  of  Fig,  51. 
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82.  The  sefirmental  arch,  shown  in  Fig.  5*^,  is  one  in 
which  the  intrados  is  generally  an  arc  of  long  radius,  less 
than  a  semicircle.  The  curve  of  the  intrados  in  the  seg- 
mental arch  is  sometimes  composed  of  arcs  of  two  or  three 
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different  radii,  in  which  case  the  arch  is  termed  a  three-  or 
a  five-centered  arch.  A  three-centered  segmental  arch  is 
shown  in  Fig.  53,  from  which  illustration  it  will  be  seen  that 
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the  upper  part  of  the  arch  lias  a  lonii^  radius  with  a  center 
at  (>,  wliile  tlie  portions  near  the  springing  line  have  com- 
paratively sliorter  and  ecjual  radii,  with  centers  at  o'  and  o\ 


/ 
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The  method  of  indicating  the  joint  lines  between  the 
voussoirs  of  segmental  arches  will  be  understood  from  the 
manner  in  which  the  dotted  lines  are  drawn  across  the  open- 
ing to  the  respective  centers  of  curvature.  This  arch  is 
nearly  elliptical  in  form,  and  is  sometimes  erroneously 
termed  an  elliptical  arch. 

83.  The  true  elliptical  arch,  however,  is  one  in  which 
the  curve  of  the  intrados  is  defined  by  a  semi-ellipse,  as 
shown  in  Fig.  54.  The  voussoir  joints  in  this  arch  are  always 
perpendicular  to  tangents  of  the  intrados — that  is,  the  direc- 
tion of  any  joint  line  is  at  right  angles  to  that  of  the  tangent 
which  passes  through  the  intersection  of  the  joint  line  with 
the  intrados.  This  will  be  understood  from  Fig.  54,  in 
which  the  foci  of  the  semi-ellipse  have  been  located   at  o 
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and  o\  by  the  method  described  in  Geometrical  Drawing. 
The  number  of  voussoirs  is  first  decided  \ipon  and  spaced 
off  on  the  outline  of  the  ellipse,  as  indicated  by  the  points 
tf,  ^,  r,  d,  etc..  Fig.  54.  To  determine  the  direction  of  any 
joint  line,  as  at  d,  draw  do  and  do\  and  bisect  the  angle 
at  d.  This  bisector  produced  beyond  the  line  of  the  intrados, 
as  shown  in  Fig.  54,  defines  the  joint  line  at  d,  and  the  joint 
lines  for  the  remaining  points  on  the  intrados  are  determined 
in  a  similar  manner. 
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84,  Another  variety  of  arch  is  known  as  the  iK>inted 
arcli.  Fig.  66.  Its  intrados  is  formed  by  two  arcs  of  equal 
radii  intersecting  at  the  crown.  The  arch  shown  in  Fig.  55 
is  also  known  as  an  equilateral  pointed  arch,  since  the  radius 
of  the  intrados  is  equal  to  the  span.  This  arch  is  charac- 
teristic of  a  style  of  architecture  known  as  Gothic.     It  will 


Fig.  55. 

be  seen  from  the  illustration  that  the  intrados  and  the  ex- 
trados  are  concentric,  the  centers  of  both  curves  being  located 
at  a  and  a\  Since  these  centers  are  located  some  distance 
above  the  springing  line  bb^  the  arch  is  sometimes  described 

as  a  stilted  arch, 
and  the  perpendicu- 
lar distance  between 
the  centers  and  the 
springing  line  is 
called  the  stilt  of 
the  arch. 

85.     A  variety  of 
arch    in    which    the 
extrados      is      com- 
posed    of      pointed 
^*^'  ^  curves   and    the   in- 

trados is  formed  by  a  semicircle  is  shown  in  Fig.  66.     Such 


Fig  57. 

arch,  many  of  theiii  being  enriched  in  a  very  elaborate  man- 
ner. This  arch  is  sometimes  built  with  the  inirados  and 
extrados  concentric,  but  in  the  arch  here  shown  the  center 
for  the  intrados  is  at  a^  while  at  i  and  6*  are  the  centers  for 
the  pointed  extrados.  In  ali  horseshoe  arches  the  center  is 
stilted  far  above  the  springing  line  in  order  to  prodnce  the 
desired  effect. 
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87,  Arches  used  in  structures  whose  walls  are  composed 
of  coursed  stonework,  or,  as  it  is  termed,  ashlar  work,  often 
have  their  extrados  so  formed  as  to  present  an  appearance 
of  bonding  in  the  voussoirs.  This  construction,  which  occa- 
sions much  extra  expense  when  the  work  is  executed  in 
stone,  on  account  of  the  labor  involved,  is  usually  seen  only 
in  large  structures. 

88.  The  flat  arch.  Fig.  58,  is  very  common  in  modern 
architecture.     In  order  that  it  may  be  self-supporting,  this 


Vui.  r)8. 

arch  must  bo  of  such  sizr  that  a  segmental  arch  of  proper 
radius  and  sutTieienL  depth  ran  be  drawn  on  its  face,  as  in- 
dieat(Ml  i)y  tlie  dotted  aifN  d,  a  in  Fig.  58.  This  arch  should 
have  a  radius  ecjual  to  tlic  widtli  of  the  opening,  and  is  sel- 
dom used  for  openiuL^s  wider  than  5  feel.  The  keystones 
of  flat  arehes  tisually  j)i'ojr(t  about  one  inch  below  the  soffit 
of  the  arcli,  and  the  joint  lines  of  the  voussoirs  are  always 
drawn  radially  from  the  center  c>. 


varied  to  suit  the  fancy  of  the  designer,  althougfh  the  cyma 
recta  with  fillets,  as  shown  in  Fig.  50,  is  frequently  used 
for  the  lahel  mold,  while  the  bead  molding  shown  at  b  is 
commonly  employed  for  the  soffit  mold. 


WINDOW  THACKRY. 

90,  Brief  mention  has  been  made  uf  the  value  of  win- 
dow tracery  in  the  earlier  examples  of  architecture,  as 
affording  a  means  for  determining  the  date  at  which  the 
structure  was  erected.  Without  entering  into  this  part  of 
the  subject,  which  more  properly  belongs  to  the  province  of 
the  architectural  student,  we  will  now  consider  a  few  con- 
structive features  of  the  tracery,  together  with  the  elements 
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of  its  composition.  Since  the  materials  communly  used  for 
constructions  of  tliis  nature  at  the  present  time  are  thuse 
worked  by  the  stonecutter,  the  carpenter,  and  the  archi- 
tectural sheet-metal  worker,  these  artisans  are  frequently 
required  to  produce  full-sized  detail  drawings  for  such  work. 
Designs  for  window  tracery  consist  of  more  or  less  elaborate 
geometrical  constructions  in  which  the  circle,  square,  and 
triangle,  together  with  their  subdivisions,  are  used  as  a 
basis.  The  pentagon,  hexagon^  octagon »  and  other  polyg- 
onal forms  are  also  used  extensively  in  the  more  compli- 
cated designs. 


91  •     The  designs   for  window  tracery  depend,  to  a  cer* 
tain  extent,  on  the  formation  of  the  arch  ami  also  on  the 

number  of  divisions  into  which 

the  opening  of  the  window  or 
doorway  is  divided.  The  prin- 
cipal openings  for  the  admis- 
sion of  light  in  a  window  are 
called  clays.  When  a  window 
has  but  one  of  these  openings 
and  is  covered  with  an  arch 
whose  intrados  is  described 
with  a  radius  equal  to  the 
width  of  the  opening — that  is, 
an  equilateral  arch— it  maybe 
said  to  be  in  its  simplest  form, 
and  is  seldom  relieved  with 
tracery.  In  the  more  elabo- 
rate constructions,  however, 
windows  are  divided  into  two 
or  three  days  and  these  often 
are  subdivided  in  a  similar 
manner,  forming  multiples. 
The  upright  bars  that  sepa- 
rate the  days  of  a  window  are 


Fig.  60, 

called  m unions.     The  projecting   edges  of  these   mul lions 
are  frequently  decorated  with  moldings,  the  profiles  of  which 
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are  used  also  for  the  solid  portions  of  the  tracery.  The 
oroamental  portion  of  the  window  in  which  the  tracery  is 
displayed  is  called  the  head  oi  the  window, 

92,  Fig,  60  ilhistrates  a  comparatively  simple  form  of 
window  tracery — a  window  of  two  single  days.  In  this 
illustration  a^  a  are 
the  days,  b  is  the 
mull  ion,  and  c  is 
the  window  head, 
ornamented  in  this 
instance  with  a 
four-Iobed  figure  d 
known  as  the^w^r- 
terfoiL 

An  example  of 
a  w  i  n  d  o  w  with 
three  days  is 
shown  in  Fig.  (U. 
Here  the  tracery 
is  somewhat  more 
elaborate  and  is 
formed  principally 
by  three  cir- 
cles atc^  dcf^ 
and  egh^  each  of 
which  contains  a  trcfoiiy  or  a  qnarterfoil  k.  The  geometri- 
cal construction  will  be  understood  from  the  dotted  lines  in 
the  right-hand  portion  of  the  figure.  The  centers  from 
which  the  side  arches  are  described  are  indicated  by  the 
points  (?,  o^  while  o'  is  the  center  for  the  arcs  composing  the 
central  arch  whose  apex  is  at/.  The  intrados  for  the  main 
arch  is  described  with  arcs  whose  centers  are  at  r  and  j. 
The  positions  of  the  remaining  centers  may  be  determined 
by  means  of  the  dotted  construction  lines. 

A  window  composed  of  two  principal  days,  each  subdi- 
vided into  three  minor  days,  is  shown  in  Fig,  63.  The  de- 
sign in  this  instance  is  far  more  complicated   and  exhibits 


Fig.  01. 


divided  into  twelve  parts,  and  smaller  circles,  /,  2,  S,  ^,  5, 
etc. »  tangent  t»>  one  another  and  to  the  circumference  of 
the  great  circle  on  its  interior,  are  described  as  shown  in 
Fig.  62. 

03.     Another  window  of  six  days  whose  formation  dif* 

fers  from  that  shown  in  Fijr.  G2  in  the  respect  that  its 
principal  I  days  are  three  in  number,  is  shown  in  Fig,  03. 
Each  of  ilie  three  prinripal  days  is  here  divided  into  two 
minor  days,  and  the  circle  that  forms  the  basis  for  the 
tracery  is  divided  even  more  intricately  than  in  the  window 
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just  described.  The  geometrical  problems  given  in  the 
earlier  portion  of  this  Course  will  be  the  means  of  suggest- 
ing many  construc- 
tions that  may  be 
applied  to  the  for- 
mation of  tracery, 
and  will  serve  as 
a  test  of  the  stu- 
dent's ingenuity. 
Besides  being  used 
for  the  purposes 
for  which  they  were 
originally  designed, 
traceries  are  not 
infrequently  em- 
ployed in  decora- 
tive panels.  They 
are  favorite  con- 
structions with  the 

church      architect,  ^^^'^ 

and  are  seen  in  interior  as  well  as  exterior  work. 


KAME  AXD  DATE  FAKEI^S, 

04,  Although  used  very  frequently  in  modern  construc- 
tion, these  are  not,  strictly  speaking,  separate  architectural 
forms.  The  features  of  principal  impi^rtance  in  such  panels 
are  to  be  found  in  the  formation  of  the  letters  and  figures 
used,  and  it  is  to  assist  the  student  in  their  construction 
that  the  subject  of  panels  is  here  introduced.  The  custom 
of  placing,  in  some  prominent  position  on  a  structure,  the 
date  of  its  erection  or  some  inscription  relative  to  the  char- 
acter of  the  building  is  of  very  remote  origin.  Such  in- 
scription, or  lettering,  was  commonly  placed  in  the  frieze  of 
the  entalilature  or  in  the  background  of  a  pediment,  and 
this  practice  is  still  followed  for  buildings  w^hose  elements 
of  design  are  modeled  on  classic  lines,     The  requirements 
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of  the  modern  commercial  worlJ^  however,  demand  that 
inscriptions  placed  on  buildings  intended  for  business  use 
shall  be  as  conspicuous  as  possible,  and  in  order  to  render 
the  lettering  more  prominent,  the  ingenuity  of  the  archi- 
tect is  called  on  to  devise  ways  and  means  for  accomplishing 
this  result  without  detracting  from  the  appearance  of  the 
building.  This  is  a  difficult  task  at  best,  since  the  use  of  a 
building  for  advertising  purposes  was  surely  not  contem- 
plated by  the  originators  of  the  classic  orders.  The  ugli- 
ness of  the  modern  sign,  however,  may  often  be  relieved  by 
suitable  moldings  properly  disposed  as  panels,  but  first  con- 
sideration should  invariably  be  given  to  the  formation  of  the 
letters  and  figures  used.  Perhaps  nothing  detracts  so  much 
from  the  appearance  of  a  well-proportioned  building  whose 
graceful  moldings  have  been  carefully  planned  as  the  intro- 
duction of  ill-shaped  lettering.  In  order  that  the  student 
may  form  some  idea  of  the  correct  construction  of  letters 
and  figures,  two  representative  alphabets  are  illustrated  on 
the  accompanying  pages. 

9*5,  The  first  of  these,  shown  in  Fig.  64,  is  known  as  the 
block-letter  style  of  alphabet,  and  has  long  been  a  favorite 
with  architectural  workers  owing  to  the  sharp  effect  of  the 
letters  when  exposed  in  a  panel  and  the  ease  with  which  its 
lines  may  be  reproduced.  These  letters  may  be  copied  in 
any  desired  size,  if  attention  is  paid  to  the  background  or 
network  of  crossed  lines  on  which  the  letters  are  show^n, 


Fig   65. 


Suppose,  for  example,  that  a  panel  containing  the  words 
'*  Colliery  Engineer  Co."  is  desired,  and  that  the  letters 
must  be  15  inches  in  height.  It  is  necessary  only  to 
lay  off  on  the  drawing  board  a  vertical  line  15  inches  in 
length,  and  to  divide  this  line  into  five  equal  spaces  corre- 
sponding to  the  number  of  smaller  squares  contained  in  the 
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height  of  the  letters  in  Fig.  G4.  Through  each  of  the  points 
located  on  the  vertical  line,  horizontals  of  indefinite  length 
are  drawn,  and  later  other  verticals,  in  order  that  the  net- 
work of  lines  may  be  as  represented  in  Fig.  64.  Beginning 
with  the  C  and  filling  the  squares  in  the  manner  indicated 
in  the  illustration,  the  student  will  find  that  the  reproduction 
of  the  letters  in  Fig.  G5  thus  becomes  merely  a  mechanical 
matter,  while  the  appearance  of  the  letters  is  as  satisfac- 
tory as  if  the  services  of  a  skilled  sign  writer  had  been 
employed. 

96.  Oblique  letters  may  be  made  by  a  simple  modifica- 
tion of  the  foregoing  process.  Having  decided  on  the 
amount  of  inclination,  the  network  may  be  constructed  as 
shown  in  Fig.  G6,  and  the  letters  copied,  as  in  the  former 
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case.  In  this  instance,  however,  only  the  outer  outlines  of 
the  letters  should  be  drawn  coincident  with  the  lines  of  the 
network,  for  the  width  of  the  strokes  of  the  letters — that  is, 
the  heavy  lines   that  form  the   letters — should  be  uniform 


Fig.  67. 

throughout.  This  will  he  better  understood  from  the  draw- 
iii}^  in  V']^^.  07,  which  shows  the  grouping  of  letters  of 
F\^.  (;.")  slanted  for  the  purpose  of  exemplification. 

t)7.     AnotluT    popular    style    of    letter,    known    as    the 

I^^-eiu^h  Roman,  is  shown  in  V\'^.  »;S,  and  from  the  instruc- 
tion already  i^^iven  the  slndenl  will  he  enabled  to  reproduce 
or  eidarge  any  desirrd  (•.nihinalion  of  either  style. 
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APPLICATION  OF  PRINCIPLES. 

98.  The  proportions  given  in  the  illustrations  of  the 
five  orders  of  architecture  are  usually  maintained  by  mod- 
ern architects,  and  in  order  that  the  student  may  apply  the 
proportions  of  detail  in  his  daily  work,  it  may  be  well  lo 
give  a  few  examples  of  their  application.  To  reproduce  a 
cornice  of  any  particular  style  of  architecture,  it  is  necessary 
to  know  only  the  extreme  height  of  the  proposed  building. 
The  length  of  a  module  is  then  ascertained  by  dividing  the 
height  into  as  many  parts  as  there  are  modules  in  the  best 
examples  of  the  order  it  is  desired  to  copy.  A  scale  of 
modules  and  parts  may  then  be  constructed  as  already 
described,  and  the  dimension  figures  given  in  the  illustra- 
tions of  the  several  orders  may  be  used  directly  for  the 
detail  drawing.  Of  course,  some  deviation  from  the  estab- 
lished proportions  may  be  made  at  the  discretion  of  the 
designer,  but,  in  general,  one  who  is  unskilled  in  the  art 
of  architecture  should  follow  very  closely  the  dimensions 
given. 

99.  It  will  be  remembered  that  in  Fig.  1  was  shown  a 
building  with  an  ill-proportioned  cornice.  It  will  be  of  in- 
terest to  the  student  to  show  how,  by  the  application  of  the 
foregoing  j^rinciples  of  architectural  proportion,  the  appear- 
ance of  this  building  could  have  been  greatly  improved. 
Suppose  it  had  been  desired  to  complete  this  building  with 
a  cornice  of  the  Roman  Ionic  order,  and  that  the  height  of 
the  building,  from  the  toj)  of  the  water-table  to  the  top  of 
the  fourth-story  windows,  is  5(1  feet.  Referring  to  Fig.  29, 
the  illustration  of  the  Roman  Ionic  order,  we  find  the 
dimensions  of  the  stylobate  and  column  to  be  24  modidos. 
Therefore,  r)»;  teet.  the  height  of  the  building,  is  the  height 
of  'M  modules,  and  1  module  e(|uals  5G -r- 24  =  2^-,  or  2  feel 
-I  inches.  A  s(\ile  of  modules  and  parts,  in  which  the  module 
is  represented  2  feet  4  inches  long,  may  now  be  laid  off  as 
shown  in  Fi^.  10.  One  of  the  modules  in  the  scale  thus 
made  may  conveniently  be  divided  into  30  equal  parts  for  the 
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smaller  units.  In  the  illustration  (»f  the  Roman  Ionic  order, 
Fig.  29,  the  entire  hei^^ht  of  the  entablature  is  given  as 
4  jnodulesand  15  parts,  or  10  feet  <J  inches,  wliich  is  the  re- 
quired height  of  cornice  for  the  building.  The  detail  for 
the  construction  may  be  made  by  aid  of  the  illustration  in 
Fig.  2Q,  and  it  will  be  seen  that  the  building,  when  erected 
as  shown  in  Fig.  69,  presents  a  graceful  and  well-propor- 
tioned appearance.  In  this  cornice,  however,  raodillions 
are  used  in  place  of  the  dentil  course  shown  in  Fig.  29. 
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Fig.  09 

When  cornices  for  brick  structures  are  made  of  sheet 
metal,  they  not  uncommonly  begin  with  the  moldings  in  the 
upper  part  of  the  architrave,  and  the  several  wide  fascias,  or 
members  below  the  molding,  are  carried  out  in  the  building 
in  brickwork. 


lOO,     If  the  style  of  architecture  in  any  building  requires 
capitals  or  pilasters,  their  proportions  may  be  ascertained 
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by  a  process  similar  to  that  just  described.  Again,  if  the 
first  story  of  a  building — a  business  block  for  examples-con- 
tains a  store,  and  it  is  desired  to  finish  the  exterior  of  the 
first  story  by  columns  and  a  lintel  cornice,  the  process 
differs  in  no  way  from  the  preceding.  Of  course,  the  entire 
height  of  the  first  story,  only  is  considered  when  the  propor- 
tions are  laid  out.  The  same  is  true  also  of  proportions  of 
a  porch  supported  by  columns  finished  with  an  entablature. 
Interior  decorations,  such  as  ceiling  cornices,  window  ca- 
sings, door  trim,  etc.,  may  advantageously  be  proportioned 
in  the  manner  referred  to  in  the  preceding  illustrations. 


DRAWING   PliATE,  TITLE:   DESIGN  FOB 
SHEET-METAL.  BAY  WINDOW. 

lOl,  A  further  practical  example  of  the  application  of 
architectural  proportion  to  a  trade  problem  is  furnished  in 
the  accompanying  drawing  plate  entitled  **  Design  for 
Sheet-Metal  Bay  Window."  The  student  is  required  to 
make,  in  accordance  with  the  following  suggestions,  a  draw- 
ing of  the  plate  on  paper  the  same  size  as  that  used* for 
the  plates  of  preceding  sections,  and  send  it  for  correction 
in  the  usual  manner. 

The  drawing  to  be  made  consists  of  the  details,  drawn  to 
J-inch  scale,  of  one  of  the  bay  windows  shown  perspectively 
in  Fig.  70.  An  enlarged  perspective  view,  where  details 
oi  the  design  are  more  clearly  shown,  is  given  in  Fig.  71. 
Tlie  view  (I'ig.  70)  re|)resents  the  brick  wall  in  the  second 
story  corbeled  out  into  a  series  of  piers;  the  space  be- 
tween the  piers  measures  10  feet  in  the  clear,  and  is 
capped  by  a  segmental  arc  h  whose  radius  will  be  found  dur- 
ing the  construction  of  tlu;  drawing.  Between  each  pier  is 
placed  a  bay  window  whose  projection,  on  the  sheathing 
line,  from  the  face  of  the  wall  is  2  feet.  The  dimensions  of 
the  w(.)oden  construction  may  be  taken  by  scale  measure- 
ments from  the  reduced  plate.      By  aid  of  these  dimensions, 


below  the  vertex  point.  The  profiles  for  the  return  molds 
in  the  upper  portion  of  the  broken  pediment  are  to  be 
obtained  in  the  manner  described  in  Art.  75,  and  the  finial 
in  the  pediment  may  be  drawn  by  freehand  methods  in 
accordance  with  the  drawings  on  the  reduced  plate.  A 
dentil  mold  with  dentils  is  to  be  represented  as  shown,  and 
the  ornament  in  the  frieze  of  the  cornice  may  be  reproduced 


Fig.  71, 

the  plan  and  projected  in  accordance  therewith  to  the   ele- 
vation. 

A  peculiar  formation  ni  soffit  shown  in  the  projection 
drawings  consists  fif  a  series  of  flat  cynia  rectas  mitered 
against  blocks  directly  under  the  window   pilasters.      The 
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face  of  each  block  is  made  up  of  cyma  rectas  somewhat 
larger  than  those  in  the  soffit  itself.  The  drawings  on  the 
reduced  plate  arc  exactly  f  inch  to  the  foot,  and  the  plate 
made  by  the  student,  therefore,  will  be  twice  this  size. 
The  bricks  in  the  arch  and  in  the  piers  on  either  side  of  the 
bays  may  be  indicated  as  shown  by  lines  drawn  ?i  inches 
apart  in  accordance  with  the  |-inch  scale. 
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rNTRODUCTION, 

1,  General  Principles, — ^The  development  of  patterns 
for  sheet-metal  moldings  is  accomplished  by  processes  sub- 
stantially the  same  as  those  with  which  the  student  is  already 
familiar.  It  is  a  fact,  however,  that,  although  no  principles  of 
construction  are  used  that  have  not  already  been  explained 
in  Practical  Projection  2,nA  Development  of  Surfaces^  the  pat- 
tern draftsman  is  continually  encountering  new  situations 
that  demand  the  exercise  of  his  best  inventive  faculties.  It 
is  not  until  he  has  learned  to  apply  his  power  of  imagioation 
to  the  particular  case  in  hand  and  can  succeed  in  picturing 
to  himself — in  his  ''mind's  eye/Vso  to  speak — a  model  of 
what  the  completed  object  will  be  like,  that  he  can  be  said  to 
have  mastered  satisfactorily  the  subject  of  patterncutting. 
Only  in  this  way  will  he  become  expert  in  the  representation 
of  objects — the  fundamental  principle  involved  in  the  de- 
velopment of  patterns. 

We  have  already  seen  that  the  operations  on  the  drawing 
board  are  purely  mechanical  and  that  their  principles  are 
readily  mastered.  The  drawing-board  operations  are,  for 
the  work  contemplated  in  this  section,  precisely  similar  to 
those  heretofore  explained,  and  the  student  that  has  com- 
pleted the  plates  thus  far  required  in  the  Course  has  ac- 
quired sufficient  practice  for  the  particular  held  we  are  now 
entering. 

§21 
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With  comparatively  few  exceptions,  the  patterns  of  the 
cornice  maker  are  developed  by  the  most  simple  of  the  three 
processes  described  in  Development  of  Surfaces^  viz.,  the 
parallel  method.  The  difficulties,  then — if  any  may  be  said 
to  be  encountered  in  the  delineation  of  cornice,  or  sheet- 
metal  molding,  patterns — lie  wholly  in  that  part  of  the  work 
devoted  to  the  representation  of  the  object  itself.  This  fact 
becomes  apparent  when  we  remember  that  parallel  develop- 
ments are  readily  produced  after  the  view  showing  the  par- 
allel lines  of  any  solid  in  their  true  lengths  has  been  drawn, 
provided  that  the  cutting  plane — or  the  miter  line,  as  we 
have  later  termed  that  plane  when  shown  on  edge — has  been 
correctly  represented  and  projected  to  the  view  in  which  the 
parallel  lines  of  the  solid  are  shown.  Such  patterns  as 
require  the  use  of  the  radial  method  of  development  are  of 
the  most  elementary  kind,  and,  as  will  be  shown  later,  offer 
no  difficulties  to  the  student  that  has  mastered  the  solutions 
of  the  preceding  sections. 

^i.  AVliy  Ktralgrlit  Moldln^cH  Are  Classed  as  Parallel 
Forms. — One  of  the  first  solids  to  which  the  student's  atten- 
tion was  directed  when  the  subject  of  parallel  forms  was 
discussed  was  the  regular  cylinder,  Fig.  1  {li).  The  parallel 
lines  of  this  solid  were  necessarily  assumed  lines,  for  the 
reason  that  the  evenly  curved  surface  of  the  solid  itself  pre- 
sented no  edges  from  which  projectors  might  be  drawn. 
An  edge  view  of  the  solid  was  therefore  necessary  in 
order  that  such  [)oints  as  were  required  might  be  correctly 
lo(\ite(l. 

When,  in  one  of  the  |)roblems  in  a  preceding  section,  only 
a  j)ortion  of  the  surface  of  the  cylinder  was  needed  for  the 
half-round  gutter  shown  in  Fig.  1  (b),  the  student  had  little 
(lifficulty  in  c(»ni[)rehen(lini^-  that  the  conditions  just  men- 
tioned recjuired  hut  slij^ht  modification,  since  only  one-half 
of  the  snrfiKX'  of  the  cylinder  was  needed  for  the  pattern. 
If  a  portion  of  the  cnrvcMJ  surface  of  the  piece  of  straight 
gnitei-  show  11  in  I'i;^.  1  (A)  is  bent  in  an  opposite  direction, 
a  form  like  that  shown  in  W^.  1  (r)  will  result.      The  parallel 
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lines  of  the  curved  surface  would,  however,  be  represented 
in  two  views  precisely  like  those  needt^d  for  an  orthographic 
representation  of  ihecylinder^ — that  is,  in  a  right  plan  and  an 
elevation.  The  methods  used  to  develop  such  a  surface, 
therefore,  are  the  same  as  those  used  to  develop  the  surface 
of  a  cylinder.  Suppose,  now,  that  we  omit  the  beaded  edge 
from  the  piece  shown  in  Fi^.  1  (r)  and  compare  the  remaining 


i  i 


(c) 


m 


Fig.  1. 


surface  with  the  ogee  portion,  or  cynia»  of  the  molding  in 
Fig.  1  (d).  We  shall  then  have  little  difficulty  in  under- 
standing that  the  same  processes  by  which  the  surface  of 
the  cylinder  was  developed  will  suffice  for  the  development 
of  the  surface  of  the  molding.  It  will  be  seen,  also,  if  we 
add  other  surfaces  to  the  ogee  for  the  purpose  of  including 
other  members  in  the  pattern,  that  the  same  processes  of 
development  may  be  applied  to  all. 


3.  Relation  of  Views, — When  the  representation  of 
moldings  is  undertaken,  however,  an  important  matter  to  be 
taken  into  consideration  is  that  the  true  profile  of  the  molding 
must  be  represeuted  correctly  and  the  relative  amount  of 
projection  between  its  members  carefully  maintained  in  the 
several  views.     The  word   *' projection  "  is  here  used  in  a 


DEVELOPMENT  OF  MOLDINGS. 


sense  entirely  different  from  that  heretofore  given  in  this 
Course. 

The  **  projection  "  of  a  molding  may  be  defined  as  the 
overhany:,  or  protuberance,  beyond  a  certain  line  or  point 
from  which  measurements  are  made.  This  will  be  better 
understood  from  the  drawing  in  Fig  2,  in  which  the  two 
yiews — that  is,  the  edge  view  and  the  view   in  which  the 
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parallel  lines  are  shown  in  their  true  lengths — are  repre- 
sented, respectively,  at  {a)  and  {^).  The  view  at  {a)  may 
be  considered  as  a  plan  and  the  view  at  (I?)  as  either  a  front 
or  a  side  elevatiMn  at  right  angles  to  the  plan. 

The  molding  in  Fig.  2  is  in  an  erect  position  with  refer- 
ence to  the  line  A  B,  which  we  will  call  the  wall  line,  since 
it  may  represent  the  face  of  the  wall  to  which  the  molding 
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is  to  be  attached.  The  dimension  x  is  called  the  projection 
of  the  molding.  If  jr  were  8  inches,  we  might  say,  **The 
molding  projects  8  inches/'  or,  **The  molding  has  a  projec- 
tion of  8  inches.'*  The  dimension/  is,  of  course,  the  verti- 
cal height  of  the  molding,  for  in  the  right  view  at  {p)  it 
measures  the  perpendicular  distance  between  the  6uter 
parallel  lines  of  the  molding.  In  any  view  in  which  this 
molding  is  to  be  represented,  the  dimensions  x  and  /  must 
be  taken  in to^  consideration  as  thoughtfully  as  if  an  actual 
solid  were  to  be  handled  by  a  workman.  In  fact,  the  student 
will  arrive  at  a  better  understanding  of  the  properties  of 
moldings  if,  in  this  elementary  explanation  of  the  subject, 
we  consider  the  object  represented  in  Fig,  %  as  a  solid  block 
of  wood  or  other  material  molded  on  its  face  in  accordance 
with  the  profile  view  at  {a).  As  shown  in  the  view  at  (i), 
therefore,  the  edges  of  the  solid  are  represented  on  the 
drawing  by  full  lines,  and  if  assumed  edge  lines  are  desired, 
they  must  first  be  located  in  the  usual  manner  as  points  on 
the  view  at  {ti)^  where  the  surfaces  of  the  molding  are  shown 
on  edge.  A  perspective  view  of  the  molded  wooden  block 
is  shown  at  (^)  to  give  the  student  a  better  ttnderstanding 
of  the  subject. 

The  student  will  understand  that  a  development  for  the 
surface  of  the  solid  represented  in  Fig.  %  would  be  obtained 
by  a  process  precisely  similar  to  that  used  in  the  case  of  the 
cylinder.  The  form  of  the  cylinder,  however,  is  such  that 
it  may  be  turned  on  its  axis  without  materially  affecting  its 
development,  while  a  change  of  position  of  the  compara- 
tively irregular  solid  represented  in  the  view  at  (a),  Fig.  3^ 
produces  material  alterations  in  the  corresponding  view 
at  (i).  Thus,  if  the  solid  in  Fig.  2  were  to  be  turned  one- 
quarter  way  around^  as  indicated  by  the  dotted  arrow  in  the 
illustration,  it  would  then  be  necessary  to  represent  its  posi- 
tion as  in  Fig.  3  {a)  \  and,  as  may  be  seen  on  the  right,  the 
view  at  {b)  would  be  entirely  different  from  that  shown  in 
Fig.  2,  although  the  same  solid  is  represented  in  both  illus- 
trations. While  such  changes  of  position  are  not  of  great 
importance   when  a  development    is   desired  for  pieces  of 
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may  be  assumed  that  a  inimbtrr  of  pieces  of  wooden  molding 
strips  whose  profile  h  like  that  of  tlie  drawrngs  in  Fig.  2  (/?) 
and  Fig.  3  [ti)  are  cut  in  a  carpenter's  mixer  box  to  equal 
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lengths  and  on  a  miLer  line  at  an  angle  of  45''.  Four  pieces 
are  cut  from  a  stri|>  lying  in  llie  position  shown  in  Fig.  4  (a), 
and  four  others  from  a  strip  in  tht;  position  shown  in 
Fig.  5  {(i).  It  should  be  noted  that  in  order  to  secure  the 
right  **cut'*  at  hoth  ends  of  the  four  pieces  of  molding,  an 
extra  sawing  must  he  made  down  through  the  other  slot  in 
the  miter  hox.  This  extra  saw  cut  results  in  some  waste 
pieces,  marked  tc  in  the  illustration,  which  must  not  be  lost 
sight  of,  for  they  will  presently  be  used  to  demonstrate  an 
important  fact  in  miter  cutting. 


(^J 


Fig*  ^ 


Two  frames  are  now  made  from  the  longer  pieces  in 
Figs,  4  and  5.  These  frames  are  shown  in  the  respective 
illustrations  at  {if).  The  first  of  these,  Fig.  4  (/?),  illustrates 
what  is  termed  a  face  miter,  such  as  is  to  be  seen  in  the 
miters  of  picture  frames.  The  cornice  maker  frequently 
employs  such  miters  jn  panel  ccmstruction,  and  from  this 
circumstance  is  derived  the  term /n//r/ miter,  which  is  often 
applied  by  trade  workers  to  face  miters  of  every  description. 
Miters  of  this  sort  are  also  required  ai  the  extremities  of 
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inclined  moldtngs,  and  in  numerous  other  situations  to 
which  the  student's  attention  will  be  directed  later. 

The  second  frame  is  shown  completed  in  Fig.  5  (t) ;  here 
the  profile  of  the  molding  is  in  the  position  occupied  by  the 
profile  of  a  belt  molding  or  of  a  cornice.  This  form  of  miter, 
as  already  explained,  is  known  as  a  return  miter,  and  is, 
perhaps,  the  one  most  frequently  used  in  constructions 
likely  to  be  encountered  by  the  student.  .  The  student  should 
carefully  note  the  fact  that  the  difference  in  appearance  of 
the  two  frames  shown  in  Figs,  4  and  5  is  due  solely  to  the 
different  positions  in  which  the  molding  is  held  in  the  miter 
box  while  receiving  the  saw  cuts. 

5*     DiBtLnetlon  Between  Inside  and  Outside  Miters.— 

It  will  be  seen  that  the  waste  pieces  win  Figs.  4  and  5  may 
also  be  mitercd  so  as  to  form  frames^  as  shown  at  (a)  and  (*), 
Fig.  H.  This  important  difference  is  to  be  noted,  however: 
the  positions  of  the  profiles  of  these  two  frames  are  reversed 
as  compared  with  the  frames  in  the  drawings  at  (^),  Figs.  4 
and  5.  In  other  words,  if  the  miters  in  the  frames  first 
made  are  considered  as  outside  miters^  these  may  be  referred 
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to  as  inside,  or  reentrant,  miters.  It  is  evident,  of  cotir 
that  the  profile  of  the  molding  has  undergone  no  change^ 
during  the  process  of  sawing  in  the  miter  box.  It  is  true, 
moreover,  that  the  waste  pieces  w  were  obtained  by  the 
same  saw  cuts  used  to  obtain  the  longer  pieces  of  the  frame 
first  constructed.  It  will  be  seen  from  Fig.  6  that  the 
pieces  T£^  fit  together  accurately  and  form  miters  at  precisely 
the  same  angles  as  those  previously  examined. 
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The  distinction  between  outside  miters  ancl  inside  miters 
may  be  ill ost rated  somewhat  more  forcibly  if  an  arrange- 
ment of  the  several 
pieces  is  made  in  ac- 
cordance with  the  sev- 
eral views  at  (a)  and  (If), 
Fig.  7.  The  pieces  in 
the  drawing  at  (u)  are 
taken  from  the  frames 
shown  in  Fig.  4  (b) 
and  Fig.  6  {a),  while 
those  in  the  view  at  (^), 
Fig.  7»  are  taken  from 
the  frames  shown  in 
Fig.  5  t*)  and  Fig,  6  (A). 
Fig.  8  (tj)  and  (d)  shows 
the  pieces  used  for  the 
several  frames  again  re- 
placed in  their  original 
positions — that  is,  in  the 
positions  they  occupied 
before  the  molding  was  cut  in  the  miter  J^ox.  In  Fig.  8, 
the  pieces  marked  1  are  those  used  for  the  frame  in  Fig.  4  (i) ; 
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those  marked  2  are  from  the  frame  in  Fig.  6  {a)\  those 
marked  S  are  from  the  frame  at  Fig.  5  (S);  and  those 
marked  4  ^^^  from  Fig.  6  (i),  ^ 

100—37 


10 


DEVELOPMENT  OF  MOLDINGS. 


M 


It  will  be  seen  from  Fig.  8  that  two  pieces  are  produced 
by  a  single  miter  cut — one  suitable  for  an  outside  and  the 
other  for  an  inside  miter.  This  has  been  proved  in  the  case 
of  a  square  miter,  but  it  is  important  to  know  that  it  is  also 
true  of  a  regular  miter  at  any  angle. 

C>.  Development  of  Patterns. — In  accordance  with  in- 
structions previously  given  for  obtaining  parallel  develop- 
ments, let  a  plan  and  an 
elevation  of  certain  portions 
of  the  frame  shown  in  Fig.  4 
(d)  be  drawn  as  represented 
in  Fig.  9.  In  this  illustra- 
tion, the  plan  represents 
the  profile  view  of  the  mold- 
ing, while  the  true  lengths 
of  the  edge  lines,  together 
with  the  edge  view  of  the 
cutting  plane,  that  is,  the 
miter  line,  are  represented 
in  the  elevation.  The  stretchout  of '  the  molding,  or  as 
much  of  its  surface  as  is  included  between  A  and  B,  Fig.  9, 
is  laid  out  in  accordance  with  the  positions  of  the  points  on 
the  profile  view.     The  method  of  completing  the  patterns 
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])y  drawing  (lcvtl(>])cTs  lias  already  been  given  in  problems 
in  Dci'tlopiucut  of  Surfaces,  and,  therefore,  the  explanation 
need  not  be  re])eatetl  here.  The  pattern  developed  \\'ill 
be  referred   to   later    for   the    ])iirpose   of   explaining  more 
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definitely  the  intimate  connection  between  inside  and  out- 
side miters. 

Now,  let  a  drawing  for  the  development  of  the  frame  in 
Fig.  C  (a)  be  constructed  in  the  same  manner  as  the  develop- 
ment of  the  frame 
ifi  Fig.  0,  The 
resulting^  pattern, 
which  is  shown  in 
Fig.  10,  differs  ma- 
terially from  that 
shown  in  Fig.  iK 
On  placing  thtm 
side  by  side,  how- 
ever, as  in  Fig.  11, 
and  comparing  the 
two  patterns,  it 
will  be  seen  that 
adjacent   center  f^o.  n. 

lines  exactly  coincide;  had  the  draftsman  so  desired,  the 
patterns  for  both  frames  might  have  been  obtained  from 
the  same  operation.  In  other  words,  if  the  drawing  had 
been  constructed  as  shown  in  Fig.  12,  one  of  the  outlines 

could  have  been  used  for 
the  outside  miter,  and 
the  other— the  one  in- 
dicated by  light  cross- 
hatching  in  the  illustra- 
t ion  —  cou  I  d  h a vc  bee  n 
used  for  the  inside  miter. 
A  knowledge  of  this  im* 
portant  fact  is  of  mate- 
rial advantage  to  the 
draftsman,  who  is  there- 
by permitted  to  avoid 
-^*^-  ^^  an    additional    operation 

when  patterns  for  both  inside  antl  outside  miters  are  re- 
quired in  any  particular  construction. 

It  is  apparent,  from  an  inspection  of  Fig,   13,  that  the 
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same  is  true  of  the  profile  when  turned  in  a  different  direc- 
tion. A  development  is  here  given  for  two  frames  whose 
profiles  arc  in  a  position  opposite  to  that  shown  in  Fig.  12.  > 
The  resultinj^  patterns  are,  of  course,  placed  side  by  side 
in  the  development,  and  the  student  should  have  no  diffi* 
cutty  in  understanding  that  the  principle  ilhistrated  in 
Fig.  11^ — that  is,  that  the  same  tniter  line  may  be  used  for 
the  development  of  both  inside  and  outside  miters  —  is 
applicable  to  moldings  in  any  required  position* 

7,     Flndlti«rthe  PosUloii  of  the  Miter  Lliie.-^This  fea- 
ture of  the  drawinjj:  has  been  sutTiLieiUly  explained  in  former 
problems,  and   is  referred  to  here  only  for  the  purpose  of 
reminding  the  student  that  the  regular  miter  lines  for  mold- 
ings intersecting  at  any  angle  are  found  by  bisecting  the 
given  angle  and  using  the  bisector  itself  as  the  miter  line. 
It  is  sometimes  convenient  to  represent  the  angle  on  the 
drawing  and  bisect  it  in  accordance  with  well-known  methods 
already  explained.     If  the  angles  are  expressed  in  degrees, 
it  may  be  more  convenient  to  use  the  protractor  and  set  off 
half  the  given  angle  on  the  drawing  board  in  the  required 
position.     Thus,  for  an  angle  of  tK)°,  or  a  right  angle,  w^^ 
may  set  off  the  miter  line  at  an  angle  of  one-half  of  90**,  <m^ 
45°,  with  the  parallel  lines  of  the  molding.     Again,  for  the 
sides  of  an  octagonal  finial,  whirh  we  know  are  at  an  angl^^ 
of  135**,  we  may  at  once  set  off  an  angle  of  one-half  of  135^|^H 
ortlTi^,  with  the  outlines  of  the  molding,  always  remember- 
ing that  the  miter  line  must  appear  in  the  view  in  which  th^^ 
parallel  lines  of  the  molding  are  shown  in  their  trtie  length^H 

8»    Developments  HeQulrlniar  a  Changfe  of  Profile. — 

We  may  use  the  wr>nden  molding  strips  to  illustrate  anothe 
important  condition  that  pertains  to  certain  molding  devcf 
opments*  This  condition  involves  changes  in  the  profile  of 
any  given  molding  when  it  is  required  to  produce  a  miter 
from  an  arbitrarily  drawn  miter  line.  Let  us  consider, 
briefly,  the  piece  of  mtdding  used  for  the  frame  shown  in 
Fig.  4  (^).  This  piece  of  molding,  as  we  have  already  seen, 
was  cut  across  its  ends  at  an  angle  of  45''  for  the  purpose  of 
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using  it  in  the  formation  of  a  right-angled  miter — that  is,  a 
miter  of  90°.  Its  miter  line  is  already  fixed  by  the  saw  cut^ 
and  it  is  true  that  a  molding  of  no  other  profile  can  be  used 
to  form  with  this  piece  an  angle  of  00"^.  The  piece  required 
for  the  other  side  of  the  angle  must  be  not  only  of  the  same 
profile   as    this    mold- 
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ing,  but  must  have  its 
ead  cut  at  a  similar 
angle,  althongh  re- 
versed, as  we  have 
already  seen. 

It  is  a  fact,  how- 
ever, that  an  indefi- 
nite number  of  other 
moldings  may  he  mi- 
tered  with  this  fnece 
to  form  angles  other 
than  90^,  provided 
only  that  their  pro- 
files are  molded  in  ac- 
cordance with  certain 
established  rules  of 
projection.  Just  what 
is  meant  by  this  state- 
ment will  appear  if 
the  student  examines 
the  views  at  {a),  (if), 
and  (t).  Fig,  14.  Here 
a  piece  of  molding,  on 
one  end  of  which  a 
46°  miter  has  been 
cut,  is  shown  in  a  pro- 
jection drawing  as  the 
piece  X  in  each  of  the  three  views.  At  (a)  this  molding  is 
mitered  with  another  piece  to  form  an  angle  of  90''  in 
accordance  with  the  original  intention  when  the  molding  jr 
was  cut.  The  dimension  /;/,  therefore,  must  correspond 
with  the  width  of  the  molding  x^  and  may  be  verified  with 


(c) 
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the  dividers  if  desired.  In  the  views  at  {d)  and  (r),  however, 
the  pieces  mitered  to  the  molding  x  are  at  angles  other 
than  90°,  and  as  a  result  of  this  change,  the  dimension  m 


has  been  incri'ascd  in  (A),  while  in  (r)  the  dimension  m 
is  l(*ss  than  llu^  con cspoiulinj^  diiiu'nsioii  in  the  view  at  {a), 
SiiKC  at  (/>)  tlu'  outer  lines  uf  the  molding  mitered  to  the 
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piece  X  are  farther  apart  and  those  at  (r)  are  closer  together 
than  the  outer  lines  of  the  mitered  pieces  at  (a)^  h  will  be 
seen  that  a  corresponding  change  has  taken  place  between 
the  other  lines  of  the  molding.  These  other  lines  may  be 
represented  on  the  surfaces  of  the  m<>klings  mitered  to  the 
piece  A'  if  lines  are  drawn  parallel  to  the  respective  out  lines 
from  the  intersections  on  the  miter  lines  of  the  edge  lines 
in  the  molding  jr.  Now,  since  in  the  three  views  shown 
in  Fig.  14|  no  change  has  taken  place  in  the  thickness  of 
the  moldings,  the  student  will  readily  understand  that, 
by  the  application  of  methods  already  explained  for  pro* 
ducing  sectional  views,  a  cross-section  of  the  mitered  mold- 
ing  at  right  angles  to  its  outlines  may  be  produced  readily. 
Such  a  drawing  will  "represent  an  edge  view  of  the  surfaces 
composing  the  mitered  molding,  and»  therefore,  a  stretchout 
for  the  pattern  may  at  once  be  developed.  The  application  of 
this  process  to  the  arrangement  of  moldings  in  Fig.  14  (i) 
is  fully  shown  in  Fig.  15,  and  if  the  sttident  carefully 
considers  the  accompanying  explanation,  he  will  have  no 
difficidty  in  understanding  each  necessary  step. 

The  elevation  and  profile  of  Fig.  H  (d)  are  reproduced 
to  a  somewhat  larger  scale  in  Fig.  15  (a)  and  {^),  while  the 
lengths  of  the  moldings  are  made  proportionately  shorter. 
By  this  process  the  work  appears  more  nearly  like  that  re- 
quired of  the  pattern  draftsman.  After  the  views  at  (a) 
and  (//)  have  been  drawn,  the  stretchout  for  the  upper 
molding  may  be  at  once  laid  off  at  MN,  and  the  pattern  \J 
developed  in  the  usual  way — precisely  as  if  an  ordinary  face  ' 
miter  were  needed.  Before  the  stretchout  A/*  iV*  can  be 
developed,  however,  it  is  necessary  to  produce  the  sectional 
^view  shown  at  (r).  Accordingly,  the  edge  lines  from  the 
view  at  (d)  that  were  projected  to  the  miter  line  when 
obtaining  the  pattern,  must  be  drawn  across  the  surface 
of  the  mitered  molding -parallel  to  its  outlir^es,  as  shown 
in  Fig.  15.  These  edge  lines  may,  for  convenience,  be 
produced  some  distance  toward  the  lower  left-hand  portion 
of  the  drawing,  and  at  right  angles  thereto  the  perpen- 
dicular £?\r  erected,  as  shown, 
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Now,  as  already  stated,  since  no  change  has  taken  place 
in  the  thickness  of  the  molding,  the  horizontal  distances 
shown  in  the  view  at  (b)  may  be  taken  in  the  dividers  and 
set  off  from  the  perpendicular  a*  jr  on  corresponding  edge 
lines.  The  outline  of  the  changed  profile  may  now  be  traced 
through  the  points  thus  located,  as  shown  in  the  view  at  {c),  \ 
and  from  this  view  the  stretchout  MW*  may  at  once 
developed. 

The  remaining  portion  of  the  development  needs  nfi 
further  explanation.  Care  should  be  exercised  when  de- 
veloping the  stretchout  M'  A^\  for  it  will  be  seen  in  {c)  that^ 
the  relative  positions  of  all  points — excepting  only  those  that 
represent  distances  parallel  to  u*  at  {b) — are  different  from 
those  in  the  original  profile.  Proof  of  this  last  statement 
may  be  had  by  comparing  the  distances  on  the  curved 
outline  of  the  ogee,  or  cyma;  in  the  view  at  (^),  the 
points  are  fixed  by  spacing  the  outline  with  the  dividers, 
*rhile  at  (r)  it  will  be  clearly  seen  that  the  different  spaces 
between  adjacent  points  on  the  corresponding  outline  are 
tineqiiaL 

The  principles  just  explained  arc  those  involved  in  pro- 
ducing patterns  for  situations  requiring  a  change  of  profile, 
-or,  as  the  operation  is  usually  termed  in  shop  practice, 
"a  change  of  stay. "  Several  practical  examples  are  given 
in  the  following  problems,  but  the  fundamental  principles 
are  the  same  in  all 


PROBLEMS, 
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9,  In  order  to  illustrate  the  application  of  the  rules  and 
processes  of  development  as  applied  to  moldings,  a  number 
of  practical  problems  are  now  introduced.  These  should  be 
reproduced  by  the  student  in  accordance  with  the  accom- 
panying text  and  on  the  same  general  plan  as  was  adopted 
in  Practical  Pattern  Problems,  Drawings  thus  made  need 
not  be  sent  for  correction  unless  insurmountable  difficulties 
are  encountered.    After  the  problems  have  been  worked  out, 
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the  Examination  Plate  is  to  be  drawn  and  sent  in  for 
correction  in  the  usual  way.  The  student  should  under- 
stand that  the  principles  here  given  apply  to  moldings  of 
any  contour  or  profile.  Indeed,  desirable  practice  will  be 
afforded  if  profiles  other  than  those  shown  in  the  differ- 
ent problems  are  substituted  by  the  student  in  his  work  on 
this  section. 

Beyond  illustrating  the  usual  short  method  for  obtaining 
square  face  and  return  miters,  no  attention  will  be  paid  in 
these  problems  to  the  comparatively  elementary  processes 
illustrated  in  Figs.  9  to  15^  for  such  simple  situations  should 
present  no  difficulties  to  the  student  that  has  mastered  the 
preceding  explanations. 


T 


PROBLEM   1, 

10.     To   develop    the   pattems   for   a   squai*e  mlt^r, 

(Short  method.) 

Explanation.— "In  this  problem  two  miters  will  be  de- 
veloped: one,  a  square  return  miter;  the  other,  a  square 
face  miter.  The  student  should  carefully 
observe  the  different  positions  of  the  given 
profiles  in  each  of  these  drawings^  for  it  is 
apparent  that  this  difference  of  position 
is  alone  responsible  for  the  different  re- 
sults in  the  patterns.  Note  also  that  the 
miter  line  is  dispensed  with,  as  in  the 
case  of  the  square-elbow  pattern  in  a 
former  problem.  This  construction  can 
be  used  only  when  the  desired  miter  is 
one  of  90*"— that  is,  a  square  miter.  The 
profile  of  the  molding  used  for  this  development  may  be 
drawn  by  the  student  to  the  sizes  indicated  by  the  dimen- 
sion figures  in  Fig.  IG;  any  other  profile  may  be  used,  how- 
ever, if  desired-  The  drawings  should  be  made  full  size 
and  the  de%^e!opments  finished  in  accordance  with  the 
instructions  that  follow. 
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Construction. — The  square  return  miter  will  first  be  con- 
sidered. The  profile  is  drawn  in  the  position  shown  at  (tf), 
Fig.  17,  in  which  A  B  represents  the 
wall  line,  which  should ^be  produced 
indefinitely  either  above  or  below  the 
drawing  of  the  profile.  In  Fig.  17  it 
has  been  conveniently  produced  below 
the  profile.  The  stretchout  for  the 
molding  m^y  conveniently  be  laid  off, 
or  developed,  on  this  line,  immediately 
below  the  view  at  (^),  in  the  manner 
regularly  applied  tp  parallel  develop- 
ments. Points  on  the  outline  of  the 
profile  are  indicated  in  Fig.  17  by 
lower-case  letters,  and  corresponding 
points  on  the  stretchout  are  denoted 
by  similar  letters  and  prime  marks. 
Note  that  each  of  the  curved  outlines 
may  be  spaced  with  the  dividers  into 
any  convenient  number  of  equal  parts 
— four  divisions  being  represented  on 
the  cyma  and  two  on  the  cove  in  this 
case.  The  practice  <^f  the  workshop 
requires  thai  a  sutHcient  number  of  points  shouldbe  located 
oil  the  curved  outlines  of  the  profiles  to  enable  the  draftsman 
to  trace  the  curve  of  the  pattern  with  reasonable  accuracy. 
It  is  not  essential  that  points  thus  located  for  assumed  edges 
should  be  at  ecpial  distances  from  one  another;  it  will  be 
seen,  however,  that  if  the  spaces  are  ecpial  they  may  be 
stepped  oil"  iiK^e  rapidly  with  the  dividers  without  stopping 
toronipare  each  particular  distance  with  that  on  the  profile. 
After  the  stretchout  has  been  developed,  edge  and  interedgc 
lines  are  drawn  at  rii;ht  anj^k-s  thereto,  as  shown  at  (b), 
Vv^.  IT,  and  the  pattern  is  then  completed  by  drawing 
(levelo[)ers  direct ly  from  the  profile  view  at  {a)  to  the  cor- 
resj)()n(Iin<^  t(h^e  lines  in  {b).  The  outline  of  the  pattern  is 
next  iraerd  t  hrout^h  tlie  points  thus  located, and  the  edge  lines 
along  wliieh  l)end>  are  to  he  nuule  are  designated  by  circular 
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indicators  in  the  customary  way.  Laps  should  be  provided 
along  aU  the  straight  oiitHnes  of  the  miter  pattern,  as  rep- 
resented in  Fig.  17.  These  laps  may  be  wide  enough  to 
admit  of  the  miter  being  riveted  if  desired.  It  is  customary, 
also,  to  provide  an  allowance  for  laps  along  the  irregular 
outlines.  Such  laps  are  notched  in  the  manner  represented 
in  Fig.  17  in  order  that  the  labor  of  bending  such  edges  may 
be  reduced.  If  the  lengths  of  the  required  moldings  are 
known,  a  sufficient  amount  of  stock  may  be  added  to  the 
right  of  the  miter  outline,  after  the  pattern  has  been  trans- 
ferred to  the  metal  by  one  of  the  methods  described  in 
Practical  Pattern  Problems. 

The  development  of  the  pattern  for  the  face  miter  is 
shown  in  {a)  and  {b).  Fig.  18,  and,  as  may  be  seen  from  the 
drawing,  is  similar  to  that  described 
for  the  return  miter.  The  princi- 
pal point  of  difTerence  is  in  the 
position  of  the  profile  view  at  {a). ' 
The  length  of  the  stretchout,  of 
course,  is  the  same,  since  no  change 
has  been  made  in  the  molding;  but 
it  is  seen  that  the  outline  of  the  pat- 
tern  is  materially  different. 


^-^.±:1±  ^ 


(a) 
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Fig,  la 


The  student  should  compare  the  ~  T~|^ 
patterns  in  the  two  illustrations  of  f!_|_[,-5_L- 
this  problem  very  carefully,  and  in 
so  doing  note  that  in  each  case 
where  an  outline  is  parallel  to  the 
stretchout  in  one  pattern,  the  cor- 
responding line  in  the  other  pattern 
is  at  an  angle  of  45°  with  the  stretch- 
out. This  fact  affords  a  ready  means  of  recognizing  and 
distinguishing  patterns  for  face  miters  from  those  of  return 
miters  \\\  any  given  profile.  It  is  to  be  noted  that  those 
members  of  a  profik:;  that  lie  in  a  plane  parallel  to  that  of  a 
wall  or  other  surface  against  which  the  mokling  is  erected 
are  defined  in  the  pattern  by  lines  parallel  to  the  stretchout. 
By  comparison,  then,  with  a  stay,  or  profile,  it  is  possible  to 
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determine  whether  any  given  pattern  already  developed 
may  be  used  for  a  face  miter  or  for  a  return  miter.  The 
student  that  has  access  to  the  pattern  room  of  a  cornice 
establishment  will  gain  desirable  practice  by  making  com^ 
parisons  at  every  opportunity  until  he  is  thoroughly  familiar 
with  the  different  pattern  outlines  and  can  tell  at  a  glain 
whether  any  given  pattern  is  for  a  face  or  for  a  return  miter. 
In  a  similar  manner,  it  is  possible  for  the  student  to  recog- 
nize the  difference  between  inside  and  outside  miters,  and 
he  should  not  be  content  until  he  has  acquired  a  ready 
facility  in  making  such  distinctions. 
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PROBLEM  9» 

11,     To  develop  the  patterns  for  a  regralair  oeta^iT 
miter. 

Explanation, — ^This  form  of  miter  frequently  occurs  in 
cornices  passing  around  octagon  towers^  roofs,  or  other  por- 
tions of  buildings  in  which  the  octagon  angle  forms  part 
of  the  plan.  It  may  be  here  remarked  that  frequently  the 
angles  of  a  bay  window  are  not  exactly  octagonal  angles.  The 
angles  of  an  octagon  are  always  angles  of  135°,  and  since 
the  miter  plane  bisects  the  entire  angle,  the  miter  line  may 
be  formed  by  laying  off  with  the  protractor  an  angle 
of  6?J°.  The  surest  way,  however,  in  order  to  avoid  error 
in  case  the  angle  should  not  be  one  of  135*^,  is  to  bisect  the 
given  angle.  ^1 

The  octagon  miter  is  frequently  encountered  in   the  con^S" 
struction  uf  vases,   finials^  and  other  forms  having   eight 
equal  sides,  the  plans  of  which  are  regular  octagons.     The 
method  given  in  this  problem  for  obtaining  miter  patterns 
is  applicable  for  miters  at  any  angle. 

As  in  the  preceding  problem,  an  octagonal  miter  may  t)e 
cither  a  return  miter  or  a  face  miter.  Whether  the  miter 
be  an  inside  or  an  outside  return  miter,  the  miter  line  will 
be  found  on  the  plan,  while  in  the  case  of  a  face  miter  the 
line  will  appear  in  an  elevation. 


Construction. ^As  already  stated,  the  octagonal  return 
miter  must  be  developed  from  a  plan  of  the  molding.  The 
octagonal  angle  of  ISS'^caii  be  drawn  by  the  aid  of  a  45''  tri- 
angle, as  shown  at  CA  B  m  Fig.  19.  From  A  B  and  A  C, 
which  represent  the  walls,  or  faces^  of   any  structure,  the 


Fig.  19. 

projection  of  the  mold  is  set  off  at  right  angles  to  each  and 
the  outer  edge  !ines  drawn  parallel  to  A  B  and  A  C\  the 
miter  line  -r^  Z?  is  drawn  from  the  intersection  of  these  lines 
at  i?. 

Since  the  wall  is  here  shown  in  horizontal  section,  the 
profile  of  the  mold  should  be  in  the  position  shown  at  {a) — 
that  is,  with  its  vertical  side  against  the  wall  line  A  B  ex- 
tended.    The  curved  members  of  the  profile  may  now  be 
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divided  into  any  convenient  number  of  equal  spaces  and  thc^  ^ 
entire  stretchout  set  off  on  any  line,  as  M N^  drawn  at  rightr^^  ^ 
angles  to  the  lines  of  the  plan.  Edge  lines  must  now  be^^ 
projected  from  all  points  of  the  profile  to  the  miter  line  A  D^^ 
and  developers  carried  from  the  intersections  on  the  miter  ^ 
line  to  edge  lines  in  the  development.  The  outline  of  the 
pattern  may  now  be  traced  through  the  points  of  intersection 
in  the  development,  thus  completing  the  pattern  in  Fig.  19. 


Fig.  20. 

The  development  of  an  octagonal  face  miter  is  shown  in 
Fig.  20.  Here  it  will  be  seen  that  the  profile  (a)  of  the 
horizontal  mold  is  placed  in  a  vertical  position  and  that  the 
patterns  are  developed  from  the  elevation.  The  process  is 
the  same  as  that  already  explained. 


PROBLEM  3. 

12.     To  develop  the  pattern  for  a  butt  miter. 

Explanation. — It  frequently  becomes  necessary  to  termi- 
nate a  molding  against  an  oblique  surface,  such  as  a  roof  or 
wall  whose  position  is  at  other  than  right  angles  to  the  lines 
of  the  molding.     When  this  condition  is  encountered,  what 
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is  known  as  a  butt  miter  is  formed.  The  views  from  which 
the  patterns  can  be  developed  must  be:  first,  one  that  shows 
the  correct  edge  lines  of  the  molding,  together  with  an 
edge  view  of  the  cutting  plane;  second,  one  that  shows  the 
profile  of  the  molding  in  the  correct  relative  position. 

The  conditions  of  each  construction  encountered  by  the 
student  must  be  carefully  studied.  In  some  cases  the  edge 
lines  of  the  molding,  together  with  the  cutting  plane,  are 
taken  from  the  elevation,  as  in  the  case  of  a  horizontal 
molding  that  finishes  gainst  a  roof  or  of  a  gable  molding 
that  butts  against  a  vertical  wall.  In  certain  other  cases 
the  edge  lines  of  the  molding  and  the  cutting  plane  are  to 
be  found  in  the  plan,  as  when  the  cornices  of  a  bay  window 
finish  at  an  oblique  angle  against  a  vertical  wall.  In  each 
of  these  cases  it  is  important  that  the  profile  of  the  molding 
should  be  in  its  correct  position  as  related  to  the  view  in 
which  the  edge  lines  are  shown  in  their  true  length. 

It  sometimes  happens  that  the  cutting  plane  is  oblique 
both  to  the  plan  and  to  the  elevation.  When  this  is  the  case, 
it  is  necessary  to  pro- 
ject a  view  in  which 
the  cutting  plane 
will  be  shown  on 
edge.  This  is  a  par- 
ticular case,  how- 
ever, and  involves  a 
special  construction, 
the  projection  meth- 
ods of  which  are  defi- 
nitely explained  in 
Problem  16. 

Construction. — 
Fig.  21  shows  the 
elevation  and  profile 
of  a  molding  that 
finishes  with  a  butt 
miter  against  the  oblique  surface  A  B.  In  this  view,  the 
edge  lines  of  the  molding  and  the  cutting  plane  are  shown 
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in  the  elevation.  The  profile  at  {a)  is  placed  in  correct 
position,  and  from  its  several  edges  and  interedges  projec- 
tors are  drawn  to  the  cutting  plane  A  B,  as  shown  in  Fig.  21. 
A  stretchout  of  the  profile  is  now  laid  off  at  A/N  at  right 
angles  to  the  edge  lines  of  the  elevation.  Edge  and  inter- 
edge  lines  are  next  drawn  in  the  usual  way  through  the 
points  laid  off  on  the  stretchout  3/iV,  and  developers  are 
then  carried  from  the  intersections  on  the  line  A  B.  The 
outline  of  the  pattern  may  now  be  defined  as  shown  in 
Fig.  21. 

Fig.  22  shows  a  butt  miter  against  a  surface  oblique  in 
plan.     In  this  view,   B  C  represents  the  face  of  the  wail 

against  which  the 
molding  is  placed, 
and  AB  represents 
the  oblique  surface 
against  which  the 
butt  miter  is  made. 
Note  particularly 
the  position  of  the 
profile  at  (^),  and 
compare  the  view 
here  shown  with 
that  given  in  Fig.  21. 
It  will  be  seen  from 
Fig.  22  that  the 
process  of  develop- 
ment, after  the  rela- 
tive position  of  the  views  has  been  represented,  differs  but 
little  from  that  already  explained.  No  further  description 
of  the  process,  therefore,  is  necessary. 


PROBLEM  4. 

13.     To  develop  the  pattern  for  a  miter  agralnst  the 
roof  of  a  curved  pe<llinent. 

Explanation. — This   problem,  which   is   really   a   special 
case  of  Problem  3,  is  frequently  encountered  when  a  cornice 
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containing  a  pediment  has  a  balustrade,  or  pediment  course, 
that  terminates  against  the  oblique  roof  of  the  pediment 
in  the  manner  shown  in  Fig.  23.     In  this  case  the  pediment 


PiQ.  28. 

consists  of  curved  moldings,  but  it  will  be  seen  from  the 
construction  that  the  process  of  development  is  the  same  as 
when  the  pediment  molds  are  straight. 

Construction. — Detail  drawings  that  represent  the  con- 
ditions shown  in  Fig.  23  must  be  constructed  with  extreme 
care.  A  slight  change  in  position  of  the  center  from  which 
the  circular  molding  is  described  will  alter  materially  the 
appearance  of  the  miter.  It  is  therefore  necessary  to  study 
the  conditions  very  carefully,  and  to  exercise  unusual  care 
in  laying  out  the  main  lines  of  the  drawing. 

The  correct  position  and  the  entire  development  is  shown 
in  Fig.  24.  Projectors  are  first  drawn  from  all  points  of 
the  profile  at  (a)  to  the  miter  line — that  is,  to  the  outline  of 
the   pediment  molding.      The  stretchout  MJV  is  next  laid 
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off  in  its  correct  position,  edge  and  interedge  lines  ar^>-:a 
drawn  perpendicular  thereto,  and  the  drawing  is  completec:>  ^ 
by  developers  drawn  from  the  points  of  intersection  on  th^  ,«-^ 
miter  line  to  the  respective  edge  lines  on  the  stretchout  .:^  ^ 
The  outline  of  the  pattern,  so  far  as  the  curved  portions  o^zr^ 
the  profile  are  concerned,  may  now  be  defined  by  line  ^^ 
traced  through  the  corresponding  points  of  intersection  ir  i:  j 
the  development.     The  horizontal  members  of  the  profil  M^   /^ 


are  defined  in  the  pattern  by  straight  lines,  while  the  verti- 
cal members  of  the  profile,  as  from  C  to  D  and  from  Ji  to  F^ 
must  be  defined  by  a  curve  of  the  same  radius  as  that  of 
the  miter  line.  This  radius,  however,  is  usually  too  long 
to  be  used  conveniently,  in  which  case  the  pattern  drafts- 
man overcomes  the  obstacle  by  tracing  from  the  elevation 
a  sufficient  portion  of  the  required  curve.  He  then  trans- 
fers the  curve  to  the  pattern  by  a  similar  process,  or  per- 
haps cuts  a  small  templet  to  the  curve,  and  with  this  device 
draws  the  line  between  the  required  points  in  the  same 
manner  as  with  a  rule. 
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In  case  the  curve  of  the  pediment  against  which  the  mold- 
ing miters  should  happen  to  be  other  than  the  arc  of  a  circle, 
it  is  apparent  that  the  miter  cuts  for  those  portions  of  the 
pattern  that  correspond  to  the  vertical  members  of  the  pro- 
file must  be  exact  duplicates  of  the  respective  portions  of 
the  elevation  from  which  they  are  derived.  To  avoid  tra- 
cing or  otherwise  duplicating  any  particularly  difficult  curve 
that  a  given  design  might  contain,  the  stretchout,  beginning 
at  the  point  x  of  the  profile,  may  conveniently  be  laid  off  in 
the  manner  shown  at  Af'N'  in  Fig.  24,  in  which  case  the 
stretchout,  of  course,  would  extend  upwards  from  a  corre- 
sponding point  x'  of  the  elevation.  Some  care  is  necessary, 
however,  when  a  development  is  thus  laid  over  a  portion  of 
the  projection  drawing, 
in  order  that  no  confu- 
sion may  result  between 
the  different  lines. 


PBOBI^EM  5. 

14,  To  develop  the 
patterns  for  a  miter 
l^etween  moldingps  of 
ililTerent  profiles. 

Explanation. — It  is 
sometimes  necessary, 
especially  in  repair 
work,  to  bring  mold- 
ings of  entirely  differ- 
ent profiles  together  in 
a  miter.  When  this  sit- 
uation is  encountered, 
the  draftsman  should 
endeavor  to  design  at 
least  one  of  the  profiles  so  that  the  different  moldings  will 
have  some  members  in  common.  Figs.  25  and  26  illustrate 
two  profiles  between  which  a  square  miter  is  to  be  made,  and 
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it  will  be  seen  from  the  illustrations  that  certain  members 
of  each  profile  are  in  the  same  horizontal  plane.  In  this 
problem^  the  miter  to  be  made,  as  shown  in  the  illustra- 
tions, is  one  between  horizontal  moldings,  and  corre- 
sponds, to  a  certain  degree,  with  what  has  heretofore  been 
termed  a  return  miter.     Two  elevations  of  different  profiles 

must    be    drawn.     In 


Fig,  25,  the  arm  (A) 
is  in  profile  and  the 
arm  (a)  is  shown  with 
its  edge  lines  in  their 
true  lengths;  that  is, 
the  edge  lines  in  (a) 
butt  against  the  pro- 
file (A).  It  is  necessary, 
in  this  figure,  to  show 
the  profile  of  the  mold 
(a)  to.the  right,  where 
it  is  correctly  placed 
with  respect  to  the 
arm  (i).  In  Fig.  26 
is  shown  a  side  view 
of  this  miter;  the 
molding  (a)  is  in  pro- 
file and  the  molding  {If) 
appears  with  its  edge 
lines  in  their  true 
lengths  and  butting 
against  (a). 

Construction,' — The  views  having  been  drawn  in  the 
positions  shown  in  Figs.  25  and  20»  each  molding  whose 
edge  lines  are  shown  in  their  true  lengths  is  to  be  treated  in 
turn  in  the  same  manner  as  the  edge  lines  of  the  butt  miters 
in  the  two  preceding  problems. 

In  Fig.  25,  the  curved  portions  uf  the  profile  (a)  are  first 
divided  into  any  convenient  number  of  equal  spaces.  Pro- 
jectors representing  the  edge  and  interedge  lines  are  next 
to  be  drawn  to  the  view  at  (d).    The  stretchout  MN  is  then 
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developed  in  the  usual  manner,  and  the  development  is  com* 
pie  ted  by  developers  drawn  from  the  elevation  to  the  pat- 
tern* The  wide  fascia  member  of  (a),  however,  as  will  be 
seen  from  Fig.  25,  intersects  a  curved  portion  of  the  mold- 
ing (^),  and  must  be  cut  to  a  corresponding  outline. 

In  Fig.  26,  where  the  profile  (^)  miters  against  the  mold- 
ing (a),  the  same  course  is  pursued.  If,  however,  after 
having  divided  the  cyma  of  {d)  into  equal  spaces,  it  should 
be  found  that  none  of  the  edge  lines  should  exactly  meet 
points  X  and  /  of  profile  {a),  projectors  from  x  and  j  must 
be  carried  back  to  profile  (i).  Such  projectors,  of  course, 
define  points  on  profile  {^)  that  must  be  located  on  the 
stretchout  AfJV  in  a  corresponding  position.  Edge  lines  on 
the  patterns  must  then  be  drawn  through  these  points  and 
intersected  in  the  pattern  by  developers  drawn  from  jr  and_>^ 
of  profile  (a). 

When  a  profile  of  this  description  is  encountered,  it  is 
sometimes  advisable  to  finish  one  of  the  moldings  with  a 
square  end  and  to  cut  a  miter  on  the  other  molding  only. 
When  the  molding  is  erected,  the  arm  on  which  the  miter 
is  cut  is  fitted  over  the  other  molding  in  the  same  manner 
that  a  carpenter  would  make  a  coped  joint. 


FHOBLEM  fl* 

15»  To  cleTelop  tlie  patterns  for  a  boss,  or  drop,  on 
the  face  of  a  bracket. 

Explanation.— The  faces  of  brackets,  or  modillions,  are 
frequently  ornamented  with  mitered  drops,  or  bosses,  some 
examples  of  which  are  shown  in  Figs,  27,  28,  and  29.  The 
bracket,  or  modillion,  face  is  usually  molded  to  a  particular 
profile,  and  the  sides  of  the  drop,  as  seen  In  the  illustrations, 
are  mitered  against  the  bracket  face.  The  outline  of  the 
drop  is  sometimes  made  to  correspond  with  the  profile  of 
the  bracket  face  to  which  it  miters,  as  in  Fig.  27.  Occa- 
sionally, however,  the  outline  of  the  drop  is  drawn  to  a 
different  shape,  as  in  Figs.  28  and  29. 


30 


DEVELOPMENT  OF  MOLDINGS. 


§21 


Construction. — When  the  outline  of  the  drop  is  the  same 
as  that  of  the  bracket  profile,  the  pattern  is  that  of  a  simple 
square  inside  miter,  and  is  developed  in  accordance  with  the 
construction  given  in  Problem  1.  It  is  customary  to  con- 
struct the  bracket  face  in  accordance  with  the  profile  given 
in  the  side  view.  That  part  of  the  face  from  B  to  C  which 
receives  the  ornamentation  is  then  cut  to  the  outline  given 
in  the  front  view,  after  which  the  sides  of  the  drop  are  cut 


Fig.  27. 


in  one  piece  from  D  to  E  with  such 
laps  as  may  be  required.  Since  both 
profiles  are  alike,  the  miter,  as  already 
stated,  is  a  common  square  miter;  ihe 
stretchout  must,  however,  be  taken 
from  I)  to  E  on  the  face  view,  as 
shown  in  the  development  in  Fig.  27. 

In  Figs.  28  and  29,  the  conditions 
are  nearly  the  same  as  those  described 
in    Problem   5,  and  it  should   not   be 

difficult  for  the  student,  without  further  description,  to  lay 
out  the  developments  here  shown. 

The  principles  of  the  problem  are  applied  in  a  similar 
manner  when  it  is  required  to  fit  a  round  boss  over  the  in- 
tersection of  two  moldings,  as  in  Fig.  30.  Situations  of  this 
sort  are  to  be  found  at  the  corners  of  panels  in  ceilings  where 
a  boss  of  this  nature  forms  a  base  on  which  stamped  orna- 
ments are  fastened.  An  inspection  of  the  drawing  shows 
that  the  profile  of  the  boss  corresponds  to  the  outline  of  the 
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cylinder,  the  curved  surface  of  which  is  to  be  mitered  against 
I I        ^ J 


the  four  arms  of  the  molding.  The 
profile  of  the  molding  is  shown  in  the 
side  view  in  Fig.  30.  The  stretchout 
for  the  boss  may  be  laid  off  from  one- 
quarter  of  the  circumference,  as  from 
A  to  B,  and  is  set  off  at  right  angles 
to  the  edge  lines  of  the  cylinder 
in  the  usual  way.  The  profile  A  B 
is  divided  into  spaces  conveniently 
chosen   with   reference   to   the   members 


Fig.  29. 


This  is  indicated  in  Fig.  30  by  the  numbered  points  on  the 
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profile,  which,  as  will  be  seen,  are  placed  on  the  edges  of 
the  molding,  while  in  the  spaces  between  them  intercdge 
lines  should  be   located   in  the  usual  manner.     The  final 
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Operations  by  which  the  pattern  is  developed  are  practically 
the  same  as  in  preceding  problems,  and  need  not  be  further 

described. 


16,  To  develop  the  patterns  for  a  miter  betrween  a 
straight  and  a  curved  moldlnjpc* 

Explanation. — In  many  cornice  designs,  a  miter  is  re- 
quired between  strat^^ht  and  circular  mtildings  having  simi- 
lar profiles.      Examples  of  this  are  to  be  seen  in  circular 


DEVELOPMENT  OF  MOLDINGS. 


segmental  pediments  and  in  panel  moldings  that  finish  with 
certain  curves.  Reference  to  Figs.  31  and  32  will  show  that 
the  miter  line  between  such  moldings  is  not  a  straight  line, 
but  must  be  developed,  member  by  member,  until  the  entire 
mold  is  represented  on  the  drawing.  The  amount  of  curva- 
ture in  the  miter  line  varies  with  the  obliquity  of  the  angle 
of  the  miter.  In  cases  where  the  angle  is  very  obtuse,  the 
miter  line  is  so  nearly  a  straight  line  that  for  all  practical 
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purposes  a  straight  line  will  be  sufficiently  accurate.  As 
the  angle  becomes  mure  acute,  however,  and  also  as  the 
width  of  the  mold  increases,  the  ctirve  of  the  miter  line  be- 
comes greater.  The  position  of  the  miter  line  is  determined 
by  the  same  points  used  to  develop  the  pattern,  and  both 
operations,  therefore,  may  be  carried  along  together  by  the 
draftsman. 

Construction.— Fig.  31  shows  a  miter  in  a  panel  mold 
whose  curved  end  is  drawn  to  a  specified  radius.  The  pro- 
file of  the  panel  mold  is  shown  in  its  correct  position  at  (a). 
The  curved  portion  of  the  profile  at  (a)  is  first  divided 
into    any    convenient    number    of    equal    spaces,  and    the 
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stretchout  M N  is  next  developed  in  the  usual  manner,  as 
shown  in  Fig.  31.  Projectors  are  then  drawn  to  represent 
the  several  edges  and  interedges  of  the  profile  at  (a)  and  are 
extended  indefinitely  toward  B,  Now,  on  any  line,  as  cd, 
drawn  at  right  angles  across  the  projectors,  the  spaces  be- 
tween the  projectors  may  be  measured  and  transferred  to 
any  radial  line,  as  C D^  crossing  the  curved  mold.  The  points 
thus  obtained  on  CD  may  be  numbered  to  correspond  with 
those  on  the  profile  of  Fig.  31  (a).  Next,  circular  projectors 
should  be  described  from  Z>  as  a  center  through  the  numbered 


Fig.  3..'. 

points  on  (7)  and  extended  until  they  intersect  the  project- 
ors from  correspondingly  numbered  points  of  the  view 
at  {(i).  A  line  traced  through  the  points  of  intersection 
from  A  to  B  will  then  give  the  required  miter  line.  It  is 
not  absolutely  necessary,  so  far  as  the  pattern  is  concerned, 
that  the  miter  line  should  appear  on  the  drawing,  since  the 
developers  required  for  the  pattern  must  be  drawn  only 
from  the  points  of  intersection  on  the  elevation. 

The  difference  between  the  (^orrect  line  thus  determined 
and  what  would  be  the  miter  line  if  both  arms  of  the  miter 
were  straight  may  be  seen  by  drawing  a  straight  line  from 
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A  to  B.     When  the  pattern  is  cut  out,  the  flat  surfaces,  as 
from  £  to  B,  may,  of  course,  be  cut  straight. 

Fig.  32  shows  a  design  for  a  semicircular  pediment  to 
which  the  principles  just  described  may  also  be  applied. 
The  student  should  be  able  to  develop  the  miter  line  A  B 
and  the  pattern  for  the  horizontal  mold  X,  with  its  face 
miter  at  the  right  and  its  square  return  miter  at  the  left, 
without  difficulty. 


PROBIiEM  8. 

17.     To  develop  the  i)attems  for  a  curved  moldingr. 

Explanation. — The  patterns  for  curved  moldings  are 
developed  by  the  radial  process  described  in  Development  of 
Surfaces.  Certain  problems  of  this  nature  have  already 
been  given  in  Practical  Pattern  Problems^  and  the  methods 
used  to  obtain  the  patterns  for  curved  moldings  differ  but 
little  from  those  already  given.  The  blanks,  or  patterns, 
for  curved  moldings  are  invariably  obtained  from  frustums 
of  cones,  although  the  heights  of  the  frustums  are  usually 
less  than  those  encountered  in  Practical  Pattern  Problems, 
The  patterns,  therefore,  for  curved  moldings  are  considered 
merely  as  strips  having  the  general  flare  of  the  mold.  These 
strips  are  laid  out  with  reference  to  the  general  contour  of 
the  profile,  and  are  brought  up  to  the  required  shape  by  the 
** raising"  process. 

This  problem  consists  not  only  in  finding  the  proper 
radius  by  which  the  flaring  strip  shall  be  described,  but  also 
in  determining  such  a  bevel,  or  angle 
of  flare,  as  will  most  nearly  approach 
all  points  of  the  required  profile.  The 
method  usually  adopted  by  cornice  cut- 
ters for  determining  the  flare  is  to  draw 
on  the  profile  a  line  through  the  ex- 
treme points  of  that  portion  to  be 
raised  in  one  piece.  In  such  a  profile 
as  that  shown  in  Fig.  33,  where  the 
portion  from  B  \,o  C  \^  required  in  the  fig.  83. 
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pattern,  the  oblique  line  may  be  drawn  as  shown  by  B  C. 
Should  it  be  desirable  to  include  the  upper  fillet  in  the  pat- 
tern, the  oblique  line,  of  course,  should  be  drawn  through 
A  and  C,  as  shown  in  the  illustration. 

Construction. — Fig.  34  shows  a  half-elevation  of  a  de- 
sign that  requires  a  curved  molding,  the  profile  being  shown 
at  (tf ),  while  the  center  from  which  the  elevation  of  the  arch 
is  described  is  shown  at  o.  The  angle  of  the  flaring  strip  is 
first  determined  in  the  manner  already  explained,  and  the 
oblique  line  drawn  through  the  profile  is  produced  until  it 
meets  at  C  a  line  drawn  from  the  center  of  the  arch.  It  will 
now  be  seen  from  the  illustration  that  B  C  represents  the 
axis  of  a  cone,  of  which  A  C\s  one  side  and  A  B  one-half 
of  the  base.     The  cone  may  now  be  extended  beyond  the 


base  A  B  and  a  parallel  to  A  B  drawn  as  shown.  It  may 
now  be  seen  that  A  B  represents  the  upper  base  of  the 
frustum  of  which  the  blank  for  the  pattern  is  a  segment. 
The  side,  or  slant  height,  of  this  frustum  is  determined  by 
the  width  of  metal  necessary  to  form  the  molding.  There- 
fore, the  stretchout  of  the  different  members  to  be  raised  is 
set  off  on  C  A  extended,  as  shown  by  A  D.  Such  edges  or 
laps  as  may  be  necessary  for  the  construction  are  next  added 
on  both  sides  of  A  D.  The  pattern  may  now  be  described 
by  the  customary  radial  method,  using  C A  and  CD  for  the 
respective  radii,  as  shown  in  Fig.  35.      Since  the  axis  of  the 
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cone  thus  represented  occupies  a  horizontal  instead  of  an 
erect  position,  the  plan  of  the  cone  is  found  in  the  curves  of 
the  elevation.  Since,  therefore,  the  point  A  of  the  profile 
corresponds  with  £  of  the  elevation,  the  length  of  the  blank 
is  found  by  measuring  the  length  of  the  arc  E  F  and  setting 
off  a  similar  distance  on  the  corresponding  arc  in  the  de- 
velopment. This  is  shown  hy  A  E  and  E A\  Fig.  35. 
Lines  drawn  from  C  through  A  and  A*  will  complete  the 
pattern. 


PlO.  85. 

The  proportions,  position,  and  shape  of  curved  moldings 
vary  to  such  an  extent  that  another  example  is  here  intro- 
duced. Fig.  36  shows  an  elevation  and  a  half  plan  of  a 
circular  finial,  which,  exclusive  of  the  base  and  top,  is  com- 
posed entirely  of  circular  moldings.  The  profiles  of  the 
several  moldings  are  shown  in  the  elevation,  while  the  bases 
of  the  cones  of  which  the  blanks  are  frustums  are  found  in 
the  plan.  In  separating  the  design  into  parts  convenient  for 
raising,  the  upper  part  from  -^  to  -£"  may  be  divided  by  a 
horizontal  line  drawn  from  C,  thus  making  A  C  and  C  E 
alike.  While  the  lower  part  from  E  to  ^  could,  perhaps,  be 
made  in  one  piece,  it  can  more  easily  be  made  by  separating 
it  at  D, 
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In  accordance  with  the  instruction  already  given,  the 
flare  and  the  length  of  radius  for  a  pattern  of  the  upper 
mold  may  be  obtained  by  drawing  a  line  through  C  and  A 
and  extending  it  to  the  center  line  of  the  elevation,  which, 
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Fig.  87. 


in  this  case,  is  the  axis  of  the  cone.  After  setting  off  the 
stretchout  of  the  profile  .  /  C  on  the  line  A  C  extended  to  C\ 
the  radii  of  the  blank  are  seen  to  be,  respectively,  FA  and 
F  C\     The  pattern  obtained   from  these  radii  is  shown  in 
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Fig.  37  (a).  The  length  of  the  blank,  of  course,  is  taken 
from  the  outline  of  the  cone  shown  in  the  plan  of  Fig.  36. 

To  determine  the  flare  for  the  blank  for  the  lower  part  of 
the  finial — that  is,  from  B  to  D — the  oblique  line  may  be 
allowed  to  follow  very  closely  the  portion  of  the  profile  that 
is  nearly  straight.  By  so  doing,  but  little  hammering  will 
be  required  in  this  portion  of  the  blank,  while  the  upper 
part,  being  much  less  in  diameter  than  the  lower,  will  also 
require  less  labor  in  bringing  it  to  place.  The  stretchout  of 
the  profile,  in  this  case,  is  then  set  off  from  B  toward  /^and 
the  circumference  is  measured  on  B~B  of  the  plan,  as  shown 
in  Fig.  37  {c). 

The  method  of  obtaining  the  pattern  of  that  portion  of 
the  finial  from  Z>  to  i?  is  indicated  by  the  line  of  flare  B-D^ 
and  the  pattern  is  shown  in  Fig.  37  {i). 

No  attempt  should  be  made  to  cut  a  miter  at  the  end  of 
a  curved  molding,  for  it  is  impossible  to  allow  accurately  for 
the  stretching  of  the  metal.  It  is  best  to  make  the  blanks 
of  such  lengths  that  material  will  be  provided  for  trimming 
when  the  work  is  put  together. 


PROBLEM  9. 

18.  To  develop  the  patterns  for  a  miter  betiveen  a 
crown  moldlngr  and  a  volnte. 

Explanation. — This  problem  is  presented  not  for  the 
reason  that  it  involves  any  unusual  principle,  but  rather 
because  it  is  a  case  of  common  occurrence,  and  illustrates  the 
manner  in  which  principles  already  given  may  be  applied. 

The  design  shown  in  Fig.  38  is  sometimes  used  in  the 
upper  finish  of  a  broken  pediment.  Frequently,  too,  the 
upper  members  of  a  crown  molding  in  a  lintel  cornice  are 
finished  in  a  similar  manner. 

Construction. — The  volute,  or  scroll,  may  be  drawn  by 
the  method  given  in  Geometrical  Drawings  and  is  the  same 
as  that  frequently  seen  in  the  sides  of  brackets  and  modil- 
lions.      If   desired,   the  scroll  may    be   drawn    by    freehand 
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methods,  and  the  curvature  modified  to  suit  the  fancy  of 
the  draftsman.  The  volute  here  shown  is  composed  of  arcs 
of  circles  described  from  centers  located  at  the  corners  of 
the  small  dotted  square  in  the  central  portion  of  the  volute 
in  Fig.  38.  The  greater  portion  of  the  cyma  in  the  cornice 
ends  squarely  at  the  line  A  -5,  while  its  lower  portion,  together 
with  the  fillet,  the  small  cove  below,  and  the  fascia,  miter 
against  the  sides  of  the  scroll  from  A  to  c.  Since  only  that 
portion  of  the  cyma  below  A  is  to  be  mitered  against  the 
scroll,  a  projector  is  first  drawn  from  A,  parallel  to  the  edge 


Fig.  88. 

lines  of  the  molding,  until  it  intersects  at  x  the  profile  shown 
at  (^),  Fig.  38.  That  portion  of  the  cyma  below  x  is  next 
divided  into  any  convenient  number  of  equal  spaces,  as  is 
also  the  outline  of  the  cove  member.  The  stretchout  Af  A^is 
now  developed  in  the  customary  manner,  as  shown  in  Fig.  38. 
The  operation  of  developing  the  pattern  for  the  portion  of 
the  molding  that  butts  against  the  scroll  is  the  same  as  if 
the  molding  were  to  be  mitered  against  a  curved  roof,  as 
described  in  Problem  4.  Since  the  process  is  fully  shown  in 
Fig.  38,  further  description  is  unnecessary. 
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The  pattern  for  a  blank  to  form  the  curved  mold  that» 
beginning  at  the  line  A  B,  forms  the  depressed  portion  of 
the  volute,  can  be  cut  in  accordance  with  the  method 
described  in  the  previous  problem.  Since  the  radii  used, 
however,  are  so  much  shorter  than  those  there  employed, 
definite  instructions  will  be  given. 

As  will  be  seen  from  the  elevation,  the  molding  includes 
arcs  of  four  different  circles;  the  pattern,  therefore,  should 
be  described  from  the  same  number  of  cen- 
ters. In  practice,  however,  if  the  pattern 
is  correctly  drawn  through  the  first  two  or 
three  arcs,  the  remaining  segments  may  be 
described  from  the  center  last  obtained.   In     _ 

order  to  obtain  the  correct   radii,  the  dia-     r — _A/' 

gram     shown    in    Fig.  39    should    be   con-  ^^^ 

structed.  In  this  view,  an  erect  profile  of 
the  crown  molding  is  first  to  be  drawn — the  cyma  only  being 
necessary.  Next,  through  the  extreme  points  D  and  £  of 
the  cyma,  a  line  to  establish  the  flare  of  the  blank  is  drawn 
and  produced  indefinitely,  as  shown  In  the  illustration. 
Now,  from  A  Fig*  39,  a  perpendicular  is  erected  upon  which 
the  several  radii  of  the  elevation  are  set  off^ — that  is,  d/,  C d, 
etc.,  Fig.  38.  The  required  radii  for  the  first  two  segments 
of  the  pattern  may  then  be  taken    from  Fig.   39  as  P  f* 

for  this  blank  is  shown  in  Fig.  40.  The 
lengths  of  the  arcs  b  c  and  f  ^  of  the  pat- 
tern, together  with  the  remainder  of  the 
pattern  e  to  //,  are  made  equal  to  the 
lengths  of  corresponding  parts  of  the  eleva- 
tion. Thus  far,  only  the  outer  line  of  the 
pattern  has  been  drawn.  The  distance/  ^ 
from  the  pattern  outline  obtained  in  Fig.  38 
may  now  be  set  off  from  b  towardy",  as  shown 
at  X,  Fig,  40*  The  line  from  x  Xo  H  can 
be  drawn  only  approximately,  but  the  stu- 
dent should  be  careful  to  leave  a  sufficient 
width  to  permit  of  trimming  after  the  blank  has  been  raised, 

100—30 


Fig.  40. 
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PROBLEM    10. 

19«  To  develop  the  patterns  for  a  pediment  mold- 
ing T^th.  raked  profile. 

Explanation. — Reference  has  already  been  made,  in 
Architectural  Proportion^  to  the  methods  used  in  producing 
a  profile  for  inclined  moldings  that  miter  directly  to  square 
returns.  If  the  returns  of  such  inclined  moldings  are  short 
and  finish  against  a  wall,  it  is  customary  to  rake  the  profile 
of  the  return  and  to  use  the  original,  or  normal,  profile  for  the 
inclined  moldings.  The  reason  for  this  is  that  a  raked  profile 
is  always  a  more  or  less  distorted  one,  especially  if  the  angle 
of  inclination  is  large.  If  the  length  of  the  return  is  con- 
siderable, however,  or  if  it  is  mitered  again  at  the  back  and 
forms  part  of  a  belt  course,  the  normal  profile  may  be  used 
for  the  horizontal  moldings  and  the  profile  for  the  inclined 
moldings  obtained  by  raking. 


Fig.  41. 


Fig.  48. 


A  half  elevation  of  a  pediment  frequently  used  is  shown 
in  Fij2^.  41.  Here  the  profile  of  the  return  is  normal,  as 
shown  at  (^?),  wiiile  that  of  the  inclined  molding  is  changed, 
or  raked,  to  correspond.  Fig.  42  shows  a  broken  pediment 
in  which  the  profile  of  the  inclined  molding  is  normal  and 
the  profiles  of  both  upper  and  lower  returns  are  raked. 

Construction. — The  normal  profile  shown  at  Fig.  43  (a)  is 
first  drawn.  From  this  profile  the  lines  of  the  level  molding 
and  also  those  of  the  inclined  molding  are  projected  as  shown. 
To  obtain  the  rake  profile,  7)6   is  drawn  at  right  angles  to 
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the  inclined  molding,  and  a  copy  of  the  normal  profile  is 
placed  thereon,  as  shown  at  (3),  Fig.  43.  Next,  the  curved 
portions  of  both  normal  profiles  are  divided  into  the  same 
number  of  equal  spaces.  The  points  defining  these  spaces, 
together  with  the  edges  of  the  profiles,  may  then,  for  con- 
venience of  reference,  be  indicated  by  corresponding  let- 
ters and  numerals.  From  each  of  the  points  in  the  profile 
at  {a)y  projectors  are  next  carried  indefinitely  towsLvd  BC 
and   are  then  intersected  by   lines  parallel   to  B  C  drawn 


Fig.  43. 

from  corresponding  points  in  the  upper  profile.  The  profile 
of  the  rake  molding  may  now  be  traced  through  the  points 
of  intersection  thus  found. 

The  stretchout  of  the  raked  profile  is  next  developed 
on  MN  at  right  angles  to  the  rake  molding,  and  the  usual 
edge  lines  are  then  drawn.  Note  that  when  the  stretchout 
for  the  curved  portion  of  the  rake  profile  is  laid  off,  each 
space  must  be  taken  separately,  since  they  are  of  unequal 
length.  Developers  may  now  be  drawn  from  points  on 
the  profile  at  (a)  to  the  corresponding  edge  lines  in   the 
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development,  thus  completing  the  pattern.  Observe  that 
the  lower  fillet  and  fascia  miter  against  the  sloping  wash  of 
the  level  cornice,  the  patterns  for  which  are  described  in 
a  later  problem.  The  pattern  for  the  return  at  the  lower 
end  of  the  rake  molding  is  a  simple  square  return  miter 
developed  from  the  profile  (a)  in  the  usual  manner. 


Pig.  44. 

Fig.  44  shows  the  method  used  to  rake  the  return  mold- 
ings when  the  normal  profile  is  used  for  the  inclined  mold- 
ing. The  profile  of  the  fascia  and  the  fillet  should  first  be 
drawn  as  at  (a) ;  then,  from  1,  the  upper  point  of  the  fillet,  a 
line  is  drawn  at  the  required  angle. .   The  normal  profile  is 
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next  copied  in  the  position  shown  in  Fig,  44  (^).  In  case  a 
return  is  needed  at  the  top,  as  in  a  broken  pediment,  another 
normal  profile  must  be  placed  as  shown  at  (r).  Points  are 
next  located  in  corresponding  positions  on  the  different  pro- 
files and  denoted  by  similar  numerals  for  convenience  of 
reference.  Projectors  from  all  points  of  profile  (a)  may 
now  be  drawn  parallel  with  the  rake  indefinitely  in  both 
directions  and  intersected  by  other  projectors  drawn  from 
corresponding  points  in  the  profiles  at  (d)  and  (r).  The 
rake  profiles  may  next  be  traced  through  the  points  of 
intersection,  as  shown  in  Fig.  44. 


/ 


y 


/ 
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The  pattern  for  the  rake  molding  is  obtained  by  a  process 

similar  to  that  in  Fig.  43.  Since  the  operation  is  fully 
shown  in  Fig,  44,  further  description  is  unnecessary. 

The  patterns  for  the  returns  are  obtained  by  using  the 
raked  profiles  in  Fig.  44  as  was  the  normal  profile  in 
Fig,  43— that  is,  ordinary  square  raiters  are  developed. 

In  the  case  of  a  pediment  whose  outline  is  curved,  the 
operations  of  raking  a  stay  may  be  accomplished  by  lines 
carried  from  points  in  the  lower  normal  prufile  around  the 
curve  to  B  C,  Fig.  45.     If  the  profile  of  the  curved  molding 
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is  raked,  the  view  must  be  constructed,  not  on  the  curved 
lines  but  on  lines  drawn  perpendicular  to  the  radius  B  C,2& 
shown  by  the  small  drawing  in  the  upper  portion  of  Fig.  45. 
When  the  curved  molding  has  the  normal  profile,  the  lines 
from  points  on  the  profile  are  first  drawn  perpendicular 
to  B  C;  from  the  intersection  points  on  B  C,  circular  pro- 
jectors are  then  carried  around  the  curve  and  are  used  to 
obtain  a  raked  profile  at  the  top  or  at  the  foot  of  the  pedi- 
ment in  the  same  manner  as  the  straight  projectors  were 
used  in  Fig.  44. 


PROBL.£M   11. 

SO.  To  develop  the  patterns  for  a  pediment  molding 
raked  fW)m  an  octagron  miter. 

Explanation. — The  cornices  used  to  finish  the  upper  por- 
tion of  an  octagonal  tower  are  sometimes  designed  with 
pediments  on  the  four  alternate  sides,  while  the  cornices 
on  the  intermediate  sides  remain  horizontal.  If  the  crown 
molding  of  the  pediment  in  such  cases  is  to  be  mitered 
directly  with  that  of  the  horizontal  cornice,  a  raked  profile 
must  be  obtained.  The  process  employed  differs  from  that 
already  explained  in  that  the  raked  profile,  instead  of  being 
projected  from  the  normal  profile  of  the  horizontal  molding, 
is  derived  from  a  certain  view  of  the  octagon  miter. 

Construction. — The  conditions  just  described  are  shown 
in  Fig.  4G,  which  contains  a  plan  and  an  elevation  of  a 
pediment  whose  crown  molding  is  raked  from  the  horizontal 
molding.  It  will  be  seen  that  the  normal  profile  is  first 
drawn  as  shown  at  (^/).  The  lines  of  the  horizontal  mold- 
ing on  the  oblique  side  are  then  drawn  as  shown.  Next,  a 
plan  is  represented  as  in  Fig.  46,  and  the  projection  of  the 
cornice  molding  is  indicated  bylines  drawn  parallel  thereto. 
The  miter  line  ul  B  may  next  be  drawn  as  described  in 
Problem  2.  A  duplicate  of  the  normal  profile  is  then  drawn 
in  the  plan  as  shown  at  (/;).  As  in  the  preceding  problems, 
the  outlines  of   both   profiles   are  similarly  spaced  and  the 


Fig,  46. 


until  they  intersect  the  miter  line  A  B,  From  points  thus 
obtained  on  the  miter  line  in  the  plan,  vertical  projectors 
are  drawn  to  the  elevation,  where  they  must  intersect  pro- 
jectors drawn  from  corresponding  points  of  the  profile  at  {a). 
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The  oblique  view  of  the  miter  is  now  to  be  represented  in 
the  elevation  by  a  line  traced  through  the  points  of  inter- 
section from  C  to  D,  The  elevation  of  the  pediment  may 
now  be  completed  by  lines  drawn  at  the  desired  angle  from 
the  several  edges  of  the  miter  C  D^  as  shown  in  Fig,  4<3. 

The  method  employed  to  obtain  the  profile  of  the  rake 
molding  at  {d)  is  similar  to  that  described  in  the  preceding 
problem.  The  foreshortened  view  of  the  miter  CD  is  used 
as  if  it  were  the  profile  of  a  square  return,  and  projectors 
are  drawn  parallel  with  the  lines  of  the  rake  molding  from 
all  of  its  edges  and  interedges.  These  projectors  are  next 
intersected  with  projectors  from  corresponding  points  of  a 
normal  profile  placed  as  shown  at  (r).  The  profile  at  (r),  of 
course,  must  be  divided  in  a  manner  similar  to  those  shown 
at  {a)  and  {b). 

The  stretchout  MNh  developed  from  the  profile  at  (d), 
each  space  of  which  must  be  separately  transferred.  The 
pattern  is  completed  in  the  usual  manner  by  edge  lines, 
interedge  lines,  and  developers  drawn  as  shown  in  Fig.  46. 


PROBLEM   12. 

21.  To  develop  the  patterns  for  a  nilter  belrween 
pediment  uioldlngr?^  of  dllTerent  pitch. 

Explanation. — It  is  sometimes  desirable  to  provide  a 
finish  of  cornice  moldings  for  a  square  tower  on  each  side  of 
which  a  pediment  is  formed  and  to  finish  the  lower  ends  of 
the  pediment  moldings  upon  one  another.  When  the  four 
sides  of  the  tower  are  of  equal  width,  the  lengths  of  the 
pediment  moldings  are  necessarily  the  same.  Should  the 
tower,  however,  be  constructed  with  two  opposite  sides 
wider  than  the  other  two,  the  profile  for  the  pediment  mold- 
ings  on  two  of  the  sides  must  be  raked.  This  is  obviously 
necessary,  since  the  angles  of  the  pediment  are  unequal. 

Two  elevations  of  a  tower  having  unequal  sides  are  shown 
in  Fig.  47.  So  far  as  the  plan  is  concerned,  the  miters  ap- 
pear the  same  as  ordinary  square  miters.     It  will  be  assumed, 


DEVELOPMENT  OF  MOLDINGS. 


49 


in  this  problem,  that  the  adjacent  gables  are  of  the  same 
height,  although  different  in  width.  It  will  be  seen  from 
Fig.  47  that  the  true  lengths  of  the  edge  lines  are  shown 


Front  tye^aho/t 


Sidf  £1  'wation 


FlO.  47. 

only  in  the  elevation,  while  the  miter  line — that  is,  the  edge 
view  of  the  miter  plane — is  seen  only  in  the  plan.  It  is  first 
necessary  to  construct  a  correct  elevation  of  the  miter, 

CoNSTRLTCTioN. — ^Lct  it  be  assumed  that  the  normal  pro- 
file shown  at  {a)^  Fig.  48,  is  to  be  used  on  the  narrow  sides  of 
the  tower  and  that  the  moldings  of  the  wider  sides  are  to  be 
raked  to  correspond.  The  line  A  B  is  first  drawn  on  the 
narrow  side  of  the  tower  at  the  required  angle,  and  from  A 
a  vertical  line  is  drawn  to  represent  one  of  the  corners.  The 
normal  profile  is  then  drawn  in  the  position  shown  at  (^), 
with  the  vertical  lines  at  right  angles  to  A  B,  From  any 
convenient  position  on  the  vertical  line  from  A^  the  normal 
profile  is  placed  as  shown  at  {b).  Next,  the  curved  portions 
of  both  profiles  are  divided  into  the  same  number  of  equal 
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spaces.  From  the  several  edges  and  interedges  of  the  pro- 
file at  (rt),  lines  parallel  to  A  ^are  drawn  indefinitely  toward 
the  miter.  These  lines  are  then  intersected  by  perpendicu- 
lars drawn  from  corresponding  points  in  the  profile  at  (i). 


aurj  J»^u9j 


A  line  traced  through  the  points  of  intersection,  as  shown 
from  A  to  T,  will  give  the  correct  elevation  of  the  miter, 
and  will  also  define  llie  terniinalion  of  the  edge  and  inter- 
edge  lines  of  the  pediment  molding. 
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The  pattern  for  this  pediment  molding  may  now  be  de- 
veloped on  the  stretchout  AIiV,  This  stretchout  is  derived 
from  the  profile  at  (a),  and  the  drawing  is  completed  by  the 
aid  of  developers  from  the  several  points  of  intersection  ob- 
tained in  A  C.  The  miter  at  the  apex  of  the  gable  is,  of 
course,  an  ordinary  face  miter,  and  may  be  obtained  by  the 
usual  method.  In  the  case  of  a  tower  whose  four  sides  are 
equal,  the  pattern  thus  obtained  will  answer  for  all  of  the 
pediment  moldings. 

To  obtain  the  raked  profile  and  pattern  for  the  molding 
on  the  wider  sides  of  the  tower,  an  elevation  must  be 
drawn  as  shown  on  the  left  in  Fig.  48.  A  vertical  line  is 
first  drawn  to  represent  the  angle,  or  corner,  of  the  tower, 
and  a  horizontal  line  is  next  projected  from  A  to  inter- 
sect the  vertical  at  A',  On  this  line,  with  A'  as  its  low- 
est point,  a  duplicate  of  the  miter  C A  is  next  placed,  as 
shown  by  A'  C\  At  a  horizontal  distance  from  A'  equal 
to  one-half  of  the  width  of  the  wide  side  of  the  tower,  a 
vertical  center  line  is  drawn.  From  /),  the  apex  of  the 
narrow  gable,  a  horizontal  line  that  cuts  this  center  line 
at  D'  is  then  drawn.  A  line  from  C*  lo  D*  will  establish 
the  pitch  of  this  gable,  and  lines  from  the  several  edges 
and  interedges  of  the  profile  C*  A*  are  next  drawn  paral- 
lel to  C*  D\  The  raked  profile  of  this  molding  is  next 
obtained  in  the  manner  described  in  Problem  10;  that  is, 
the  normal  profile  is  copied  in  the  position  shown  at  (r), 
on  any  line  drawn  at  right  angles  to  C  D\  Its  outline 
is  next  divided  in  the  same  manner  as  the  profile  at  (f?). 
From  points  on  the  miter  line  C*  A\  projectors  are  drawn 
parallel  to  C  D\  These  projectors  are  intersected  by 
corresponding  lines  drawn  at  right  angles  to  C*  D'  from  the 
profile  at  (r).  A  line  traced  through  the  points  of  inter- 
section, as  shown  at  (rtf),  then  defines  the  required  raked 
profile. 

The  pattern  for  the  raked  molding  may  now  be  laid  off 
by  means  of  the  stretchout  AT  N\  which  is  developed  from 
the  profile  at  {d).  The  completion  of  the  pattern  is  fully 
shown  in  Fig.  48. 
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PHOBT.KM   13, 

22*     To  develop  the  patterns  for  u  raklngr  bracket* 

ExPLANATioK. — As  the  student  has  already  seen  in  Archi- 
teciural  Proportion^  modillians  and  brackets  that  are  used 
on  the  raking  moldings  of  pediments  and  gable  cornices  are 
made  with  Lheir  sides  in  a  vertical  plane.  When  the  mold- 
ings of  a  horizontal  cornice  are  used  for  the  inch'ned  mold-' 
ings  of  a  gable,  the  height  of  the  several  members — that 
is,  the  dimensions  measured  at  right  angles  to  the  edge 
lines  of  the  molding — is^  of  course,  the  same  in  both  cases. 


PlO.  19, 

If  the  modillions  in  the  oblique  cornice  are  placed  verti- 
cally, therefore,  the  height  of  their  sides  will  be  greater 
than  that  of  the  corresponding  modillions,  or  brackets,  in 
the  horizontal  moldings.  Brackets  so  designed  are  called 
raking  brackets,  and  while  their  sides  are  increased  in 
height,  the  edge  lines  of  their  face  moldings  remain  parallel 
to  those  of  the  oblique  cornice. 
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The  patterns  of  the  moldings  that  form  the  faces  of  the 
raking  brackets  may  thus  be  seen  to  be  merely  butt  miters, 
of  which  the  outline  of  the  bracket  in  the  horizontal  cornice 
is  the  profile,  while  the  sides  of  the  raking  brackets  are  the 
miter  planes.  Fig.  49  shows  an  elevation  of  a  horizontal 
cornice  containing  a  bracket  whose  profile  is  shown  at  the 
left.  Joining  this  at  the  right,  by  means  of  a  regular  face 
miter,  is  the  foot  of  a  gable  cornice  on  which  is  represented 
the  front  view  of  a  raking  bracket. 
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Construction. — ^lo  making  the  detail  drawing  from  which 
to  obtain  the  patterns  of  the  raking  bracket,  the  oblique 
line  A  B  in  Fig.  50  is  first  drawn  at  the  required  pitch. 
Next,  from  any  conv»enient  point,  as  T,  a  line  CD  should 
be  drawn  at  right  angles  to  A  B  to  represent  the  vertical 
line  at  the  back  of  the  bracket  in  the  horizontal  cornice. 
The  required  height  of  the  bracket  is  then   set  off  on  this 
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line  and  the  drawing  of  the  bracket  side  is  completed  in  the 
manner  shown  in  Fig,  50.  Next,  a  line  D  E  is  drawn  par. 
allcl  to  A  B  to  represent  the  bottom  line  of  the  frieze 
Now,  conveniently  close  to  CD,  two  vertical  parallels  are 
drawn,  the  perpendicular  distance  between  which  is  the 
same  as  the  face  width  of  the  normal  bracket.  Projector? 
parallel  to  A  B  are  next  drawn  from  the  several  edges  and 
interedges  of  the  bracket  profile  at  (a),  in  the  manner 
shown  in  Fig.  50;  This,  it  will  be  seen,  completes  the  front 
elevation  of  the  raking  bracket,  exclusive  of  the  moldings 
that  form  the  bracket  head. 

To  obtain  the  pattern  for  the  face  of  the  raking  bracket, 
the  stretchout  AfN  is  developed,  in  the  position  shown  in 
Fig.  50,  from  the  profile  of  the  normal  bracket  at  (a). 
After  edge  and  interedge  lines  have  been  drawn,  developers 
from  the  intersections  in  the  elevation  will  complete  the 
construction. 

To  obtain  the  pattern  for  the  side  of  the  raking  bracket, 
the  vertical  line  B  E  is  drawn,  as  shown,  at  a  convenient 
distance  from  the  bracket  face.  The  projectors  used  to 
represent  the  edges  and  interedges  of  the  bracket  are  then 
produced  until  they  intersect  the  line  BE,  as  shown.  From 
points  of  intersection  thus  obtained  on  BE,  horizontal  lines 
are  next  drawn  indefinitely  toward  the  right.  The  lengths  of 
the  several  lines  drawn  across  the  normal  profile  at  {a)  may 
now  be  taken  in  the  dividers  and  set  off  on  corresponding 
horizontals  in  the  upper  view  at  (if).  The  outline  of  the 
raked  profile  may  then  be  traced  through  the  points  thus 
determined,  as  shown  in  (A),  Fig.  50. 

It  will  be  understood  by  the  student  that  in  case  it  becomes 
necessary  to  obtain  the  outline  for  the  brackets  of  a  hori- 
zontal cornice  from  the  profile  of  a  raking  bracket,  the  neces- 
sary operations  would  be  performed  in  the  reverse  order 
from  that  just  described.  If,  however,  a  situation  should  be 
encountered  in  which  only  raking  brackets  were  needed,  it 
is  quite  as  necessary  that  a  normal  profile  should  be  con- 
structed, since  it  is  from  this  view  that  the  stretchout  for 
the   raking  bracket  is  developed.      The   normal   profile  is 
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necfeosary,  also,  for  use  as  a  stay  when  the  faces  of  the  ra- 
king brackets  are  formed. 

It  should  be  noted  that,  of  the  three  pieces  of  molding 
that  form  the  head  of  the  bracket— in  cases  where  the  bed 
molding  of  the  cornice  is  used  to  finish  the  upper  portion  of 
the  bracket — the  front  piece  only  has  the  same  profile  as  the 
bed  mold.  The  profiles  for  the  returns  on  each  side  of  the 
bracket  are  determined  by  the  method  used  to  obtain  the 
profiles  for  the  returns  at  the  top  of  a  broken  pediment,  as 
explained  in   Problem  10.     The  operation  of  raking  these 
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profiles  and  of  developing  the  patterns  for  the  returns  is 
shown  in  Fig.  5L  This  drawing  represents  the  upper  por- 
tion of  the  bracket  on  a  scale  stmiewhat  larger  than  that 
used  for  Fig,  50.  Duplicates  of  the  normal  profile  are 
placed  in  an  erect  position  either  above  or  below  the  bracket 
head,  as  shown  at  (if)  and  (c).  The  outlines  of  these  pro- 
files, together  with  the  profile  of  the  bed  molding  at  (a),  are 
then  divided  into  the  same  number  of  equal  spaces.  From 
the  points  thus  located  in  {a),  edge  and  interedge  lines  of 
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indefinite  length  are  drawn  parallel  to  the  inclined  molding. 
These  lines  are  next  intersected  by  vertical  lines  drawn 
from  corresponding  points  in  (i)  and  (c).  The  raked  pro- 
files may  then  be  indicated  on  the  drawing  by  irregular 
curves  traced  through  the  points  thus  determined,  as  shown 
at  (^)  and  (/).  The  stretchout  AT aV  is  next  developed 
from  the  profile  at  (a),  and  developers  from  (^)  and  {/)  will 
complete  the  pattern  for  the  front  molding,  as  shown  in 
Fig.  5L 

To  obtain  the  patterns  for  the  returns,  each  of  the  raked 
profiles  most  be  considered  as  a  normal  profile,  and  plain 
square  miters  developed  therefrom.  When  the  stretchout 
of  (/)  is  developed,  the  spaces  between  the  points  pre- 
viously obtained  must  be  transferred  separately  to  M*  N\ 
or,  if  desired,  the  profile  may  hi  redivided  into  equal  spaces. 
The  same  process  must  be  followed  with  respect  to  the  pro- 
file {e)^  the  pattern  for  which  is  shown  on  the  stretchout  M' 
N\  Fig.  51. 


PHOBLEM   14. 

23*  Ta  develop  the  patterns  for  an  oblique  mold* 
tug'  that  mlten^  o^rftlnHt  an  Irreg^ularly  shaped  pier. 

Explanation. — The  oblique  moldings  of  gables  sometimes 
terminate  at  the  foot  against  columns  or  molded  piers  that 
rise  above  the  gable,  as  in  Fig.  52.  The  details  of  the 
molding  and  of  the  pier  are  usually  given  in  drawings  fur- 
nished by  the  architect,  and  from  such  details  a  view  simi- 
lar to  that  shown  in  Fig.  53  must  be  constructed  by  the 
pattern  draftsman. 

Construction. — Since  the  inclination  of  the  gable  mold- 
ing can  be  shown  only  in  an  elevation  and  the  profile  of 
the  pier  can  be  represented  only  in  a  plan,  it  is  evident 
that  both  views  will  be  required.  The  plan  of  the  pier 
or  the  column  should  first  be  drawn  as  shown  in  Fig.  53. 
Next,  a  profile  of  the  gable  molding  should  be  drawn  in 
the  plan,  as  shown  at  (a),  with  its  vertical  side  against 
the  wall,      The  plan   is  then   completed   by  the   projection 


DEVELOPMENT  OF  MOLDINGS. 


£itt/atic» 


of  the  necessary  edge  and  interedge   lines  drawn  parallel 
to  the  wall  line  and  produced  until  they  intersect  the  side 

of  the  pier. 

The  several  edges 
and  angles  of  the  pier 
in  the  plan  are  now 
projected  to  the  ele- 
vation, and  in  this 
view  the  line  A  B  to 
represent  the  lowest 
edge  line  of  the  in- 
clined molding  is  then 
drawn  at  the  required 
angle.  Next,  against 
any  line,  as  j5C,  drawn 
at  right  angles  to  A  B, 
the  normal  profile  is 
copied  from  {a)  to  the 
position  shown  at  {b). 
Lines  drawn  from  the 
several  edges  and  in- 
teredges  at  {b)  and  parallel  to  A  B  will  complete  the  ele- 
vation with  the  exception  of  the  correct  view  of  the  miter 
line.  This  line  is  determined  by  projectors  drawn  to  the 
elevation  from  the  plan,  and  from  points  on  the  pier  in  the 
latter  view,  at  the  intersection  of  the  horizontal  projectors 
drawn  from  the  view  at  {a).  The  correct  view  of  the  miter 
line  is  then  traced  in  the  elevation  through  the  intersections 
of  corresponding  projectors.  This  foreshortened  view  of  the 
miter  line  is  represented  hy  A  E  D,  Fig.  53,  and  should  be 
understood  by  the  student  from  instruction  given  in  preced- 
ing problems.  The  stretchout  of  the  molding  may  now  be 
set  off  in  the  usual  manner  on  M N,  and  edge  and  interedge 
lines  for  the  development  drawn  as  usual.  Developers  from 
the  several  points  of  intersection  in  A  £i> carried  to  correspon- 
ding edge  lines  in  the  development  will  complete  the  pattern. 
Since  the  plan  shows  that  the  roof  and  the  upper  fillet  of 
the  molding  must  intersect  the  curved  outline  of  the  pier, 
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PltOKLEM   15. 

24,  To  develop  the  patterns  for  a  grable  molding^ 
tliat  inlters  against  a  \^ash. 

Explanation. — When  a  pediment  is  designed  to  surmount 
a  horizontal  cornice,  the  moldings  of  the  gable  are  usually 
made  to  miter  on  the  wash,  or  sloping  roof,  of  the  main 
cornice.  Since  the  elevation  of  the  gable  is  the  only  view 
in  which  the  true  lengths  of  the  edge  lines  are  shown,  the 
pattern  must,  of  course,  be  developed  from  that  view. 
However,  since  the  termination  of  the  edge  lines  is  gov- 
erned by  the  pitch  of  the  wash,  which  can  be  shown  only  in 
a  vertical  sectional  view,  it  is  apparent  that  these  two  views 
must  be  drawn  before  a  correct  elevation  of  the  miter  can 
be  shown  or  the  pattern  developed. 
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Construction. — The  pitch  of  the  gable  should  first  be 
established  and  the  profile  of  the  moldings  so  placed  that 
the  edge  lines  shall  be  parallel  to  the  pitch  of  the  gable,  as 
shown  at  (^i),  Fig.  54.  From  the  several  edges  and  inter- 
edges  of  the  profile,  projectors  parallel  to  the  molding  are 
drawn  toward  the  roof  of  the  horizontal  cornice.  The  ver- 
tical sectiona!  view  already  referred  to  is  next  constructed 
by  first  drawing  a  duplicate  of  the  profile  at  {a)  in  the  posi- 
tion shown  at  {p).     Next,  immediately  below  (i),  the  slope 
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of  the  wash  is  represented  by  the  line  CD.  From  all  the 
edges  and  interedges  of  the  profile  at  (^),  projectors  are 
drawn  to  the  wash  CD.  Now,  from  the  points  of  inter- 
section on  C  D^  horizontal  lines  are  drawn  to  the  elevation 
to  intersect  edge  lines  from  corresponding  points  on  the 
profile  at  {a).  A  line  traced  through  the  points  of  inter- 
section, as  shown  from  A  to  By  will  complete  the  elevation 
of  the  miter. 

To  develop  the  pattern,  the  stretchout  M N  is  drawn  at 
right  angles  to  the  pitch  of  the  gable  and  spaced  off  in  the 
usual  manner  from  the  profile  at  (a).  Developers  drawn 
from  the  several  points  of  intersection  previously  obtained 
in  -^  ^  to  corresponding  edge  lines  in  the  development  will 
complete  the  pattern. 


PROBI^M  16. 

25.  To  develop  the  patterns  for  the  return  comloes 
of  a  dormer  that  miter  agralnst  an  octagronal  roof. 

Explanation. — The  elevations  and  plan  of  a  dormer  that 
miters  against  an  octagon  tower  is  shown  in  Fig.  55.  It  will 
be  seen  from  this  illustration  that  the  returns  of  the  cornice 
miter  against  the  oblique  sides  of  the  octagonal  roof.  The 
surface  against  which  the  returns  miter  is  therefore  obliquely 
inclined  with  reference  to  the  plan  and  elevation  shown  in 
Fig.  55. 

When  the  working  drawings  for  such  a  construction  are 
to  be  made  by  the  pattern  draftsman,  unusual  care  must  be 
exercised  in  order  that  the  position  of  the  several  lines  that 
represent  the  roof  are  in  correct  relative  positions  with  refer- 
ence to  the  moldings  of  the  dormer.  This  condition  must 
be  ascertained  by  careful  measurements  taken  either  from 
the  building  itself  or  from  the  architect's  drawings.  The 
length  of  the  return  molding  depends,  of  course,  on  the 
slant  of  the  roof  and  on  the  projection  of  the  face  of  the 
dormer  from  the  base  of  the  roof.  It  is  necessary,  also,  to 
ascertain  the  exact  position  of  the  hip  line  and  to  see  that  it 
is  correctly  represented  in  the  plan,  since  it  is  from  this  view 
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that  the  pattern  must  be  developed.  In  all  cases  where 
possible,  it  is  best,  of  course,  to  construct  full-size  working 
drawings,  but  when  the  work  is  very  large  and  it  is  incon- 
venient  to   construct   full-size  drawings,  correct  measure- 


FIG.  65. 


ments  may  be  obtained  from  a  drawing  made  to  any  con- 
venient scale — say,  one-half  or  one-quarter  the  full  size  of 
the  design.  The  actual  patterns  for  the  miter,  however, 
must,  in  every  case,  be  developed  from  full-size  details. 
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CoKSTRUCTioN.^ — The  first  thing  to  be  ascertained  is  the 
position  of  the  hip  line  of  the  roof  and  its  relation  to  the  re- 
turns; in  other  words,  we  must  first  find  out  what  portion 
of  the  profile  of  the  return  is  to  he  mitered  against  the  front 
side  of  the  roof  and  what  portion  against  the  oblique  side. 
The  front  and  the  side  elevation  of  the  dormer  are  first  to 
be  drawn  as  in  Fig.  55,  being  careful  to  show,  in  the  side 
view,  the  correct  relation  of  the  roof  line,  as  already  stated. 
The  plan  is  next  drawn  below  the  front  elevation,  as  shown. 
In  this  view,  the  lines  that  represent  the  front  and  the  side 
of  the  dormer  and  also  the  lines  that  represent  the  outer 
projection  of  the  dormer  cornice  must  be  shown.  When 
the  side  elevation  is  drawn,  the  moldings  of  the  cornice  may 
be  represented,  for  the  present,  as  finishing  against  the  roof 
line,  as  in  Fig.  55.  In  the  plan,  the  ridge  of  the  dormer 
roof  and  the  eave  lines  may  be  represented  the  same  length 
as  corresponding  lines  in  the  side  elevation.  Next,  the  base 
line  of  the  front  side  of  the  octagonal  roof  may  be  repre- 
sented in  the  plan  as  shown  by  EC.  In  Fig.  55,  the  front 
of  the  dormer  is  shown  flush  with  the  base  line  of  the  roof, 
but  it  should  be  understood  that  dormers  are  often  placed 
either  above  or  below  the  base  line,  in  which  case  the  line 
of  the  roof  must  be  represented  accordingly.  The  line  B F 
is  then  drawn  in  the  plan  at  the  correct  octagon  angle  to 
represent  the  oblique  side  of  the  roof.  The  angle  C B F  \% 
now  bisected,  and  the  line  of  the  hip  is  represented  in  the 
plan  by  B  D,  Since,  as  already  stated,  the  pattern  is  to  be 
developed  from  the  plan,  the  position  of  the  hip  line  need 
not  necessarily  be  shown  in  the  front  elevation.  In  this 
case,  however,  the  student  may  complete  both  views  as 
shown  in  Fig.  55,  since  he  will  then  better  understand  the 
drawing. 

Those  portions  of  Fig.  55  that  are  necessary  in  obtaining 
the  pattern  are  shown  somewhat  enlarged  in  Fig.  56.  The 
side  view  in  this  illustration  is  an  enlarged  copy  of  the  cor- 
responding portion  of  Fig.  55.  The  plan  of  the  dormer  is 
shown  immediately  below — in  this  case,  turned  so  that  pro- 
jectors from  corresponding  positions  in  the  elevations  may 
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be  drawn  between  the  two  views.  The  front  elevation  is 
shown  at  the  right,  and  on  a  center  line  common  to  the 
plan. 

Thus  far  we  have  represented  the  dormer  as  if  its  mold- 
ings  were  mitered  entirely  against  one  face  of  the  tower 
roof.  It  is  known,  however,  that  the  upper  portion  of  the 
cornice  profile  extends  beyond  the  hip  line,  and,  conse- 
quently, it  must  miter  against  the  oblique  side  of  the  roof. 
It  is  apparent  from  the  drawings  that  the  hip  line  of  the 
roof  intersects  the  cornice  profile  at  a  point  on  its  plan- 
ceer. 

It  is  first  necessary  to  set  off  into  the  same  number  of 
equal  spaces  the  curved   portions  of   the  crown    moldings 
shown  in  profile  at  (ti)  and  (A),  Fig.  50.     Projectors  parallel 
to  the  lines  of  the  molding  are  next  drawn  from  the  points       ' 
of  (^)  to  their  intersections  with  the  roof  line,  as  shown. 
Next,  from  the  several  points  of  intersection  on  the  roof^^ 
line,  the  projectors  are  produced  until  they  intersect  the^^f 
hip  line  B  D  in  the  plan.    From  points  thus  obtained  on  B D^ 
lines  of  indefinite  length  are  next  drawn  parallel  to  ^/% 
These  lines  are  intersected,  as  shown  in  Fig.  56,  by  pro- 
jectors drawn  from  corresponding  points  in  the  profile  at  {a). 
A  line  traced  through  the  points  of  intersection,  as  shown 
at  (r),  will  rci>rcsent  a  correct  view  of  the  miter. 

To  obtain  the  pattern,  the  stretchout  M N  is  next  set  off 
in  the  usual  manner.  If  desired,  the  roof  surface  of  the 
dormer  may  be  added  to  the  stretchout,  as  shown  in  Fig.  56. 
From  the  points  x  and  r,  where  the  hip  line  cuts  the  roof 
and  the  planceer,  lines  must  be  carried  back  to  the  profile 
in  the  manner  shown,  and  their  positions  must  be  indicated 
on  the  stretchout  M N.  Developers  drawn  from  the  points 
of  intersection  at  (^)  and  from  the  profile  at  (i)  will  com- 
plete the  pattern  as  shown  in  Fig.  56. 

The  pattern  for  the  bed  molding  that  miters  against  the 
front  side  of  the  roof  must  be  obtained  by  the  process  given 
in  Problem  3. 

The  side  elevation  in  Fig.  5G  shows  a  correct  view  of  the 
molding  as  it  will  appear  when  finished.     The  student  will 
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understand,  however,  that,  so  far  as  the  pattern  draftsman 
is  concerned,  the  completion  of  this  view  is  unnecessary. 
The  process  is  shown  in  Fig,  50  as  an  aid  to  students  that 
desire  to  complete  their  projection  drawings. 


PROBLEM  17  • 

36*  To  develop  the  patterns  for  a  niit*-r  between  a 
molding  and  a  sphere,  or  balL 

Explanation, — It  is  sometimes  necessary  to  terminate 
a  molding  against  a  ball  For  example,  a  half  ball  may  be 
placed  between  the  arms  of  a  miter  in  a  ceiling  panel;  or, 
again,  a  complete  ball  may  be  used  to  form  the  finish  at  the 
hijwer  extremities  of  a  gable  cornice.  When  the  details  for 
such  constructions  are  required,  the  draftsman  must  be  care- 
ful to  locate  the  center  of  the  ball  in  a  correct  position  with 
reference  to  the  lines  of  the  molding* 

Construction,— It  is  first  necessary  to  draw  a  profile  of 
the  required  molding,  correctly  placed  with  reference  to  the 
wall  line,  as  shown  at  (a).  Fig.  57.  From  its  several  edges 
and  interedges,  projectors  of  indefinite  length  arc  drawn  to 
the  elevation,  as  shown  at  the  right.  The  center  of  the  ball 
may  next  be  conveniently  located  at  a  point  x  on  the  wall 
line.  From  the  point  a%  a  line  of  indefinite  length  should 
be  drawn  through  the  elevation,  and  the  outline  of  the  ball 
described  in  that  view  from  a  center  conveniently  chosen 
at  a\ 

A  profile  of  the  molding  should  now  be  represented  in  the 
plan,  as  shown  at  (i).  The  point  x^  of  the  elevation  is  shown 
in  Fig.  57  projected  to  the  plan  at  x*^  from  which  point  as  a 
center  the  outline  of  the  ball  is  next  to  be  described.  As  in 
the  elevation,  edge  and  interedge  lines  from  the  profile  at  (d) 
are  drawn  parallel  to  the  wall  line  and  produced  until  they 
intersect  the  outline  of  the  ball  in  the  plan.  The  fore- 
shortened view  of  the  miter  line  is  produced  in  the  eleva- 
tion by  projectors  carried  from  points  in  the  plan  at  the 
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intersection  of  the  edge  lines  there  shown.     These  pro- 
jectors are  extended  until  they  intersect  in  the  elevation  the 


horizontal  line  drawn  through  x'.  By  the  aid  of  the  com- 
passes, and  from  x'  as  a  center,  the  projectors  from  the  plan 
are  carried  from  points  at  their  intersection  with  x-x'To 
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corresponding  edge  lines  of  the  elevation.  A  line  traced 
through  the  points  of  intersection  thus  determined,  as  shown 
from  C  to  /?,  Fig*  57,  will  give  a  correct  elevation  of  the  miten 

The  stretchout  J/ iV  is  developed  in  the  usual  way  from 
the  profile  at  (a),  and  the  pattern  is  completed  by  develop- 
ers drawn  from  the  several  points  of  intersection  in  C  D. 

Since  any  section  of  a  sphere  is  a  circle,  the  portions  of 
the  pattern  between  /  and  2  and  between  2  and  S^  which 
represent  the  straight  lines  of  the  profile,  may  be  described 
by  the  compasses.  To  find  the  radius  r  with  which  to 
describe  that  portion  of  the  pattern  between  /  and  2^  the 
line  1-2  of  the  profile  is  extended  in  both  directions  until  it 
cuts  the  outline  of  the  ball  at  E  and  /^  One-half  of  E  F 
will  then  be  the  required  radius.  To  describe  this  arc  in  the 
pattern,  short  intersecting  arcs  are  described  from  1*  and  2* 
as  centers,  with  a  radius  r.  From  6",  the  point  of  inter- 
section of  these  arcs,  and  with  the  same  radius,  the  pattern 
outline  may  be  described  as  shown.  The  radius  s  is  found 
in  a  similar  manner  by  extending  2-^  of  the  profile  until  it 
cuts  the  outline  of  the  ball  as  shown  in  Fig.  57. 


PHOBXiEM   18. 

27#  To  develop  the  patterns  for  a  nnJter  between  a 
inansat*fl  lilp  molillnjt?  and  a  deck  eornlce. 

Explanation. — A  mansard  roof  is  usually  finished  at  the 
upper  edge,  where  it  joins  the  deck,  with  a  series  of  mold- 
ings commonly  termed  deek  comlees.  An  apron,  or  wide 
fascia,  inclined  at  the  angle  of  the  roof,  is  usually  added  to 
the  moldings  of  the  deck  cornice,  and  serves  as  a  finishing 
strip  for  the  shingles  or  slate  of  the  roof.  This  apron, 
instead  of  being  mitered  at  the  angles  of  the  roof,  is  generally 
carried  along  the  hip,  thus  forming  a  border  to  the  roof.  A 
roll  is  usually  formed  in  this  strip  at  the  angle  of  the  hip 
and  is  mitered  at  its  upper  end  with  certain  members  of  the 
deck  cornice.  In  order  to  facilitate  this  miter,  the  profile  of 
the  deck  cornice  usually  contains  a  quarter-round  member 
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that  receives  the  hip  mold.  It  will  be  seen  from  the  con- 
struction of  the  drawing  that  the  principles  involved  may 
be  applied  to  any  profile  whose  moldings  are  similarly  in- 
clined. 

In  the  drawings  shown  in  Fig.  58,  the  profile  for  the  bed 
molding  contains  a  quarter-round  member  whose  outline  is 
described  with  the  same  radius  used  to  describe  the  roll  of 
the  hip  molding. 

Construction. — In  Fig.  59,  the  line  A  B,  which  repre- 
sents the  pitch  of  the  roof,  is  taken  from  the  section  in 
Fig.  58,  and  may  be  assumed  to  represent  the  surface  of  the 
sheathing  boards  of  the  roof,  while  a  horizontal  line  A  Cis 
drawn  to  represent  the  lower  edge  of  the  roof.  A  plan  of 
the  hip  is  to  be  drawn  in  the  position  shown   by  the  right 
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angle  D  /V  C  and  its  bisector  A'  />".  A  sectional  view  on 
the  line  A'  IV — that  is,  through  the  hip  of  the  roof — may 
now  be  projected  at  right  angles  to  A'  B\  as  shown  on  the 
left  in  Fig.  59.  In  this  view,  A"  B"  represents  the  line  A  C 
of  the  elevation,  while  B"  B'"  is  made  equal  to  B  C.  The 
line  .1"  /)""  will  then  represent  the  true  cdgo^  of  the  hip,  and 
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parallel  to  this  line  may  be  drawn  a  view  that  will  show  the 
true  lengths  of  the  edge  lines  in  the  hip  molding. 

Before  the  profile  of  the  hip  molding  can  be  drawn, 
however,  it  is  first  necessary  to  obtain  a  correct  view  of  a 
section  through  the  roof  at  right  angles  to  the  hip  line. 
To  obtain  this  view,  the  Vine  E  F  is  drawn  perpendicular 
to  A'  B"\  as  shown  in  Fig.  59.     Through  /%  the  point  of 


Fig.  69. 

intersection  with  A' B\  HG  is  drawn  parallel  to  A' B"\ 
while  the  distances  FG  and  F H  nvt  each  made  equal  to  the 
distance  FA".  The  lines  li H vrnd  EG  will  then  define  the 
angle  G  E H^  which  is  the  correct  angle  of  the  hip. 

The  profile  of  the  hip  molding  may  now  be  drawn 
in  Fig.  59  by  aid  of  the  profile  at  (^7),  Fig.  58.  In  this 
view,  the  radius  of  the  hip  roll  is  the  same  as  that  of  the 
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quarter-round  molding  in  the  profile  of  the  deck  cornice, 
while  the  width  of  the  fascias  correspond  with  that  member 
in  the  deck  molding.  Next,  tromf,  the  center  ot  the  profile 
of  the  hip  roll,  lines  are  to  be  drawn  at  right  angles  to  EG 
and  EH^  cutting  the  circumference  of  the  hip  roll  at  xand/ 
and  thus  defining  the  quarter  circles,  which  are  to  be  ini- 
tered  with  the  corresponding  members  of  the  deck  molding. 
That  portion  of  the  hip  roll  between  x  and  y^  as  will  be  seen 
from  Pig.  69,  projects  above  the  quarter  round  of  the  ded: 
molding  and  miters  against  the  planceer. 


To  obtain  the  miter  for  the  portion  xy,  the  line  KL  is 
drawn  parallel  to  A'  B"  to  represent  the  horizontal  plane  of 
the  planceer.  A  series  of  edge  lines  may  then  be  drawn 
from  the  profile  parallel  to  A'  B'"  and  the  miter  obtained  by 
the  method  of  Problem  3. 

Before  the  miter  between  the  other  portion  of  the  hip 
molding  and  the  bed  molding  can  be  developed,  a  drawing 
must  be  constructed  to  show  the  true  lengths  of  the  edge 
lines  in  both  arms  of  the  miter.     The  elevation  shown  in 
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Fig.  58  gives  the  true  lengths  of  the  edge  lines  of  the  bed 
molding,  but  not  those  of  the  hip  molding,  for  the  reason 
that  the  surface  of  the  roof  is  inclined  in  that  view.  It  is 
obvious,  also,  that  the  angle  of  the  initer  there  shown  is  not 
the  true  angle. 

A  drawing  must  now  be  const nicted  in  which  the  true 
lengths  of  the  edge  lines  of  both  arms  of  the  miter  will  be 
shown.  This  is  accomplished  by  drawing  the  horizontal 
line  A  B  in  Fig.  60  and  making  A  C  represent  the  pitch  of 
the  roof,  as  in  Fig.  58.  The  line  A  D\%  next  drawn  at  right 
angles  to  A  B.  The  distance  from  any  point  on  the  line  A  C, 
as  C,  to  the  point  A  is  measured  and  an  equal  space  set  off 
on  A  D.  A  horizontal  line  of  indefinite  length  is  drawn 
through  D^  and  this  is  intersected  at  the  point  U  with  a 
vertical  from  C,  The  line  A  D'  is  next  drawn,  and  the 
angle  BA  D*  is  the  required  angle  of  the  miter.  The  true 
view  of  the  miter  may  now  be  represented  by  placing  the 
profiles  in  the  positions  shown  at  {a)  and  {b)  and  drawing 
edge  and  interedge  lines  parallel  to  the  sides  of  the  angle,  as 
in  Fig,  CO.  The  development  of  the  patterns  is  now  com- 
pleted by  processes  already  known  to  the  student.  Since 
the  work  is  fully  shown  in  Fig,  60,  further  description  is 
unnecessary. 

It  is  sometimes  desirable  to  finish  a  miter  of  this  sort  by 
a  corner  piece  of  suitable  outline.  This  may  be  added  as 
shown  in  the  illustration. 


28,  To  develop  tlie  imt  terns  of  a  larore  piece  ii«%e€l 
to  effect  a  transition  Ix'tAveen  a  square  t>ase  aocl  an 
oetagonal  shaft* 

Explanation. — When  a  shaft  that  is  octagonal  in  plan  is 
placed  on  a  square  base,  a  corner  piece  is  required  to  com- 
plete the  transition  between  the  two  solids.  This  wedge- 
shaped  transition  piece  is  in  the  form  of  a  gore  whose  inner 
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edge  is  equal  in  length  to  the  oblique  side  of  the  octagon 
and  tapers  to  a  point  at  one  of  the  angles  of  the  square  base. 
The  gore  piece  is  sometimes  part  of  a  wash,  but  is  occasion- 
ally formed  in  the  molded  portions  of  the  design. 


Fig.  61. 


An  elevation  and  a  plan  of  the  lower  part  of  an  octagonal 
shaft  that  stands  on  a  square  base  is  shown  in  Fig.  Gl.  In 
this  case  the  transition  from  the  octagon  to  the  square  takes 
place  in  one  of  the  molded  members  of  the  profile. 

Construction.— The  half  plan  of  the  base  is  first  drawn. 
In  this  view,  the  half  square  and  the  half  octagon  must  be 
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drawn  in  the  correct  relation,  and  the  elevation  must  be 
projected  therefrom  in  accordance  with  the  desired  profile. 
From  the  angles  of  the  octagon  in  the  plan  at  A  and  B^ 
Itntfs  drawn  to  the  adjacent  angle  C  of  the  square  base  will 
define  the  outline  of  the  gore  piece  in  that  view.  The  pro- 
file of  the  sides  may  be  taken  from  the  elevation,  but  it  will 
be  seen  that  the  profile  of  the  gore  piece  must  be  laid  off  by 
some  process  of  projection.  This  is  true  for  the  reason 
that  C Df  its  center  line,  is  much  longer  than  E F^  the  line 
that  represents  the  width  of  the  corresponding  member  in 
the  profile*  To  project  this  profile,  the  curve  E'  F*  of  the 
elevation  is  divided  into  any  convenient  number  of  equal 
spaces  and  projectors  are  drawn  from  these  points  to  the 
plan.  These  projectors  are  extended  until  they  intersect 
the  miter  line  A  C;  from  this  line  they  are  continued  paral- 
lel to  A  B  past  their  intersections  with  B  C  and  produced  an 
indefinite  distance  beyond,  as  shown  in  Fig,  6L  Across 
these  projectors^  and  at  right  angles  thereto^  O  D*  is  then 
drawn.  On  each  of  tlie  lines  crossing  C  D\  the  height  of 
corresponding  positions  is  taken  from  the  elevation  and  set 
off  in  the  manner  shown.  The  irregular  curve  traced 
through  the  points  thus  obtained  is  the  required  profile  of 
the  gore  piece. 

To  develop  its  pattern,  a  stretchout  of  the  profile  just 
found  is  set  off  on  MN^  which  is  the  line  CD  produced,  as 
shown.  Developers  drawn  from  the  points  of  intersection 
on  A  £7  and  B  C  to  corresponding  edge  lines  of  the  develop- 
ment will  complete  the  required  pattern. 

The^pattern  for  that  portion  of  the  molding  parallel  to  the 
sides  of  the  square  base  is  obtained  in  the  usual  manner  on 
a  stretchout  deri%^ed  from  the  profile  in  the  elevation  and 
laid  off  at  right  angles  to  the  outline  of  the  square. 

Should  it  be  desired  to  project  a  foreshortened  view  of 
the  miter  line  in  the  elevation,  projectors  may  be  carried 
to  that  view  from  the  points  of  intersection  on  BC.  These 
projectors  are  then  intersected  with  horizontals  from  corre- 
sponding positions  on  the  profile  and  a  foreshortened  view 
of  the  miter  traced  between  the  points  thus  found. 

lOli-41 
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plan.     The   pattern    is   that   of    an  ordinary   miter,    and, 
therefore,  is  not  shown  in  Fig.  62. 

In  many  cases  of  bay-window  construction,  the  details 
are  such  that  the  normal  profile  is  given  for  the  front  of  the 
bay  window.  This  is  especially  the  case  when  the  archi- 
tect's drawings  include  a  vertical  section  through  the  center 
line  of  the  elevation.  The  student  should  understand,  how- 
ever, that  in  such  cases  the  operations  are  performed  in  a 
reverse  order  from  that  given  in  this  problem. 


TKVOIjT^D  mttebs. 

30.  When  a  cornice  of  wide  projection  is  to  be  placed 
on  a  building  whose  walls  contain  both  exterior  and  interior 
angles,  it  is  frequently  found  that  the  several  miter  lines 
intersect  one  another  in  such  a  manner  as  to  puzzle  the 
novice  when  he  attempts  to  lay  out  the  patterns  for  the 
moldings.  When  the  miter  line  for  any  intersection  of 
moldings  is  interfered  with  or  crossed  by  the  miter  line  of 
another  intersection,  it  is  usual  to  develop  the  patterns  for 
those  members  nearest  the  wall  in  accordance  with  the 
regular  miter  line  and  to  define  a  new  miter  line  for  those 
members  of  the  molding  that  project  beyond  the  point  of 
intersection.  Miters  of  this  kind  are  termed,  by  cornice 
makers,  i?ivolved  miters. 

The  method  used  to  complete  the  preliminary  projection 
drawings  for  miters  of  this  nature  may  be  understood  by  an 
inspection  of  Fig.  G3.  This  illustration  represents  a  partial 
view  of  a  plan  in  which  two  exterior  and  two  interior  angles 
are  shown  close  together.  The  wall  line  of  the  building  is 
represented  by  the  heavily  shaded  line  in  the  upper  portion 
of  the  figure.  The  exterior  angles  are  shown  at  E  and  //, 
and  the  interior  angles  at  F  and  G.  The  profile  of  the 
molding  is  shown  in  its  proper  position  at  {a).  The  miter 
lines  are,  of  course,  defined  in  the  usual  manner  by  bisect- 
ing the  angles  of  the  wall.  It  is  found,  when  the  angle 
at  H  is  bisected,  that  the  miter  line  can  be  represented  in 
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the  usual  manner;  that  is,  it  may  be  produced  without 
meeting  any  other  miter  line  until  it  intersects  the  outer 
line  of  the  molding.  When  the  angles  at  F  and  G  are 
bisected,  however,  the  miter  lines  are  found  to  intersect  at 
a  pointy.  Since  this  is  obviously  some  distance  from  the 
outer  projection  of  the  molding,  some  means  must  be  found 
by  which  those  members  beyond  the  point  J  shall  be 
mitered.  In  this  case,  the  desired  result  will  be  attained  if 
the  wall  lines  E  FdmA  G  H  are  produced  to  their  intersec- 
tion at  the  point  X  and  the  angle  formed  at  X  bisected  in 


Pig.  68. 

the  usual  manner,  as  shown  by  X J  produced.  Further 
difficulty,  however,  is  here  encountered,  since  the  bisector 
of  the  angle  at  E  intersects  at  D  the  bisector  of  the  angle  X, 
The  remaining  miter  line,  in  this  case,  is  found  by  bisecting 
the  outer  angle  C  and  drawing  CD.  The  points /and  D 
must  next  be  projected  in  the  manner  shown  in  Fig.  63  to  the 
profile  at  (a),  where  the  positions  of  the  points  /'  and  U 
may  be  located  when  the  stretchout  is  developed.  The  pat- 
tern construction  for  the  remainder  of  the  development  is 
similar  to  that  already  described. 
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31«  Another  method  of  solving  involved  miters  is  some- 
times employed  when  a  cornice  of  wide  projection  is  mitered 
around  an  octagonal  bay  window.  A  situation  of  this  sort 
is  shown  in  Fig.  64,  where,  as  before,  the  wall  is  represented 
by  a  heavily  shaded  line.  The  construction  just  given  will 
result  in  the  miter  line  for  the  angle  at  F  being  carried 
to  /?,  as  shown  by  the  dotted  lines  in  the  illustration,  where 
it  intersects  the  miter  line  from  the  angle  E,  Thence,  the 
miter  line  is  carried  to  ^  in  a  manner  similar  to  that  just 
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Fig.  fl4. 

described.  To  avoid  a  crooked  appearance  in  the  miters, 
arbitrarily  drawn  miter  lines  may  be  indicated  between  F B 
and  E  B.  When  this  course  is  adopted,  the  draftsman  will 
be  compelled  to  obtain  a  profile  for  the  piece  E B Fhy  the 
raking  proi^ess  described  in  Problem  19.  Since  the  methods 
employed  to  obtain  the  raked  profile  may  not  be  clear  to  the 
student,  the  upper  portion  of  the  pn^file  at  {a)  is  shown  at  {b) 
changed,  or  raked,  to  accommodate  the  new  condition.  It 
will  be  noticed,  by  an  examination  of  the  drawing,  that 
points  are  located  at  convenient  distances  on  the  outline  of 
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the  profile;  projectors  perpendicular  to  the  wall  line  are 
drawn  from  these  points  and  terminate  between  1  and  2  of 
the  plan.  Projectors  from  the  profile  are  also  drawn  par- 
allel to  the  wall  nntil  they  intersect  the  miter  line  EB, 
The  line  EFis  next  extended,  as  shown,  and  the  view  at  (b) 
is  projected  after  settings  off  the  points  between  i'  and  2'  in 
positions  similar  to  those  shown  in  the  plan.  At  the  dis- 
cretion of  the  draftsman,  the  entire  profile  may  be  raked  or 
the  portion  that  includes  the  moldings  may  be  allowed  to 
miter  on  the  lines  F D,  E  D,  and  B  D,  as  in  the  case  referred 
to  in  Art.  30- 


DBAWTNG  PLATE,  TITLE:    EXAAOKA- 
TIOX  PLATE  IV. 

32,  This  plate  is  to  be  drawn  by  the  student  on  paper 
the  same  size  as  that  used  for  the  preceding  plates  of  this 
Course.  The  drawings  on  this  plate  consist  of  the  details, 
drawn  to  a  3-inch  scale,  of  the  cornice  and  the  pediment 
moldings,  together  with  certain  developments,  of  the  bay 
window  represented  on  the  drawing  plate  in  Architectural 
Proportion.  The  plate,  w^hen  completed,  is  to  be  sent  for 
correction  in  the  usual  manner; 

Five  miter  patterns  are  to  be  developed  from  the  detail 
of  the  cornice  and  pediment: 

{a)  A  pattern  for  the  rake  molding  of  the  pediment, 

{b)  A  pattern  for  the  return  at  the  top  of  the  rake  mold- 
ing- 

(r)  A  pattern  for  the  square  miter  in  the  main  cornice. 

{d)  A  pattern  for  the  inside  miter  in  the  main  cornice. 

{i)  A  pattern  for  the  miter  of  the  cornice  against  the 
brick  walL 

The  drawing  first  made  should  be  that  of  the  profile  of 
the  main  cornice,  since  that  is  the  view  on  which  the  other 
drawings  of  the  plate  depend.  This  profile  may  be  con* 
structed  from  measurements  taken  from  the  drawing  plate 
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of  Architectural  Proportiofi^  and  when  constructed  to  the 
size  required  for  this  drawing  plate,  should  show  the  de- 
tails of  the  molding  very  accurately. 

The  descriptive  lettering  heretofore  placed  in  a  separate 
portion  of  the  drawing,  may,  in  this  case,  be  put  directly 
on  the  patterns,  as  shown  on  the  reduced  copy  of  this  plate. 
This  method  is  commonly  employed  by  cornice  draftsmen 
to  designate  on  the  details  the  different  patterns  developed. 

From  the  arrangement  of  views  given  on  the  reduced 
copy  of  the  drawing  plate  shown  here,  the  student  should 
be  enabled  to  construct  the  required  drawings  without 
further  directions.  This  plate  affords  an  example  of  the 
practical  application  of  the  problems  contained  in  this  sec- 
tion. Since  the  drawings  represented  are  those  commonly 
required  of  the  draftsman  in  a  cornice  shop,  the  practice 
thus  obtained  should  be  invaluable  to  the  student. 
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1.  Sltnations  in  Wlilcli  Tliey  Are  Used. — The  condi- 
tions that  govern  the  construction  of  buildings  in  large 
cities  are  largely  responsible  for  the  great  demand  for  sky- 
lights. Entire  blocks  are  built  up  with  no  space  between  the 
buildings,  and,  in  such  cases,  some  means  must  be  found  to 
provide  air  and  light.  These  are  supplied  by  shafts  capped 
with  skylights.  The  greater  number  of  the  smaller  skylights 
are  used  for  this  purpose;  the  larger  ones  are  built  for  con- 
servatories, photographic  and  other  studios,  and  for  large 
public  buildings,  exhibition  rooms,  railroad  stations,  etc. 

!3.  Forms  of  Skylig^lits. — Skylights  are  variously  known 
as  single-pitchy  double-pitchy  gcible^  hipped^  turret^  ceilings 
ventilating^  extension^  photographic^  and  conservatory^  ac- 
cording to  the  form  and  the  use  to  which  each  is  put. 
Conservatory  skylights  and  those  for  large  roofs  are  often 
built  with  curved  ribs.  The  constructions  shown  in  these 
problems  may  be  adapted  to  all  forms  of  metal  skylights. 
In  many  instances,  the  cornice  maker  will  encounter  con- 
ditions that  require  the  several  parts  to  have  profiles  differ- 
ent from  those  given.  These  must  be  designed  to  suit  the 
special  requirements  of  the  particular  case  in  hand,  but  the 
methods  of  development  will  hot  differ  m&terially  from 
those  given  here. 

For  notice  of  the  cnpyright,  see  page  immediately  following  the  title  pag«. 
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3,  Character  of  Problems. — The  problems  involved  in 
skylight  work  are  those  of  mechanical  construction  rather 
than  of  miter  cutting.  So  far  as  the  miters  between  the 
several  bars,  curbs,  etc.  are  concerned,  the  principles  that 
govern  their  development  are  the  same  as  those  explained 
for  ordinary  moldings  in  previous  sections.  The  miters  re- 
quired for  skylight  developments  are  principally  plain  square 
miters,  square  miters  between  moldings  of  different  profiles, 
and  miters  between  raking  and  horizontal  moldings.  The 
modifications  necessary  to  adapt  any  chosen  profile  to  its 
position  in  the  different  parts  of  a  skylight  structure,  how- 
ever, are  sometimes  other  than  those  produced  by  the 
raking  process,  thus  rendering  the  work  of  patterncutting 
somewhat  irregular. 

It  is  important  that  the  sheet-metal  worker  should  pay- 
special  attention  to  the  modification  of  moldings  to  suit 
particular  caSes,  and  it  is  with  the  object  of  affording  the 
student  an  opportunity  to  become  familiar  with  this  phase 
of  the  work  that  the  following  problems  have  been  pre- 
pared. 

4,  Invention  of  the  Metal  Skyllgrht  Bar. — Skylights 
with  bars  made  of  sheet  metal  were  first  used  in  the  year  1867. 
About  this  time  patents  were  granted  almost  simultaneously 
to  two  prominent  manufacturers  of  sheet-metal  work,  and 
their  respective  claims  were  the  cause  of  much  litigation. 
As  is  too  often  the  case,  however,  the  controversy  extended 
over  the  entire  time  covered  by  the  patent  grant;  in  fact, 
in  this  case,  the  matters  in  dispute  were  never  definitely 
decided,  proceedings  having  been  discontinued  at  the  expi- 
ration of  the  patents.  The  rival  claimants  issued  licenses 
to  manufacturers  to  make  these  bars,  and  the  use  of  metal 
skylights  soon  became  general  in  all  parts  of  the  country. 
The  manufacture  of  metal  skylights  was  at  first  confined  to 
those  firms  holding  licenses  frum  the  patenteCvS,  but  after 
the  expiration  of  the  patents,  most  firms  engaged  in  the 
manufacture  of  architectural  sheet-metal  work  devised  bars 
of  one  kind  or  another  for  use  in  skylight  construction. 
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CONSTBUCTIOIf  OF  SKYLIGHTS. 

6,  The  principal  idea  in  skylight  construction  is  to  form 
a  rib,  or  bar,  by  bending  a  piece  of  sheet  metal  in  such  a 
manner  as  to  furnish  a  supporting  surface  for  the  glass  and 
to  make  a  gutter  to  carry  off  the  water  of  condensation. 
Another  object  is  to  bring  the  greatest  strain,  or  thrust, 
edgewise  against  the  metal,  thus  combining  the  greatest 
possible  strength  with  the  least  weight. 


i 


(^)  (^>  (c)  (d) 

FIO.  1. 

The  usual  forms  of  ribs,  or  rafters,  are  shown  at  {a),  (^), 
and  (^),  Fig.  1.  If,  on  account  of  increased  length  of  rib, 
greater  strength  is  required,  an  additional  thickness  of 
metal  is  added  to  the  central  portion  of  the  bar,  as  shown 
at  {c)  and  (rf).  Fig.  1.  The  strip  added  to  the  bar  may  be 
of  any  thickness  necessary.  After  the  glass  is  placed  in 
position,  a  cap  is  placed  over  the  projecting  rib,  or  web,  of 
the  bar  and  fastened  by  riveting,  as  shown  at  (r),  Fig.  1. 

6.  When  a  skylight  is  to  be  placed  on  a  level  or  nearly 
level  roof,  its  usual  shape  is  pyramidal,  but  it  is  sometimes 
formed  like  a  hipped  roof,  as  shown  in  the  plan  in  Fig.  2. 
The  ribs,  or  rafters,  are  thus  supported  at  the  top  against  a 
ridge  bar  and  at  the  bottom  on  a  curb,  or,  properly,  a  finish 
surmounting  the  curb,  so  designed  as  to  receive  the  bar  and 
to  form  a  gutter  of  sufficient  capacity  to  carry  off  all  the 
water  that  may  be  emptied  into  it  by  the  several  smaller 
gutters  of  the  bars.  If  desired,  the  ridge  may  be  extended 
to  reach  the  entire  length  of  the  skylight,  thus  doing  away 
with  the  end  slopes  and  forming  what  is  called  a  gable,  or 
double-pitch,  skylight.     The  gable  ends  are  sometimes  filled 


great  strength  is  rctjuired,  the  rcen forcing  bar  is  so 
times  a  wrought-iron  bar  that  extends  far  enough  below  the 
sheet-iron  work  to  permit  of  the  attachment  of  a  truss  rod, 
as  shown  in  Fig.  3  (ti).  The  ridge  bar  may  otherwise  be 
recnforced  by  a  strip  of  wood,  such  as  that  showi^.  in  Fig. 3  (b). 
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When  ventilation  is  required  at  the  top  of  the  skylight,  it 
may  be  provided  by  one  or  more  tubular  ventilators,  placed 
at  convenient  points  on  the  ridge,  or  by  a  ridge  ventilator, 
in  the  design  of  which  some  latitude  is  permissible. 

7.  A  plain  design  of  ridge  ventilator  is  shown  in  section 
and  in  elevation  in  the  upper  part  of  Fig.  4.  The  profile  of 
the  lower  members  of  the  ridge  ventilator  must  necessarily 
be  the  same  as  that  of  the  ridge  bar,  but  the  upper  portion 
of  the  ventilator  may  be  designed  to  suit  the  fancy  of  the 
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builder.  An  additional  flange  is  sometimes  formed  in  the 
ridge  ventilator  or  added  as  a  separate  cap  to  the  ridge  bar, 
as  shown  at  ;r,  Figs.  3  and  4.  This  affords  a  protection 
against  the  possible  entrance  of  water,  and  is  so  placed  as 
to  come  just  above  the  top  of  the  cap  placed  over  the  com- 
mon bar. 

8,     When  the  width  of  the  side  of  the  skylight  is  greater 
than    the  length  of  the    plates  of   glass  used,  it   becomes 
necessary  to  have  between  the  plates  a  cross-bar  that  ex-. 
tends  from  rib  to  rib.     This  bar,  of  course,  requires  a  gutter 
only  on  its  upper  side. 
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9.  Fig.  4  represents  a  complete  section  of  either  a 
hipped  or  a  gable  skylight,  and  shows  the  profiles  of  the 

curb  ^,  the  common  bar  d^   the  cross- 
bar a^  and  the  ventilator  e.     The  pro- 
"^  B^  /    files     here    shown     may     be     adapted 

Lj  \f-J    arbitrarily   to    one    another,    but    the 

profile  of  a  hip  bar  must  be  derived 
by  the  raking  process  from  that  of  the 
common  bar  and  from  the  angle  of 
the  hip  as  shown  in  the  plan.  The  method  of  construction 
is  explained  in  Problem  4,  which  should  be  studied  carefully 
by  the  student.  In  the  case  of  the  gable  skylight,  the  bar 
that  forms  the  finish  at  either  end  has  a  profile  the  same  as 
one-half  that  of  the  common  bar.  It  also  has  at  the  top  an 
extension  of  metal  sufficient  to  cover  the  curb,  as  shown  in 
Fig.  5. 

10.  The  curb  that  forms  the  eave  of  the  skylight  may 
be  of  such  design  as  will  best  adapt  it  to  the  shape  and 
material  forming  the  base  that  it  surmounts.  Several  forms 
of  such  a  curb  are  shown  in  Fig.  6.  The  inclined  projecting 
flange  shown  at  b^  Fig.  4,  serves,  in  small  skylights,  as  a 
drip  to  prevent  water  from  running  down  the  side  of  the 
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base,  or  curb,  during  a  rain  storm.  In  Fig.  6  {b)  is  shown 
another  form  of  flange.  Inimediat*ely  below  this  flange,  in 
large  work,  may  be  placed  a  gutter  of  any  suitable  con- 
struction. The  outlet  of  this  gutter  is  a  small  conductor 
pipe  that  discharges  to  the  surface  of  the  main  roof.      The 
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gutter  is  especially  desirable  in  the  case  of  the  turret  sky- 
light. This  skylight  is  made  by  increasing  the  height  of 
the  curb,  which  is  pierced  either  by  louvre  boards  or  by  a 
swinging  sash. 

11.  Fig.  7  {a)  shows  a  vertical  section  of  a  louvre  finish 
for  a  turret  skylight.  Fig.  7  (6)  shows  an  opening  provided 
with  a  swinging  sash,  which  is  pivoted  at  the  sides  midway 
of  its  height  and  is  made  to  swing  outwards  at  the  bottom. 
The  swinging  sash  is  made  to  close  at  the  top  against  a 


FlO.  7. 

flange,  or  stop,  formed  either  by  a  fold  of  the  metal  or  by  a 
separate  piece  attached  to  the  outside  of  the  window  open- 
ing. This  flange  extends  down  on  each  side  of  the  opening 
nearly  to  the  pivots,  as  shown  at  c-c\  Fig.  7.  At  d.  Figs.  7 
and  8,  is  shown  an  apron  attached  to  the  bottom  and  lower 

H>0-  -42 


Fig.  9. 

Since  the  miters  at  the  angles  of  the  sash  are  simple  square 
miters,  no  further  demonstration  of  them  need  be  given 
save  to  say  that  any  such  bars  as  those  shown  in  Fig.  1  {a) 
that  are  used  as  mullions  jire  set  against  the  top  and  the 
bottom  rails  and  form  butt  miters,  but  no  miters  are  cut 
in  the  rails. 

When  a  practical  rather  than  a  pretentious  design  is 
desired,  the  sash  is  constructed  as  in  Fig.  ^;  at  (<i)  is  shown 
a  vertical^  and  at  (If)  a  horizontal,  section.  The  section 
at  (6)  shows  the  construction  below  the  pivot.  The  flange, 
or  apron,  c  is  omitted  above  the  swinging  point,  the  edge 
being  turned  in  between  the  sash  and  the  jamb,  as  shown  by 
the  dotted  lines, 
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PROBLEM  1. 

13,     To  develop  the  pattern  for  the  curb  of  a  hipped 
skylight. 

Explanation. — As  has  been  stated  in  the  introduction, 
the  hipped  skylight  is  one  that  has  an  equal  slope  on  all  of 

its  sides.  The  curb  for  such  a 
skylight  forms  a  continuous 
molding  that  passes  horizon- 
tally around  the  four  sides; 
consequently,  the  miters  at  the 
corners  of  the  curb  are  ordi- 
nary square  miters. 

As  trade  workers  well  know, 
the  lower  extremity  of  the  hip 
bar  joins  the  curb  directly  over 
the  square  miter  therein.  This 
fact  might  seem  to  the  novice 
I  I        ^^  complicate  the  construction, 

t  ^"      i~r~  L~  ~        ^"^  ^^  ^^®  practice  of  the  work- 
|[\  i^        n        shop,  the  square  miter  of  the 

~^  curb  is  cut  and  the  pieces  are 

fitted  together  without  any  at- 
tention being  paid  at  this  time 
to  the  miter  of  the  hip  bar.  The 
pattern  for  the  miter  at  the 
lower  extremity  of  the  hip  bar 
is  developed  in  a  later  problem. 
The  method  given  in  Prob- 
lem 1,  Development  of  Moldings  y 
as  a  short  process  for  develop- 
ing a  square  miter  should  be 
all  that  the  student  needs  to 
assist  him  in  this  problem. 
Since  this  profile  is  of  peculiar 
construction,  we  shall,  how- 
tiver,  in  order  to  avoid  error  on 
the  part  of  the  student,  more 
fully  explain  the  development 
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Construction. — A  profile  suitable  for  the  curb  of  a  hipped 
skylight  is  shown  in  Fig.  10.  Curbs  of  this  form  are  desir- 
able for  the  reason  that  the  skylight  may  be  erected  without 
having  the  wooden  sill  beveled.  The  draftsman  may,  how- 
ever, devise  many  other  profiles  that  will  accomplish  the 
same  result. 

Since  there  are  no  curved  portions  that  require  interedge 
lines,  the  several  edges  of  the  profile  may  be  numbered  con- 
secutively, as  shown  by  the  small  numerals  in  Fig.  10. 
This  numbering  may  begin  at  either  end  of  the  profile.  The 
stretchout  M N  is  next  developed  in  the  usual  manner  in 
the  correct  relative  position.  The  pattern  is  completed  by 
drawing  edge  lines  at  right  angles  to  the  stretchout,  and 
developers  between  the  profile  and  corresponding  edge  lines 
on  the  stretchout.  The  pattern  outline  is  defined  in  the 
usual  manner  by  straight  lines  connecting  the  adjacent 
points  of  intersection.  Since  strength  is  an  important  fea- 
ture of  skylight  construction,  laps  for  riveting  should  be 
provided  at  every  available  edge. 


PROBI.EM  2. 

13.  To  develop  the  patterns  for  tlie  miters  at  tlie 
top  and  the  bottom  of  a  eonimoii  skylight  bar. 

Explanation. — The  construction  drawing  necessary  for 
this  development  is  shown  in  Fig.  11.  In  this  illustration, 
(a)  represents  a  profile  for  the  curb  ;  (b)  is  a  half  profile  for 
the  ridji^e.  The  profile,  or  cross-section,  of  the  skylight  bar 
is  shown  at  (r).  All  of  these  profiles  may,  of  course,  be 
modified  to  suit  the  requirements  of  any  desired  design. 

Construction. — It  is  first  necessary  to  draw  an  oblique 
line  a  h  to  represent  the  pitch  of  the  skylight.  A  center 
line  cd  f(^r  the  profile  of  the  bar  is  next  drawn  at  right 
angles  to  ab.  Lines  parallel  to  ab  must  now  be  drawn 
from  the  sevt^ral  angles  of  the  profile,  as  shown  in  Fig.  11. 
It  is  ( onvttnient,  in  this  case,  to   make   the   profiles  at    (a) 
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and  (b)  about  6  inches  apart;  that  is,  to  represent  the 
line  ad  6  inches  long  When  constructing  the  profiles  at  (a) 
and  {b)y  the  student  must  be  careful  to  see  that  the  rest  for 
the  glass  is  in  the  same  plane  as  the  rest  for  the  common 
bar.     The  upper  member  of  the  bar  at  the  end  nearest  the 


Fig.  11. 

curb  may  be  cut  off  either  at  right  angles  to  the  oblique 
roof  line  or  vertically,  as  desired.  It  is  usually  considered 
desirable  to  cut  the  profile  of  this  member  at  right  angles 
to  the  roof  line,  since  the  pattern  is  thus  made  somewhat 
more  simple  and  requires  less  trimming. 
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The  several  edges  of  the  profile  at  (r),  beginning  at  the 
upper  edge,  may  be  designated  by  nunxerals,  as  in  Fig.  11. 
The  stretchout  M N  is  next  developed  in  the  usual  manner, 
and  the  pattern  is  completed  by  developers  drawn  from  the 
extremities  of  the  edge  lines. 

A  point  that  should  not  be  overlooked  is  that  the  mem- 
ber 5-^,  which  is  the  gutter  side  of  the  bar,  should  be  cut 
away  at  any  convenient  distance  from  the  end,  as  at  x,  to 
permit  of  the  free  discharge  of  the  water  into  the  larger 
gutter  of  the  curb.  Edges^  for  riveting  may  be  allowed  at 
available  points. 

Since  this  bar  must  be  made  from  one  piece  of  metal,  its 
correct  length  should  be  obtained  from  a  full-size  working 
drawing  or  from  a  carefully  made  scale  or  detail.  It  is 
usual  to  provide,  on  convenient  edges  of  the  pattern,  laps 
for  riveting. 


PROBLEM  8. 

14.  To  develop  the  patterns  for  a  miter  betrveen 
the  curb  and  the  end  bar  of  a  j^able  skylight. 

Explanation. — The  smaller  sizes  of  gable  skylights  are 
frequently  constructed  with  their  gable  ends  of  sheet  metal. 
Skylights  made  in  this  manner  may  be  erected  on  wooden 
bases  whose  tops  are  level.  When  the  skylight  is  a  large 
one,  however — say  8  feet  by  10  feet — the  wooden  base  on 
which  the  skylight  rests  is  continued  into  the  gable,  and  a 
side  bar  like  that  shown  at  (/?),  in  Fig.  12,  is  used  to  form 
the  finisli  at  the  sides.  The  drawings  for  this  problem 
illustrate  the  construction  for  the  wooden  gable  end  only. 
The  manner  in  which  the  metallic  gable  end  is  formed  and 
the  patterns  for  it  are  developed  will  be  understood  from 
the  illustration. 

Construction. — A  plan  and  an  elevation  in  which  the 
profiles  of  the  curb  and  of  the  side  bar  are  shown  must  first 
be  drawn  as  in  Fig.  12^      The  drawing  must  show,  of  course, 
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the  correct  angle  of  inclination,  and  the  profiles  must  ap- 
pear in  the  relative  positions  shown.  The  profiles  at  {a) 
and  (c)  represent,  respectively,  the  side  bar  in  the  eleva- 
tion and  in  the  plan,  while  the  profile  at  (d)  shows  the  form 
of  the  curb.  It  will  be  seen  that  the  pattern  for  the  side 
bar  may  be  developed  from  the  elevation  and  that  for  the 
curb  from  the  plan. 
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The  pattern  for  the  side  bar  is  laid  off  in  Fig.  12  on  a 
stretchout  M N  developed  from  the  profile  at  (ti).  The 
several  edges  of  the  profile  are  indicated  in  the  illustration 
by  lower-case  letters,  and  since  corresponding  positions  on 
the  stretchout  are  designated  by  similar  letters,  the  student 
should  have  no  difficulty  in  following  the  construction. 

The  portion  ^^  of  the  profile  {a) — which  is  called  the  roof 
strip — must,  in  the  pattern,  be  extended  sufficiently  to  close 
up  the  opening  in  the  end  of  the  side  bar;  that  is,  it  should 


14  SKYLIGHTS.  §  22 

reach  down  to  the  point  3  of  the  profile  {b)  so  as  to  close 
over  the  laps  left  on  the  adjacent  surfaces  a  b  and  c  d. 

The  method  of  obtaining  the  pattern  for  the  miter  at  the 
upper  end  of  the  side  bar  is  so  nearly  like  the  correspond- 
ing miter  in  the  common  bar  of  the  preceding  problem  that 
no  description  of  the  process  need  be  given. 

The  pattern  for  the  end  of  the  curb  must  be  developed 
from  the  plan.  It  is  necessary,  therefore,  that  the  line  of 
intersection  between  the  side  bar  and  the  curb  should  be 
carefully  projected  in  this  view.  The  several  edges  of  the 
curb  are  designated  on  the  profile  (b)  in  Fig.  12  by  nu- 
merals, and  the  student  should  have  no  difficulty  in  develop- 
ing the  stretchout  M'  N\  which  is  drawn  at  right  angles  to 
the  lines  of  the  curb  in  the  plan.  It  will  be  noticed  that  the 
surfaces  of  the  curb  from  edges  1  io  S  and  from  edges  9  to  IS 
finish  squarely  on  the  line  that  represents  the  outer  sur- 
face of  the  side  curb  and  that  the  portions  on  the  profile 
from  3  to  9  terminate  squarely  against  the  inner  surface 
of  the  side  curb.  It  may  be  desirable,  however,  to  miter 
that  portion  of  the  profile  between  3  and  x  with  the  sur- 
faces lie  and  cfoi  the  side  curb.  In  such  a  case,  the  miter 
would  be  drawn  as  shown  by  the  dotted  lines  in  the  pat- 
tern M'  N'. 


PROBI.EM  4. 

15.  To  develop  tlie  patterns  for  the  miters  at  the 
top  and  the  }M>ttoin  of  a  li!p  l>ar. 

Explanation. — Tlie  general  j^rinciple  involved  in  this 
[)robleni  is  the  same  as  that  given  in  the  preceding  section 
in  a  problem  that  treats  of  the  raking  of  a  pediment  cornice 
from  an  octajj^on  return.  In  the  present  case,  however,  tlie 
operation  is  only  partially  carried  out.  As  remarked  in  the. 
introduction,  the  profile  of  the  ridge  bar,  or  finish,  is  adapted 
arbitrarily  to  that  of  the  common  bar.  The  principal  re- 
quirement of  the  ridj^e  bar  or  of  the  ventilator,  as  the  case 
may  be,  is  that  the  surfacx-,  or  shoulder,  on  which  the  glass 
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rests  must  be  in  the  same  plane  as  the  corresponding  sur- 
face of  the  common  bar.  Its  angle  of  inclination  must 
therefore  be  the  same  as  the  pitch  of  the  roof  or  of  the  sur* 
face  of  the  glass,  as  shown  in  the  transverse  section  in 
Fig.  13,  Its  lateral  projection  may  or  may  not  be  the  same 
as  that  of  one-half  of  the  common  bar,  and  since  there  is  no 
gutter  required  on  the  ridge  bar,  it  may,  if  deemed  advan- 
tageous, be  extended  down  below  the  line  drawn  from  the 
lowest  point  of  the  profile  (a)  of  the  common  ridge  bar. 

As  in  the  case  of  the  ridge  bar,  the  glass  shoulder  of  each 
side  of  the  hip  bar  must  lie  in  the  same  plane  with  the  glass 
shoulders  of  the  adjacent  common  and  ridge  bars.  On 
account  of  the  oblique  position  of  the  hip  bar,  it  is  apparent 
that  the  glass  shoulder  will  not  be  at  right  angles  to  the 
vertical  surface  of  the  central  web.  The  method  of  deter- 
mining the  correct  angle  between  the  surfaces  that  compose 
the  glass  shoulder  is  somewhat  like  that  used  to  determine 
the  angle  of  the  hip  roll  in  Problem  18,  Develop  men  t  of 
AMdings^  since  similar  principles  arc  involved  in  both  cases. 

Construction. — As  in  Problem  2,  the  drawings  first 
made  are  those  in  which  the  plan  and  the  transverse  section 
may  be  shown,  as  in  Fig.  13.  When  the  plan  is  projected, 
the  width  of  the  end  slope  ntust  be  the  same  as  that  of  the 
center.  This  drawing  must  show,  also,  the  profile  of  the 
curb  and  the  profile  of  a  common  bar.  The  profile  at  (^)in 
the  plan  may,  for  the  present,  be  represented  the  same  as 
that  of  the  common  bar  in  the  elevation,  since  the  lateral 
width  of  both  the  hip  and  the  common  bar  must  be  the  same. 
For  convenience  of  reference,  the  profiles  at  {a)  and  {h) 
should  be  designated  by  similar  figures  at  the  corresponding 
edges.  It  will  be  advantageous,  also,  if  the  intersections  of 
the  edge  lines  from  the  profile  at  {a)  are  indicated  at  {c)  by 
similar  numerals.  Projectors  from  the  several  edges  of  the 
profile  at  {b)  should  also  be  drawn  indefinitely  in  either 
direction  parallel  to  the  center  line  D  E  of  the  hip.  These 
projectors  are  next  intersected  by  vertical  lines  from  points 
of  corresponding  number  on  the  profiles  at  (r)  and  [d).  In 
this  manner  the  foreshortened  views  of  the  miters  at  the 
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top  and  the  bottom  of  the  hip  bar  are  represented  in  the 
plan.  It  should  be  noted,  however,  that  the  vertical  lines 
last  drawn  must  intersect  only  those  lines  in  that  half  of 
the  hip  bar  adjacent  to  the  transverse  section ;  the  plan  of 
the  other  half  of  the  miters  may  be  shown,  if  desired,  by 
transferring   with   the   dividers  on  D  £  as  b,   center  line. 


Before  tlie  patterns  for  the  miters  can  be  developed,  it  is 
necessary  to  construct  a  diagonal  elevation  of  the  hip  bar. 
This  is  necessary  for  the  reason  that  only  in  such  a  view 
can  the  true  lent^ths  of  tlie  edge  lines  be  shown. 

Since  the  pitch  of  the  hip  bar  depends  on  two  dimensions, 
which,  in  the  language  of  the  skylight  maker,  are  termed, 
respectively,    the    "rise"  and    the    '*run,"  these  distances 
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must  be  determined  carefully  and  represented  in  the  diag- 
onal elevation  next  to  be  drawn.  To  accomplish  thts  result, 
we  may  assume  any  line  of  the  transverse  section — in  this 
case  the  line  of  the  glass  shoulder  i3-'2 — and  from  its  lower 
extremity  draw  the  horizontal  line  2-B,  as  shown  in  Fig.  13. 
The  points  2  have  already  been  projected  to  the  p!an  from 
the  profiles  at  (c)  and  (d),  as  shown  at  D  and  £,  Fig.  13.  An 
inspection  of  the  illustration  will  now  show  that  D  E  in  the 
plan  is  the  run  of  the  hip  bar  and  that  the  vertical  B-2  of 
the  transverse  section  is  its  rise.  The  diagonal  elevation 
may  now  be  constructed  by  projectors  from  the  plan  drawn 
at  right  angles  to  D  E,  In  this  view  the  line  />'  £'  is  made 
equal  in  length  to  D  E  of  the  plan.  On  E  E*  produced,  the 
rise  B-Q  is  set  off  at  E'  C  and  the  line  D*  C  is  next  drawn. 
The  line  Z?'  C  represents  the  true  length  and  pitch  of  the 
glass  line  of  the  hip  bar;  that  is,  it  represents  a  position  on 
the  hip  bar  that  corresponds  to  the  edge  2  of  the  profile 
at  {a).  It  is  usually  considered  advisable,  in  practical  work, 
to  draw  the  profiles  of  the  different  skylight  sections  in 
their  full  size  and  to  determine  the  correct  angles  for  the 
riiie  and  run  by  means  of  a  reduced  scale  drawing.  When 
this  method  is  followed,  the  distance  D*  C  may  be  meas- 
ured by  the  same  scale. 

Since  the  several  points  in  the  upper  mker  of  the  hip  bar 
must  appear  in  the  diagonal  elevation  at  the  same  relative 
heights  as  corresponding  points  of  the  common  bar  in  the 
transverse  section,  these  distances  may  be  transferred  from 
the  transverse  section  to  the  diagonal  elevation  by  means  of 
the  dividers.  It  is  first  necessary,  however,  to  draw  a  ver- 
tical line,  as  EG,  conveniently  near  the  profile  at  (^/),  as 
shown  in  Fig.  13.  From  the  several  edges  of  the  profile 
at  {d)^  horizontal  lines  are  next  drawn  to  the  vertical  EG. 
Now,  E*  G'  is  drawn,  as  shown  in  Fig.  13,  parallel  to 
E'  C\  and  from  C  a  line  parallel  to  /?'  E'  is  drawn  to  E'  G\ 
The  distances  on  E  G  may  now  be  transferred  from  the 
transverse  section  to  E*  G'  o(  the  diagonal  elevation*  From 
the  several  points  thus  located  on  E'  G\  lines  of  indefinite 
length   are   drawn    parallel    to    /?'   E\     Next,   the   several 
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poinU  in  the  plan  of  the  upper  miter  at  £  are  projected  par- 
allel to  E  E*  until  they  intersect  corresponding  lines 
from  F*  G\  The  correct  elevation  of  the  upper  miter  may 
then  be  drawn  by  lines  that  join  the  adjacent  intersected 
points,  as  shown.  Lines  from  these  points  of  intersection] 
may  now  be  drawn  parallel  to  O  D*  and  intersected  by  pro- 
jectors from  the  lower  miter  of  the  hip  bar  in  the  plan, 
thus  completing  the  correct  elevation  of  the  lower  miter  of 
the  hip  bar. 

It  is  next  necessary  to  determine  the  profile  of  the  hip  bar 
at  (/).  This  is  accomplished  by  drawing  the  profile  of  the 
common  bar  in  the  position  shown  at  (<)  and  intersecting 
the  edge  lines  of  the  diagonal  elevation  by  projectors  drawn 
from  corresponding  edges  of  the  profile  at  {e). 

The  pattern  may  now  be  developed  on  the  stretchout  ^f  N 
from  the  profile  at  (/),  It  will  be  seen  from  Fig.  13  thai 
developers  are  drawn  from  the  several  points  in  the  upper 
and  the  lower  miters  to  the  edge  lines  in  the  pattern  in  the 
usual  manner.  Laps  for  riveting  edges  may  be  provided 
where  required. 


PROBLEM   s. 

10.  Ta  develop  the  imtteriiH  for  a  miter  at  the 
upper  end  of  a  lilp  har  for  u  skylijtcht  square  in  plan. 

Explanation.^ — Hipped  skylij^^hts  are  frequently  made 
square  in  plan,  in  which  case,  when  no  ventilator  is  used, 
the  four  hip  bars  meet  at  the  apex  of  the  pyramid.  The 
miter  required  at  the  top  of  the  hip  bar  can  best  be  obtained 
by  first  constructing  a  diagonal  elevation  as  in  the  previous 
problem. 

CoNSTRrcTlow— After  the  diagonal  elevation  just  referred 
to  has  been  consirucLed  and  the  profile  of  the  hip  bar  has 
been  determined,  the  profile  should  be  drawn  in  the  position 
shown  at  {a).  Fig.  14,  A  neither  profile  of  similar  form  is 
then  drawn  iu  a  vt-rtical  position,  as  shown  at  {b).  Edge 
lines  at  the  angle  of  the  hip  are  now  drawn  from  the  profile 
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at  (a)  and  produced  indefinitely  toward  the  upper  side  of 
the  drawing.  These  edge  lines  are  intersected,  as  shown 
at  (r),  by  projectors  drawn  from  corresponding  edges  of  the 
profile  at  (d).  The  foreshortened  view  of  the  miter  at  the 
upper  extremity  of  the  hip  bar  may  then  be  traced  through 
the  intersections  at  (c). 


Fig.  14. 

As  in  the  preceding  problem,  the  pattern  is  developed  on 
the  stretchout  il/iV — which  is  laid  off  from  the  profile  at  {a) — 
by  developers  drawn  from  corresponding  edges  in  the  fore- 
shortened view  of  the  miter.  The  pattern  for  the  lower 
miter  is,  of  course,  developed  by  the  process  given  in  the 
preceding  problem. 
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PROBLEM  6. 

17.  To  develop  tlie  patterns  for  tlie  miter  at  tlie 
upper  extremity  of  a  Jack-bar. 

Explanation. — The  hip  bars  of  skylights  are  usually  of 
such  length  as  to  require  more  than  single  panes  of  glass  on 
the  adjacent  sides.  When  such  is  the  case,  what  are  known 
as  jack-bars,  or  cripples,  must  be  used,  and  it  is  necessary  to 
develop  patterns  for  the  miters  at  the  upper  extremities. 

Construction. — A  plan  and  an  elevation  showing  the  hip 
and  the  jack-bar  in  their  correct  relative  positions  must 

first  be  drawn  as  in 
Fig.  15.  It  is  not 
necessary  that  either 
the  curb  or  the  ridge 
should  be  shown  in 
these  views,  provided 
that  the  pitch  of  the 
jack-bar  is  correctly 
represented  with  re- 
gard to  any  horizon- 
tal or  vertical  lines 
that  may  appear  on 
the  drawing.  The  in- 
tersection of  the  two 
bars  is  first  repre- 
sented in  the  plan, 
as  shown  in  Fig.  15. 
The  jack-bar  is  repre- 
sented in  this  view  by 
horizontal  lines  and 
the  hip  bar  by  lines 
drawn  at  an  angle  of 
45°  with  the  horizon- 
tal lines.  With  the 
jack-bar  in  this  posi- 
tion in  the  plan,  it  is 
possible  to  show  its  lines  in  their  true  lengths  in  the  elevation. 
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When  the  elevation  is  drawn,  the  correct  pitch  of  the  sky- 
light must  be  represented  by  the  oblique  lines  therein. 
The  common  bar  is  next  driiwn  in  the  elevation  on  a  center 
line  perpendicular  to  the  oblique  lines  of  the  skylight,  as 
shown  at  (a).  A  duplicate  of  this  profile  is  then  drawn  in 
the  plan  at  {if).  Since  the  profile  of  the  hip  bar  has  already 
been  determined  by  the  projectors  of  the  preceding  problem, 
it  is  known  that  the  several  members  of  the  two  profiles  will 
form  a  perfect  miter  on  the  two  miter  lines  that  meet  at  the 
point  A  of  the  plan. 

The  liiwer  end  of  the  hip  bar  is  represented  in  plan  in 
Fig,  15  as  being  cut  off  by  a  vertical  plane,  and  a  fore- 
shortened view  of  the  section  has  been  projected  to  the 
elevation.  This  feature  is  of  no  importance  so  far  as  the 
development  of  the  miters  is  concerned,  but  is  drawn  in 
Fig,  15  to  aid  the  student  to  understand  the  drawing.  The 
illustration  also  shows  that  the  surfaces  of  the  glass  shoulder 
and  of  the  gutter  of  the  hip  bar  are  in  the  same  planes  as 
corresponding  portions  of  the  common  and  of  the  jack-bar. 

Before  the  miter  patterns  can  be  developed,  the  fore- 
shortened view  of  the  miter  must  be  projected  to  the  eleva- 
tion from  the  plan.  To  avoid  confusion,  the  several  edges 
of  the  profiles  at  (a)  and  (if)  may  be  designated  by  corre- 
sponding numerals,  as  in  preceding  problems.  From  the 
profile  at  {^)y  horizontal  projectors  are  drawn  in  the  plan  to 
intersecting  lines  from  corresponding  edges  of  the  hip  bar. 
Projectors  are  next  drawn  from  the  points  thus  obtained  on 
the  miter  line  in  the  plan  to  the  elevation,  where  they  are 
intersected  by  oblique  lines  drawn  from  the  profile  at  (a). 
The  foreshortened  view  of  the  miter  line  may  next  be  de- 
fined in  the  elevation  by  lines  connecting  the  adjacent  points 
of  intersection,  as  shown  in  Fig.  15. 

To  develop  the  pattern,  the  stretchout  MiV  is  set  off  at 
right  angles  to  the  oblique  lines  of  the  elevation.  The 
positions  of  points  on  the  stretchout  are  determined,  of 
course,  from  the  profile  at  (a).  The  pattern  is  completed 
by  edge  lines  and  developers  drawn  in  the  usual  manner,  as 
shown  in  Fig.  15. 
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Since  the  cutting  of  the  miter  in  the  hip  bar  would  tend 
to  weaken  the  framework  of  the  skylight,  the  miter  on  the 
jack-bar  should  be  cut  with  a  view  of  making  a  butt  joint 
of  the  jack-bar  against  the  hip.  It  will  be  seen  from  Fig.  1 
that  those  portions  of  the  pattern  between  the  edge  lines^^ 
drawn  through  points  S  and  3  m  each  half  of  the  pattern 
would,  if  no  miter  were  cut  on  the  hip  bar,  add  an  extra 
thickness  of  metal  in  certain  positions  where  it  is  not  desir- 
able, and  would  produce  an  uneven  surface  in  the  glass 
shoulder.  It  is  therefore  desirable  to  erect  a  line  from 
point  X  of  the  plan  to  line  ^  of  the  elevation  and  to  define 
this  position  in  the  pattern,  as  shown  at  points  jt  and  x\  A 
line  drawn  from  these  points  to  etlgG  lines  ^,  as  shown  by 
the  dotted  lines  in  the  development,  may  be  used  for  the 
outUne  of  the  pattern  in  preference  to  the  solid  line  show; 
in  Fig.  15.  The  bottom  of  the  gutter  may  be  treated  sim 
ilarly,  if  desired,  by  a  line  (rum  point  /  of  the  plan  carriei 
to  lines  4  c>f  the  pattern.  This  variation  of  the  pattern  out 
line  is  also  shown  by  dotted  lines  in  the  development  of 
Fig.  15.  Attention  to  the  minor  matters,  however,  may, 
perhaps,  be  given  more  satisfactorily  by  trimming  the  pat- 
tern at  a  trial  fitting  when  the  work  is  put  together. 
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18*    To  develop  the  pattern  for  a  cross-bar. 

Explanation, — When  the  bars  of  a  skylight  are  too  long 
to  permit  of  the  glass  being  set  in  a  single  length  from  the 
curb  to  the  ridge,  it  becomes  necessary  to  provide  some 
kind  of  a  finish,  or  cross-bar,  between  the  upper  and  lower 
sheets  of  glass.  This  cross-bar,  or  clip,  as  it  is  sometimes 
called,  may  be  of  any  form  that  permits  of  a  water-tight 
connection  being  made  between  tlie  two  sheets  of  glass. 
It  should  hiive,  of  course,  a  gutter  on  the  side  nearest  the 
upper  glass,  and  an  apron  of  sufficient  width  should  be 
provided  to  cover  the  upper  end  of  the  lower  sheet.     The 
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profile  shown  at  (a).  Fig.  16,  represents  a  practicable  profile 
for  a  cross-bar.  It  will  be  seen  from  the  illustration  that 
the  lower  portion  of  the  cross-bar  is  similar  in  form  to  one- 
half  of  the  common  bar  shown  at  (^).  The  miter  between 
the  cross-bar  and  the  common  bar  is,  when  such  a  profile  is 
used,  a  simple  square  miter,  although  the  conditions  of  sky- 
light construction  are  such  as  to  make  the  miter  a  somewhat 
irregular  one.  Since  the  cross- 
bar consists  of  only  a  single 
thickness  of  metal,  and  since 
no  miter  can  be  cut  on  the  side 
of  the  common  bar,  the  joint 
must  be  constructed  as  a  butt 
miter. 


Construction. —  Fig.  16 
shows  at  {d)  a  sectional  view  of 
the  common  bar;  an  elevation 
of  the  cross-bar  is  shown  at  (a). 
This  drawing  is  made  in  a  plane 
at  right  angles  to  the  pitch  of 
the  glass,  and  in  this  respect 
differs  from  the  vertical-plane 
views  that  have  been  used  to  illustrate  the  preceding  prob- 
lems. To  avoid  confusion,  the  several  edges  of  the  profile 
at  (a)  may  be  indicated  by  numerals,  as  shown  in  the  illus- 
tration. From  each  of  the  edges,  horizontal  projectors  are 
next  drawn  to  their  intersections  with  the  profile  of  the 
common  bar  at  (d).  The  stretchout  MJV  is  now  developed 
in  the  usual  manner  from  the  profile  at  (a),  and  edge  lines 
and  developers  are  drawn  to  define  the  pattern  outline. 

Since  the  gutter  of  the  cross-bar  must  have  an  outlet  into 
the  gutter  of  the  common  bar,  an  allowance  must  be  made 
for  this  in  the  pattern.  This  is  represented  in  Fig.  16  by  the 
horizontal  projector  from  the  point  7  of  profile  (a) ;  this  hori- 
zontal projector  is  carried  back  until  it  cuts  the  side  4-^  at 
the  point  x.  The  point  x  is  next  located  in  its  corresponding 
position  on  the  stretchout,  and  a  developer  is  drawn  from 
point  7  of  the  profile  at  {d)  to  the  edge  line  from  x  in  the 
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development.  This  is  shown  in  Fig.  16  at  the  point  x*. 
The  pattern  outline  may  then  be  cut  in  the  manner  indicated 
by  the  short  arc  from  the  point  x'  in  the  development. 


10«    To  develop  the  puttema  lb]*  a  rldg^e  Tentllator. 

£»»LAMATioK. — ^The  particular  design  of  ventilator  to  be 
used  on  the  ridge  of  a  hipped  skylight  is  largely  a  matter 
that  must  be  left  to  the  discretion  of  the  builder.  The 
design  shown  in  Fig.  4  is  one  that  has  been  used  very  exten- 
sively. The  air  capacity  of  this  ventilator  can  be  increased 
by  having  more  perforations  than  shown  in  the  side  elevation. 
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Fig.  17. 


Another  design  for  a  ventilator  is  shown  in  Fig.  17. 
Though  severely  plain  in  design,  this  ventilator  serves  its 
purpose  well  and  meets  with  general  approval.  The  hood, 
or  cap,  is  made  separate  from  the  body,  or  neck,  and  is 
supported  on  brackets  of  band  iron,  as  shown,  the  space 
between  the  parts  being  from  2^^  to  3  inches.  The  neck  is  also 
provided  with  a  damper  pivoted  at  the  center;  the  damper 
is  operated  by  means  of  cords.  On  that  portion  of  the 
ventilator  against  which  the  bars  are  mitered,  an  additional 
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flange  is  shown  just  above  the  glass.  This  is  a  feature  not 
shown  in  Fig.  4,  but  is  equally  applicable  to  the  design 
there  shown. 

Construction. — The  developments  needed  for  this  ven- 
tilator are  not  illustrated,  since  they  are  common  square 
miters  similar  to  those  already  explaihed.  The  student 
should,  however,  avail  himself  of  the  practice  obtained  by 
making  developments  from  projection  drawings  of  this  and 
other  ventilators.  It  will  be  seen  from  Fig.  17  that  the 
miters  at  the  tops  of  skylight  bars  that  fit  against  this  ven- 
tilator will  be  ordinary  butt  miters — the  same  as  those  made 
for  the  bars  that  finish  against  a  ridge  bar.  The  develop- 
ment of  the  patterns  for  the  hip  bar,  when  such  a  ventilator 
as  that  shown  in  Fig.  17  is  used,  affords  an  interesting 
problem  for  the  student  that  desires  to  work  out  complicated 
situations. 


DRAWING  PLATE,  TITL.E:  EXAMINATION 
PLATE  V. 

20,  The  final  Examination  Plate  to  be  drawn  by  the 
student  in  this  Course  consists  of  the  developments,  drawn 
to  any  convenient  scale,  of  the  patterns  for  the  miters  at  the 
upper  and  the  lower  extremities  of  a  hip  bar,  of  a  jack-bar, 
and  of  a  common  bar.  No  copy  of  the  drawing  plate  is 
given  in  this  section ;  the  student  is  expected  to  construct 
the  necessary  projection  drawings  and  develop  the  patterns 
therefrom  aided  only  by  the  instruction  he  has  already 
received. 

The  profile  of  the  bar  to  be  used  for  these  drawings  may 
be  selected  at  the  pleasure  of  the  student.  The  inclination 
of  the  skylight  is  also  a  matter  of  choice.  As  in  previous 
drawings  made  by  the  students  in  this  Course,  all  con- 
struction lines  for  the  development  of  the  several  patterns 
should  be  left  on  the  plate.  The  drawing  plate  should  be  of 
the  same  size  as  those  heretofore  used,  and  should  be  sent 
in  for  correction  in  the  usual  manner. 
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Note.— All  items  in  this  index  refer  first  to  the  section  (see  the  Preface)  and  then 
to  the  page  of  the  section.  Thus,  "Bead  mold  SO  64"  means  that  bead  mold  will  be 
found  on  pag^e  64  of  section  20. 
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**           Ridge 22  5,24 

Vertical  plane 15  15 

Views,  Foreshortened 15  9 

"       Full 15  48 

"      necessary  in  project it>n    15  6 

**       Position  of  full 15  50 

Volute  and  crown  mold.  Miter 

between 21  39 

Voussoirs 20  71 

W.                 Sec.  Page. 
Wash  boiler  and  cover.  Pat- 
tern for 17  86 

"       miter.  Pattern  for 21  59 

Wheelbarrow,  Pattern  for.  ...     19  \A 

Window,  Days  of 20  78 

Headof 2<)  79 

**         tracery.... 80  77 

Wiring  operation 17  11 

\Vi>od-ca.sed  bath.  Pattern  for.     17  69 

Working  drawing-H 15  8 

"        tlrawings.  To  read.. .     15  31,56 

Y.                  Sec.  Page, 

Y,  Pattern  for  four-way  branch     18  25 

Z.                  Sec.  Page. 

Zinc,  Table  of  gauges  of 17  25 

Zones,  Development  of  sphere 

by 16  64 
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